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PREFACE. 


THE present edition has been thoroughly revised and partly 
rewritten in order to bring the subject fully up to date, since 
the changes in bridge design and construction during the past 
ten years have been nearly as remarkable as during the preced- 
ing decade. The continued increase of live loads has led de- 
signers to give more attention to the stiffness of structures as 
well as to a more careful construction of details. The use of 
concrete piers has made it practicable to replace many pin- 
connected truss spans by shorter plate girder or riveted truss 
spans. Riveted trusses have been adopted so extensively and 
for much longer spans than formerly that in another decade 
but few pin bridges will be built for railroad traffic on main 
lines, except for very long spans over navigable rivers. The 
increasing use of the cantilever method of erection tends to 
eliminate eye-bars and pin connections still further, so that in 
a number of long spans now under construction most of the 
joints are riveted. The proportion of bridges with solid floors 
is steadily advancing, due chiefly to the effective use of plain 
and reinforced concrete to support the roadway. 

Chapters IV, X, and XI (with the exception of Art. 126) 
and many articles have been entirely rewritten, and numerous 
changes were made in other parts of the text to bring it into 
accord with the latest practice. In Chapter IV the subject of 
erection is added, and in Chapter X the matter is all new, and 
largely represents recent developments in highway bridge con- 
struction in the Middle West. Plates I, II, IV, and VII are 
new and represent the revised standards of the respective rail- 


roads. The references to engineering literature in Chapters I, 
iii 
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VI, and VIII are considerably extended and brought up to 
date, while similar references are introduced in Chapters X 
and XI. 

As stated in the preface to the first edition, the subject is 
presented “both rationally, as an application of the principles 
of mechanics, and practically, as an illustration of modern 
economic construction. Since probably more than ninety per 
cent of all bridges are those resting on two supports, this volume 
is confined to that class. For a beginner the study of bridge 
design should be largely that of proportioning details according 
to given specifications, and simple bridges furnish these in 
endless variety.” 

Grateful acknowledgments are due for kind assistance: to 
RatpH Mopyjeskl, H. E. Stevens, and A. W. CARPENTER for 
permission to reproduce standard or general plans; to WILLIAM 
McNas, F. H. BAINBRIDGE, JOSEPH O. OsGoop, OLaF Horr, 
J. E. Greiner, P. B. Morrery, and A. E. Derat for photo- 
graphs; to ENGINEERING News and ENGINEERING REcorD for 
permission to reprint illustrations; to WARREN B. Keim for the 
chapter on Fabrication and Erection; to F. O. Durour for 
the chapter on Highway Bridges; to E. A. Evans and P. W. 
PorTER for data on the analysis of weight for riveted truss. 
bridges; and to many other railroad and bridge engineers for 
drawings which were examined to obtain the results given in 
Arts..123,, 124, 125, and r2e: 

A comparison with the fourth edition shows that the number 
of pages has been increased by 48, and the number of cuts by 
36. In rewriting the volume, it has been the constant aim of 
the authors, not.only to give the latest details of modern bridge 
practice, but also to set forth the reasons for such practice in 


a manner especially adapted to the needs of students and 
young engineers, 
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BRLDGE DESIGN; 


GAP LE Rat 
HISTORY AND LITERATURE. 
ART. I. EVOLUTION oF GIRDER BRIDGES. 


All bridge structures may be divided into three classes, Beam 
Bridges, Suspension Bridges, and Arch Bridges. Beam bridges 
exert only vertical pressures upon the abutments.or piers, sus- 
pension bridges exert a horizontal pull, and arch bridges exert a 
horizontal push in addition to the vertical pressures. Beam 
bridges include simple bridges, drawbridges, continuous bridges, 
and cantilever bridges. A simple bridge is one resting upon 
two supports; and probably over ninety percent of all bridges 
are of this kind. Parts J, IJ, and III of this work are devoted 
entirely to simple bridges, while the other forms are discussed 
in Part IV. 


Simple bridges are of two classes, girder bridges and truss 
bridges. A truss bridge is one whose floor is supported by two 
‘or more frameworks, called trusses, each consisting of two 
chords, which are connected by bracing. A girder bridge, on 
the other hand, has its floor supported by solid or built-up 
beams. A wooden beam, a rolled I-beam, and a plate girder, 
formed by riveting angles-and plates together, are examples of 
girders. Girder bridges are used for short spans, usually less 
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than 100 feet, while truss bridges are used for longer spans, 
and sometimes for spans as short as 50 feet. 


Probably the first bridge was merely a tree-trunk that had 
fallen over a brook; later, several trees or logs placed side by 
side, and covered perhaps with brush and earth, formed a 
structure of greater convenience for the traffic of semi-civilized 
people. When the stream was too wide for a single span, a 
rude pier of piles or stones was built to support the ends of 
logs extending from it to the shore. Several piers of this kind 
were built for still wider streams, and thus arose the trestle 
structure, in which each span consisted of simple beams. The 
oldest wooden bridge on record, the famous “ Pons sublicius,” 
built across the Tiber, at Rome, about 650B.c., is believed to 
have been of this kind, as also was the bridge built by Cassar 
over the Rhine in 55 B.c. 


Little progress beyond the simple wooden beam was made 
until the early part of the nineteenth century, when cast-iron 
beams began to come into use. It was then soon recognized 
that the depth of the beam was a controlling factor in its 
strength, and that the greatest economy of material resulted by 
forming the cross-section so that the upper and lower parts 
should be thicker than the middle part. Thus arose the flanges 
and the web of a girder, the flanges carrying the greater part of 
the horizontal stress, while the web served mainly to hold the 
flanges together. Such cast-iron beams, with -L, U, and [1] sec- 
tions, were used before 1840 for bridges on many English rail- 
roads, the longest span of a beam cast in one piece being 46 
feet. These bridges, however, proved unsatisfactory on account 
of the low tensile strength and unreliability of the metal. 


The first wrought-iron rolled beams were made in England 
about 1820 for railroad rails, and their use for other purposes 
slowly increased in both Europe and America, so that, by 1875, 
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I-beams up to I§ inches in depth were obtainable. Since 1890 
medium steel has rapidly replaced wrought iron, so that now all 
I-beams are rolled of this material, and sizes up to 24 inches in 
depth and 30 feet in length are readily found in the market. 
Many deck bridges of 30 feet span or less have been built with 
such beams, and they also are extensively used for the floors of 
buildings and bridges. 


About 1850 built-up plate girders, formed by riveting angles to 
a solid web plate, began to be used in Europe, and later were 


Fig. 1. 


introduced into this country, where they are’ now extensively 
employed for spans ranging from 30 to Ioo feet. Fig. 1, from 
a photograph, shows the plate-girder bridge of 80 feet span, 
built in 1892 at Ithaca, N. Y., on the Delaware, Lackawanna and 
Western Railroad. The largest spans of plate-girder bridges 
are from 120 to 140 feet in length, the depth of the girders 
being about 12 feet. They are stiffer than truss bridges, and 
the shorter spans have advantages in erection, as a girder may 
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be made entire in the shop and swung into place by a derrick, 
the only field-riveting required being that necessary to connect 
the girders by lateral bracing. 


A tubular bridge is a girder structure with its sides formed of 
plates and stiffeners, and its top of channels, angles, and plates, 
all being riveted together so as to form a closed tube. This 
type originated in England about 1840, and in 1850 STEPHENSON 
built the great Britannia bridge in Wales on this plan, the tube 
being 254 feet high and 13? feet wide inside, and there being 
four spans, two of 230 feet and two of 460 feet. The Victoria 
bridge over the St. Lawrence River at Montreal, completed in 
1859, was of this type, but it was replaced in 1898 by a truss 
structure. These tubular bridges, though stiff, were unneces- 
sarily heavy, and accordingly very expensive, and the passage 
through them was like that through a tunnel. All experience 
indicates that the girder system of construction cannot be eco- 
nomically applied to bridges of long span. 


A lattice truss, or lattice girder, as it is sometimes called, 
consists of flanges formed like that of the plate girder, but with 
the solid web replaced by flat, diagonal bars. The Warren 
truss, with a double system of web bracing (Part I, Art. 65), 
originated in England 
about 1840, and it may 
be regarded as being an 
attempt to economize 


material by removing un- 
necessary parts of the web. This was a step in the right 
direction, as the web stresses were thereby more closely deter- 
minate than before. But, as will be seen in the following 
articles, greater precision regarding stresses and greater econ- 
omy in material have been attained by discarding the double 


set of diagonals, and using only a single system of bracing to 
connect the chords. 
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ART. 2. Truss DESIGN PRIOR TO I800. 


Bridge design prior to the year 1800, and indeed for many 
years after, was almost wholly empirical. Arch bridges of stone 
had been successfully built since the time of the Romans, and 
structures of timber were used for roofs and often for bridges, 
but the true idea of a bridge truss and of the functions of its 
members was not fully understood until near the middle of the 
nineteenth century. About 1830, owing to the introduction and 
development of railroads in both Europe and America, bridge 
construction assumed an importance never before known. In 
Europe the main line of evolution was based upon the metal 
girder, as described in the last Article. In America, however, 
the evolution: was along the line of the truss, starting with 
timber and gradually developing into structures of iron and 
steel. A truss is a framework whose members are so arranged 
that they are subject only to longitudinal stresses of tension 
and compression. These members should be arranged in tri- 
angular figures so that no distortion of the structure can occur 
without bringing the proper stresses into action, and the applied 
loads should preferably be concentrated at the joints (Part I, 
Art. 18). The simple truss, supported at its two ends, is the 
one whose history is now to be considered. 


The king-post truss shown at @ in Fig. 3 may be supposed 
to be the origin of all modern bridge trusses. Prior to 1800, 


Fig. 3. 


however, the principal line of development was that indicated 
by the diagrams 4 and c. On this plan many wooden bridges 
were erected during the seventeenth and eighteenth centuries. 
There were two chords, usually with a high camber, connected 
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by vertical timbers acting as ties to support the floor which 
was placed along the lower chord. From the top of each 
vertical an inclined brace was carried to the nearest abutment 
and the tops of the corresponding pairs connected by a strain- 
ing beam. ‘True truss action as we now understand it scarcely 
existed, the main idea being to carry each load to the abut- 
ment by the shortest route. This was a simple plan, but it 
proved uneconomical on account of the long braces whose 
stresses increase both with their length and the angle of in- 
clination to the vertical. On this plan was built, in 1778, by 
GRUBENMANN, a timber bridge near Baden, which had the great 
span of 390 feet, and which exhibited much skill in carpentry. 


The secret of economical and efficient truss arrangement lies 
in the panel system, which may be regarded as having been 


AS ANS ZENS 
Fig. 4. 
developed from the king-post truss in the manner shown in 
Fig. 4, where d is derived from a by the addition of a panel on 
each side, and e from d@ in like manner. This system was first 
used by PaLiapio, an Italian architect, about 1570, but it pro- 
duced little or no influence on methods of construction, until it 
was rediscovered and used in the United States near the close 
of the eighteenth century by THEopoRE Burr. The Burr truss 
may indeed be called the parent of nearly all the forms of 
bridge trusses now used in this country. Although so defective 
from the lack of counterbraces that it generally required the 
assistance of an arch to stiffen it under rolling loads, yet as it 
contained the sound principle of economy in a constant angle 
for the inclined members its panel system was transmitted to 


the Long truss, the Howe truss, and later to many other forms 
(Parts) VArt. 63); 
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Concerning early timber bridges, as also for other valuable 
historical and descriptive matter, the student should consult 
CoopEr’s American Railroad Bridges, 1890, the article Bridge 
in the Encyclopedia Britannica, and the article Bridges in 
JoHNSon’s Universal Cyclopedia, 1897. 


ART. 3. PROGRESS FROM 1800 TO 1850. 


Near the beginning of the nineteenth century many wooden 
bridges were erected in the eastern and middle states by 
THEODORE Burr and by Timoruy PALMER, both of whom used 
the panel system. Parmer’s bridges generally combined the 
action of the truss and the arch in one structure, the lower 
chord being highly cambered, while Burr used the arch merely 
as auxiliary to the truss. The oldest truss bridge in the United 
States until 1909 was that built by Burr at Waterford, N. Y., 
in 1804, which was of hewn yellow pine, having four spans of 
154, 161, 176, and 180 feet in the clear. Illustrations of this 
bridge and of one built by PALMER at Easton, Pa., in 1805 are 
given in Cooper’s American Railroad Bridges. WERNWAG’s 
great bridge of 340 feet span, built at Philadelphia in 1812, also 
deserves notice as a splendid example of early engineering 
work; the double diagonal bracing in its panels showing that 
probably its builder had considered the distorting action of roll- 
ing loads. 


The lattice truss introduced by Town about 1820 consisted 
of planks pinned together, and was important only on account 
of ease of construction. In 1830, however, a radical advance 
was made in the true principles of truss arrangement through 
the introduction of panel counterbraces by S. H. Lone. In 
a pamphlet published by him in 1836 the function of counter- 
braces in preventing the distortion of the panels under rolling 
ioads, and also their use in stiffening the truss when keyed up 


8 HISTORY AND LITERATURE. Cuap: I. 


so as to be under initial stress, is clearly recognized. Wooden 
Long trusses were erected on the Baltimore and Ohio Railroad 


as well as many for highway service. 


In 1840 WitiiAm Howe patented a combination truss having 
wooden chords and web diagonals and wrought-iron vertica] 
ties, which has since been extensively used. Each panel had 
counter as well as main struts, both butting against cast-iron 
angle blocks. Many important bridges were built on this plan 
prior to 1850, the most notable being that over the Susquehanna 


= 


at Havre de Grace, Md., which had twelve spans of 250 feet 
each and a draw span of shorter length. The Howe truss is 
still in common use in localities where timber is cheap, and for 
short spans and light traffic it often makes an efficient and eco- 
nomical bridge. Fig. 5 shows a Howe truss bridge of several 
spans over the Stanislaus River, near Riverbank, Cal., and on 
the Atchison, Topeka, and Santa Fé Railway. 


In 1844 the Pratt truss was introduced. In this a radical 
departure was made in the arrangement of the web members, 
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the timber verticals being made to take compression, and the 
iron diagonals to take tension. This was a move in the direc- 
tion of economy, since the length of the struts was decreased 
and thus the necessary cross-section somewhat diminished. 
Although at first built as a combination bridge, it never 
attained great popularity in this form, but soon after 1850 it 
began to be constructed entirely in iron, and in this form it 
has probably been more extensively used than any other form 
of truss. Fig. 6 shows a Pratt truss bridge of two spans, 
each 1724 feet long, erected in 1901. 


Few iron structures were built in the United States prior to 
1850, the first one being a span of 77 feet erected in 1840 over 
the Erie Canal, which was formed of cast-iron girders strength- 
ened by wrought-iron rods. About the same time WHIPPLE 
built a truss with a curved upper chord of cast iron and a 
straight lower chord of wrought iron, forming the bowstring 
truss. A Howe truss in iron was introduced in 1844, and the 
Rider iron truss with a multiple web system was first built 
about 1847, but neither came into general use, and some that 
were built failed. 


The first rational discussion of the determination of stresses 
and proportioning of cross-sections of truss members was pub- 
lished in 1847 at Utica, N. Y., by SqurrE WuippLeE under the 
title A Work on Bridge Building, in which are given methods 
of computing stresses due to dead and live loads, investigations 
as to the angle of economy for web bracing, with plans and 
details of the bowstring truss and of the double system Pratt 
truss, since known as the Whipple truss. WautprLe was far in 
advance of his time in rational views of economic truss design, 
but the circulation of his book was small, so that its influence 
was not fully exerted until several years after publication. He 
also built over twenty bridges on his plans which gave good 
service for many years. Sgurre WuippLe is justly regarded 
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as the father of American rational bridge design. Drawings of 
bridges built between 1840 and 1850 may be seen in DucGan’s 
Stone, Iron, and Wood Bridges of United States Railroads, 
1850; and also in Haupt’s General Theory of Bridge Con- 
struction, 1851. 


ArT. 4. TRUSS EVOLUTION SINCE 1850. 


The modern bridge truss is the result of an evolution or devel- 
opment in the sense that it exhibits those features which expe- 
rience has found to be most economical and stable. Forms 
costly or unsafe have disappeared, while those cheap and 
strong have remained in use. Thus, the panel system has sur- 
vived, while the method of transferring loads directly to the 
abutments by long braces, as seen in Fig. 3, has gone out of 
use. The Bollman truss, introduced soon after 1850, was an 
instance of the application of that erroneous principle, but it 
could not be built for spans greater than 160 feet, and even for 
shorter spans it was unable to compete in economy and stability 
with trusses of the panel system. The Fink truss (Part I, Art. 
64) is another example of the use of that principle, and it too 
has disappeared. 


The Whipple truss (Fig. 7) is an instructive instance of a 
form which was extensively used from 1850 to 1885, even for 
the longest spans, but which now is no longer built. This has 


Fig. 7. 


all the advantages of the Pratt type as regards the use of ver- 
tical compression members in the web, and also by the double 
system of webbing the panel points are brought nearer together, 
thus decreasing the length of the stringers, which for long 
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spans is a matter of importance. Stringers longer than 25 tect 
make an expensive floor; and this limits the economic depth of 
the Pratt truss to about 30 feet, and the span to about 300 feet, 
since it is not advisable to make the depth less than one tenth 
of the span. With the Whipple truss, however, using the same 
angle for the bracing, the depth of the truss can be doubled, 
and the span thus be economically increased. Many long 
bridges have been erected on this plan, among which may be 
mentioned the 515-feet span of the Ohio River bridge at Cincin- 
nati, completed in 1877, and which at that date was the longest 
truss span ever erected. The Whipple truss began to go out of 
use merely because it was found to be more economical to sup- 
port the floor beams by short sub-verticals attached to a single 
system. of bracing than by the use of a double system, and 
because the single system is always more reliable and deter- 
minate in respect to stresses. The Post truss (Part I, Art. 66) 
is another example of a form once popular and now no longer 
in use. 


The Warren or triangular truss was built with both single 
and double systems of webbing, but with a single system it 
afforded opportunity for the support of intermediate floor beams 
in a panel by the use of independent vertical members. In 1869 
the channel span of 396 feet over the Ohio at Louisville was 
built on this plan, and in 1885 the 522-feet span at Henderson. 
This plan has been found advantageous because simplicity of 
truss action is secured, the only apparent disadvantage being 
the use of long inclined compression members in the webbing; 
in accordance with the law of evolution the former of these 
tends to be perpetuated and the latter to disappear. 


At the present time the Pratt truss is most generally used for 
short spans. The Baltimore truss (Fig. 8) is used for both short 
and long spans; it possesses all the advantages of the Pratt, and 
in addition that of supporting intermediate floor beams by the use 
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of sub-verticals. The modified bowstring truss, shown in Fig. 9, 
uses the same idea, and here is gained the important advan- 
tage that the stresses in the chords are rendered closely uni- 
form, as also those in the webbing. These elements combined 


Fig. 8. Fig. 9. 
have rendered this form applicable to the longest simple trusses, 
the longest of all being in the great spans of 668 feet in the 
Municipal bridge (popularly called the Free bridge) over the 
Mississippi river at St. Louis, completed in 1911. Fig. 10 
shows one span, 533 feet long, of the Delaware river bridge of 
the Pennsylvania Railroad, built in 1896. 


To recapitulate, the principles which should control the ar- 
rangement of a simple truss are the following: first, the panel 
system whereby the inclined members in the webbing are kept 


Fig. ro. 


at approximately the same angle; second, the use of counter- 
braces to prevent distortion under a rolling foad; third, that 
compression members should be made as short as possible; 
fourth, that a single system of webbing is always preferable, 
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and that intermediate floor beams may be supported when neces- 
sary by the use of independent verticals; and fifth, that ‘the 
form of the truss should be such that the stresses in members 
of the same kind may be approximately equal. 


In addition to the references at the close of Arts. 2 and 3 
the following may be noted as treating of the development of 
trusses: Bridge Superstructure, a committee report in Trans- 
actions of American Society of Civil Engineers, 1878, Vol. 
7, pp. 339-368; an Address by JosepH M. WILSson in Pro- 
ceedings of the Engineers’ Club of Philadelphia for 1889, Vol. 
7, pp. 65-104; The Evolution of the Modern Bridge by 
CuarLes D. JAMESON in Popular Science Monthly, Feb. 1890, 
pp. 461-481; and the Evolution of Bridge Trusses by MAns- 
FIELD MERRIMAN in Railway Age for May 19, 1893, Vol. 


18, pp. 381-393. 


ART. 5. MATERIALS USED IN BRIDGES. 


Prior to 1840 wood was the material used in this country for 
bridge construction. Great skill in carpentry was developed to 
devise the joints, mortises, keys, and other connections, although 
little was known regarding the strength of the timber or the 
rational principles of designing the proportions of the parts. 
The Howe truss combined the use of wood and iron in a most 
simple and successful manner, wrought-iron adjustable tie rods 
being used for the vertical members of the web, while the wooden 
diagonals butted against cast-iron angle blocks. In the original 
Pratt truss, cast-iron joint connections were also employed, 
through which the wrought-iron diagonal ties passed. The first 
bridges wholly in iron had the compression members of cast iron 
and the tension members of wrought iron, this being, as WHIPPLE 
advocated, the best theoretic combination, since cast iron is high 
in compressive and low in tensile strength. Wrovzht iron, more- 
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over, was high in price, and could then scarcely be obtained: 
except in the form of simple rods. 


Bridges of cast and wrought iron were built extensively until 
about 1876, and many of short span since that year; but the 
numerous failures of the cast-iron parts led to the gradual substi- 
tution of wrought iron. Probably the first bridge in which both 
compression and tension members were made of wrought iron 
was that erected on the Lehigh Valley Railroad at Mauch 
Chunk in 1863, but in this cast-iron joint connections were used. 
Gradually but surely wrought iron displaced cast iron, both for 
truss members and for joint details, so that by 1875 cast iron. 
was regarded as a material wholly inappropriate for use in 
bridge structures for railroad purposes, and the period of 
wrought-iron bridge development was at its height. But about 
this time steel began to be introduced. 


The first extensive application of steel was in 1873 in the 
arches of the great St. Louis bridge, and later it was used in 
the trusses of the Brooklyn suspension bridge. In ordinary 
trusses it was at first employed in the form of eye-bars for ten- 
sion members, and then for the webs of floor beams. But im- 
provements in the methods of manufacture soon followed, ‘so 
that by 1890 angles, beams, channels, and other shapes of 
medium or mild steel were easily obtainable in the market at 
the same price as those of wrought iron. This structural steel 
closely resembles wrought iron, but its strength is about ten 
or fifteen percent higher, and hence in 1900 it had entirely 
replaced wrought iron in bridge construction. 


The average life of iron or steel railroad bridges is probably 
not far from twenty years, although under heavy traffic many 
are replaced after fewer years of service. They are liable to 
corrode from atmospheric influences and from the gases from 
the locomotives, while rivets and other connections are worn 
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and loosened under the frequently repeated stresses and shocks. 
Bridges built twenty years ago are now generally unable to 
carry the heavier rolling stock with a proper margin of security. 
Hence a metallic structure cannot compete with stone with 
respect to durability, and accordingly many roads are replacing 
short spans by arches of stone. The cheapness of iron and 
steel, however, generally renders metallic structures more eco- 
nomical in spite of their shorter life, and of course for long 
spans no other materials are available. 


Some interesting notes by Squir—E WHIPPLE on early iron 
bridges will be found in Railroad Gazette, April 19, 1889. 
A historical paper on steel manufacture in America by W. F. 
DurFEE is given in Popular Science Monthly, Oct. 1891, 
pp. 729-749. See also Coorer’s American Railroad Bridges, 
originally published in Transactions American Society of Civil 
Engineers for 1889, Vol. 21, pp. 1-28. 


ArT. 6. JOINT CONNECTIONS. 


The members of the early wooden bridges, such as the Burr 
truss and the Long truss, were connected together by means of 
joints devised especially for timber structures. The fish and 
scarf joints employed in the chords are still used in the Howe 
truss and in other wooden constructions, but most of the 
special devices of shoulders, mortises, and keys now exist only 
in a few isolated examples. 


The combination trusses which next followed, like the Howe 
and Pratt, employed the method of screw connections to join 
the webbing to the chords. In the Howe truss the several 
pieces of the chords were bolted together laterally, and con- 
nected longitudinally by fish joints so ‘as to form one continuous 
member, but the web struts butted against angle blocks and 
were held in place by screwing up the vertical iron tie rods. 
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The Pratt truss in its early forms had wooden chords ane 
which was placed at each panel point a cast-iron joint block, 
and through this passed the diagonal iron ties which terminated 
in screws and nuts by which the whole was held in place. This 
method was also extensively used in the Pratt trusses built of 
cast and wrought iron, and many special forms of screw con- 
nections were devised and employed. In general, however, 
most of these screw joints have gone out of use, on account of 
the greater cheapness and reliability of the methods of riveted 
and pin connections. 


The riveted system of connections is the prevailing method 
of construction in Europe, but in this country it is mostly lim- 
ited to plate girders and to lattice trusses less than 200 feet in 
span. In this system the chords are formed of angles, or chan- 
nels, and plates, riveted together, with splice joints so as to 
make them practically continuous from end to end; and the 
web members are connected to the chords by rivets, either 
directly or by means of special plates riveted to both. The first 
riveted bridges in this country were erected on the New York 
Central Railroad about 1860, and the system has proved very 
serviceable there and elsewhere. 


The pin system of connections is the one which has been 
most used and which has generally been regarded with the 
most favor by American engineers. At each panel point a pin, 
or round bar, passes through holes in the chord or web mem- 
bers and serves to transfer the longitudinal stresses from one 
member to another by means of the shearing and bending 
stresses generated in it. Some of the early bridges built by 
WuirrLeE had ‘pins which passed through looped eyes in the 
tension members, but the first bridge which was pin-connected 
throughout was erected by J. W. Murpuy in 1859 on the 
Lehigh Valley Railroad at Phillipsburg, N. J. Wide forged 
eye-bars in connection with pins were first used in 1861 by 
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J. H. Linvitte on the Pennsylvania Railroad. The system 
then rapidly spread on account of ease of erection, and thou- 
sands of pin-connected bridges are now in service. 


Much might be said in comparison of the riveted and pin 
systems. Advocates of the former claim that it makes a stiffer 
structure and one less liable to accident from the failure of a 
single member. Advocates of the latter say that the stresses 
in the pin system are more determinate and that better work- 
manship is secured. But under present conditions the question 
of economy seems the controlling factor. A long span cannot 
be built as cheaply by the riveted system as by the other, and a 
short or medium span can sometimes be built more cheaply. 
Under proper specifications a good bridge can be designed and 
erected on either plan, and the item of cost will usually deter- 
mine the decision. The riveted system generally requires a 
little more material than the pin system, and the latter requires 
more skilled workmanship. High prices for iron and labor 
were favorable to the development of the pin system, and as 
these become lower the riveted system comes more and more 
into use. The literature noted in the preceding articles contains 
much information regarding the various methods of joint con- 
nections. Further reference is made to the works named in 
the following pages, and also to a series of articles on Expired 
Bridge Patents by F. B. Brock, in Engineering News during 
1882 and 1883. 


ArT. 7. LITERATURE oF BripGE DEsIGN. 


The computation of stresses in the principal members of a 
bridge truss is the least part of the work of design, and hence 
books treating mainly on stresses are not noted in the follow- 
ing list. Bridge design includes of course the economic prin- 
ciples regarding the form of the truss, some of which have been 
mentioned in Art. 4, but more specifically it is the science of 
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details, that is, the proportioning of the members, the floor, the 
joints, and of all the splices, reénforcing plates, rivets, pins, and 
other parts which make up the structure. The list of books 
below includes such as treat wholly or in part of these topics, 
together with a few of historical and descriptive character. 
Although not complete, it is believed that it gives the works on 
Bridge Design most important for a college library and for the 
use of American students of bridge design. The list is arranged 
chronologically according to the date of the first editions. 


Port, T. A Treatise on Bridge Architecture. New York, 
1811. This contains 196 pages of descriptions of early bridges, 
while the remainder is devoted to the author’s “patent flying 
pendant lever bridge.” 


WuirppLez, S. A Work on Bridge Building. Utica, N. Y., 
1847, pp. 120 and Io plates. The edition of 1869 contains 
also 128 pages of notes (printed by the author’s own hands) 
explanatory of the original work. See Art. 2. 


Duccan, G. Stone, Iron, and Wood Bridges of United 
States Railroads. New York, 1850. Consists mostly of draw- 
ings, with brief descriptive notes. 


Haupt, H. General Theory of Bridge Construction. New 
York, 1851, pp. 268 with 16 plates, giving examples of railroad 
bridges. 

Voss, G. L. Handbook of Railroad Construction. Boston, 
1857, pp. 480. Contains 109 pages on wood, iron, and stone 
bridges. 

Humper, W. Cast and Wrought Iron Bridge Construction. 
London, 1864, two volumes, with 80 plates, mostly descriptive 
of English bridges. 

HEeErnzERLING, F. Die Briicken in Eisen. Leipzig, 1870, 

pp- 515. A historical and descriptive work on bridge develop- 
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ment in all countries. Also Die Briicken der Gegenwart. 
Leipzig, 1884, pp. 754 with 60 plates. 

Merritt, W. E. Iron Truss Bridges for Railroads. New 

York, 1870, pp. 130. A comparison of seven kinds of trusses 
with respect to theoretic economy. 
. Botier, A. P. . Construction of Iron Highway Bridges. 
New York, 1876, pp. 144. Although written for the use of 
town committees, this book has been of much value to young 
engineering students. 

Du Bors, A. J. Strains in Framed Structures. New York, 
1883, pp. 390 with 27 plates. This devotes 124 pages to 
design, and gives the complete design of a pin-connected bridge. 
The edition of 1896 has 209 pages on design and erection. 

WanvvELlL, J. A. L. Designing of Ordinary Iron Highway 
Bridges. New York, 1884, pp. 244 and 7 plates. A book 
which has done much to improve the design of highway 
structures. 

BENDER, C. Principles of Economy in the Design of Me- 
tallic Bridges. New York, 1885, pp. 195 with 9 plates. This 
does not treat of details, but gives critical theoretic comparisons 
of different forms of trusses. 

Ricker, N. C. Construction of Trussed Roofs. New York, 
1885, pp. 158. Mainly deals with stresses, but has two chap- 
ters on dimensions and details. 

Burr, W. H. Stresses in Bridge and Roof Trusses. New 
York, 1886, pp. 454 with 12 plates. Devotes 112 pages to 
details and to the design of a railway bridge. 

SCHAFFER, T., and Sonnr, E. Der Briickenbau (Vol. II of 
Handbuch der Ingenieur Wissenschaften). Leipzig, 1886-90, 
pp. 1812 with 77 plates. 

Hrror, I. Plate Girder Construction. New York, 1888, pp. 
94. Gives the design and estimate for a span of 50 feet, 


ART. 7G LITERATURE OF BRIDGE DESIGN. : 21 


MoRANDIERE, R. Traité de la Construction des Ponts et Via. 
ducs. * Paris, 1888, pp. 1891, with 332 large plates. 

Cooper, T. American Railroad Bridges. New York, 1890, 
pp. 58 with 27 plates. A historical and descriptive work of 
special value. 

Foster, W.C. Treatise on Wooden Trestle Bridges. New 
York, 1891, pp. 160 with 38 plates. Gives many standard 
plans, accompanied by their bills of material. 

Jounson, BryAN and TuRNEAURE. Modern Framed Struc- 
tures. New York, 1893, pp. 517 with 37 plates. This gives 
238 pages on details, with designs of several bridge structures. 


WarreEN, W.H. Engineering Construction in Iron, Steel, 
and Timber. New York, 1894, pp. 372 with 13 plates. De- 
votes 92 pages to the details and designs of simple span bridges, 
besides the designs of several other classes of bridges. 


Wricut and Winc. A Manual of Bridge Drafting. Stan- 
ford University, 1896, pp. 214 with 51 plates and 5 blue prints. 
Gives tables of shears and moments for girders, and details for 
different types of bridges. 

Wricut, C.H. The Designing of Draw Spans. New York, 
1897, pp. 93. This work relates mainly to the design of draw- 
bridge machinery. The 1898 edition has 320 pages. 

Berc, W. G. American Railway Bridges and Buildings. 
Chicago, 1898, pp. 705. Gives many illustrations of details of 
timber structures, and other information compiled from reports 
of railroad superintendents. 

WaAvDELL, J. A.L. De Pontibus: A Pocket-Book for Bridge 
Engineers. New York, 1898, pp. 403. Gives general specifica- 
tions, and many tables and diagrams to facilitate computations. 

Hower, M. A. The Design of Simple Roof Trusses in Wood 
and Steel. New York, 1902, pp. 137 with 3 plates. Devotes 
about 50 pages to the design of roof trusses. 
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Ketcuum, M.S. The Design of Steel Mill Buildings and 
the Calculation of Stresses in Framed Structures. New York, 
1903, pp. 494. Devotes 84 pages to the details and design of 
the framework of mill buildings and some miscellaneous struc- 
tures, and 22 pages to specifications. 

SKINNER, F. W. Types and Details of Bridge Construction. 
Part I. Arch Spans. New York, 1904, pp. 301. On the details 
of metalarch bridges. Part II. Plate Girders. 1906, pp. 424. 
Relates chiefly to the details of plate-girder bridges, Part III. 
Specifications and Standards for Short Railroad Spans. 1908, 
pp. 307. About 200 pages are devoted to standard designs and 
details. 

Tuomson, W.C. Bridge and Structural Design. New York, 
1905, pp. 93. Gives 46 pages to the stresses and design of 
bridge girders and trusses, and 17 pages to roof trusses. 

Ketcuum, M.S. The Design of Highway Bridges and the 
Calculation of Stresses in Bridge Trusses. New York, 1908, 
pp. 565. Devotes about 190 pages to the design and details of 
steel bridge superstructures and about 80 pages to those of sub- 
structures and of masonry arches and culverts. 

Tuomson, W. C. The Design of Typical Steel Railway 
Bridges. New York, 1908, pp. 185 with 5 plates. About 100 
pages are given to the design of several bridges. 

Jacosy, H.S. Structural Details or Elements of Design in 
Timber Framing. New York, 1909, pp. 377 with 2 plates. On 
the details and design of timber structures including roof trusses 
and some details of wooden bridges. 

Morris, C. T. The Designing and Detailing of Simple Steel 
Structures. Columbus, 1909, pp. 209. About 170 pages are on 
the design and details of bridges, and 16 pages on roof trusses. 

Hupson, C. W. Notes on Plate-girder Design. New York, 
IQII, pp. 82 with 2 plates. Devoted almost exclusively to design. 
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SPOFFORD, C. M. The Theory of Structures. New York, 


-IQII, pp. 373. Gives 102 pages to the design of beams, plate 
girders, and bridge trusses. 


A number of monographs on large bridges have also been 
issued in book form, which are of special value to advanced stu- 
dents and engineers. Among these are The Quincy Bridge, by 
T. C. CLARKE, 1869; The Kansas City Bridge, by O. CHanute, 
1870; A History of the St. Louis Bridge, by C. M. Woopwarp, 
1881 ; The Washington Bridge, by W. R. Hutton, 1889; The 
New Omaha Bridge, The Cairo Bridge, The Bellefontaine 
Bridge, The Memphis Bridge, and Others, by G. S. Morison, 
1889-94; The Thames River Bridge, by A. P. BoLiEr, 18901 ; 
The Thebes Bridge, by ALFRED NoBLE and RatpuH MODjEsKI, 
1907; The Cambridge Bridge Commission Report, 1909; and 
The Vancouver-Portland Bridges, by RatpH MOpDJESKI, 1910. 

The Transactions of the American Society of Civil Engineers 
contain many papers both descriptive and critical. Of the latter 
class may be noted ‘Specifications for the Strength of Iron 
Bridges,’ by JosepH M. WILson, in 1886, vol. 15, pp. 410-490 ; 
‘Some Disputed Points in Railway Bridge Designing,’ by J. A. - 
L. WADDELL, in 1892, vol. 26, pp. 77-282; and ‘The Laun- 
hardt Formula and Railroad Bridge Specifications,’ by H. B. 
SEAMAN, in 1899, vol. 41, pp. 140-268. Similar papers may be 
found in the transactions of various local engineering societies. 


The Proceedings of the American Railway Engineering 
Association contain many valuable reports relating to specifica- 
tions, details, and design for steel and wooden bridges. These 
include the annual reports of the standing committees on 
Wooden Bridges and Trestles and on Iron and Steel Struc- 
tures, and the subsequent discussions. 


The volumes of Engineering News, Railway Age Gazette, 
Engineering Record, and other technical periodicals contain 
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numerous articles, both theoretical and descriptive, on bridge 
design, and some of these will be mentioned in the following 
chapters. The Index of Engineering Literature, published by 
the Association of. Engineering Societies, in 1892, and by the 
Engineering Magazine, in 1896, 1902, etc., gives many pages. 
of titles of such articles, with brief notes of their contents; and 
this should be at the hand of every student who desires to be- 
come well informed on the progress of bridge development. 
But it cannot be too strongly urged upon the student to form 
the habit of making his own catalogue of articles, and of giving 
under each title his own synopsis of its contents and conclusions. 
By so doing he acquires a training in technical literary work 
which will be of the greatest value in promoting his professional 
advancement. 
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CHAPTER «Tf, 
PRINCIPLES OF ECONOMIC DESIGN. 
Art. 8 Data OF THE DESIGN. 


In order that the most economic design may be made for a 
bridge it is necessary that complete data regarding its location 
should be known. An accurate map of the locality, showing 
the neighboring roads or streets, should be prepared, as also a 
profile of the crossing, giving the high and low water marks of 
the stream and the character of the earth or rock below its bed. 
This profile should be extended some distance from each bank 
of the stream in order to enable the approaches of the bridges. 
to be properly arranged. The location of the bridge and of 
its abutments and piers are to be shown on the map, while the 
grade line of the bridge and its approaches are given on the 
profile. If there are more spans than one, the position of 
the piers is determined by making approximate estimates of 
their cost in different positions and then applying the principles 
of Art. 9. 


In locating the abutments and piers it is always advisable to 
avoid a skew, as thereby the cost of the superstructure will be 
increased. When this cannot be done, as in the case of one 
street crossing another obliquely or in the case of a stream with 
rapid current, the angle of skew should be made as small as 
possible and the same in amount at each end of a span. In 
locating the grade line of the floor of the bridge the clear 
waterway desired is to be considered, as also the grades of the 
approaches; these will also determine whether the bridge is 
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to be a’ through or a deck structure or whether certain spans 
should be through and others deck. 


Facts regarding the regimen of the stream, such as its 
velocity at both low and high water, its liability to freshets 
at different seasons of the year, and the amount of drift carried 
during freshets, are useful to a bridge company in estimating 
the cost of erection. The distance from the bridge site to 
the nearest railroad siding should also be stated in order that 
estimates of the cost of cartage may be made. The loads to be 
carried by the bridge, the lateral clearance required between 
trusses, and the vertical clearance needed for through bridges 
must be carefully specified. The kind of floor desired, the 
width and number of sidewalks, if any, should be stated. With 
these facts on hand the engineer is ready to prepare a general 
plan for both substructure and superstructure and to write 
specifications from which the detailed designs may be prepared. 
Time spent in gathering data is always usefully employed, for 
experience has shown that most of the mistakes and losses that 
have occurred in bridge construction have been due te imper- 
fect knowledge of the local conditions. 


ArT. 9. NUMBER OF PIERS AND SPANS. 


When a bridge is to be built across a river, one of the first 
considerations is that regarding the number of spans. This 
question is to be decided by the principle that the total cost of 
the substructure and superstructure shall be a minimum. In 
any event there will be two land abutments; and if the distance 
between these be short, no intermediate piers are advisable. Yet 
it is seen even here that if piers could be erected without, any 
expense, it would be best to use them. Thus the relative cost of 
piers and their connecting spans determines the number of piers 


and spans which can be most economically built between the two 
abutments. 
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An old rule for this case states that the cost of the super- 
structure must equal the cost of the substructure in order that 
the cost of the whole may be a minimum. The cost of piers is 
to be determined by careful surveys and estimates for various 
locations along the line, while the cost of spans of different 
length may be approximately ascertained by consulting builders. 
A comparison of the different possible arrangements deter- | 
mines the most economic plan which sometimes agrees well 
with this rule. 


The cost of common bridges is closely proportional to their 
weights. If 7 be the length of span, the formula W=al+ 0/2 
gives a good approximation to the weight (Part I, Art. 20), a and 
6 being constants for the same type of truss. In this, a/ repre- 
sents the weight of the track and floor system, while 4/? repre- 
sents the weight of the main trusses and lateral bracing. For 
example, the total weight of steel in pounds in a single-track rail- 
road riveted bridge (not including cross-ties and rails) varies 
from 700/+ 72% to 1000/+ 102%, where / represents the span of 
the bridge in feet. 


If the cost of piers is about equal, and they be spaced at equal 
distances apart, the following investigation will give the economic 
number of spans. Let Z be the total distance between end abut- 
ments, + the number of spans, and hence x—1 the number of 
piers, 2 the cost of the two abutments, 7 the cost of each pier, 
and ~ the cost per pound of the bridge superstructure. The 


2 
weight of the x spans, each of length a is then x (a= + 4) and 
zs es ne rs 
the total cost of the work is 
2 
Cam+nlx—1)+p(ab 4%), 


This will be a minimum when the first derivative of C with 
‘ , L4 Fi 
respect to + becomes zero, and this gives ~= poy which 


shows that the cost of one of the intermediate piers should 
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equal the cost of the main and lateral trusses of one of the 


) 
spans. Or, ae gives the economic number of spans. 
nH 


For example, if Z= 1000 feet, a= 900, and 6=g9 for pin- 
connected spans, and = 4 cents per pound, then for z= 
$8 000, the most economic number of spans is x= 7, and the 
total cost is $135 400, exclusive of abutments. Here the cost of 
the piers is $48 000, and that of the seven spans is $87 400, 
which indicates that the old rule may sometimes be at fault. 
Again, if the cost of a pier be 7 = $12 000, the economic number 
of spans is + = 5, which gives $48 ooo for the piers, and $108 000: 
for the superstructure. 


When the cost of piers varies in different parts of the river, 
the spans will vary in length, the shortest ones generally being 
nearest the banks. ' For each possible case a rough estimate of 
the cost of piers and spans may be made, and thus the arrange- . 
ment which gives the minimum cost may be determined. For 
example, suppose the distance between abutments to be 500 feet, 
a pier near the middle costing $6000, and piers within 150 feet 
of the shore costing $4000 each; then, using the above values 
of a, 4, and f, the cost of one pier and two 250-feet spans would 
be $69 000, while the cost of two piers, with a middle span of 
200 feet, and two side spans of 150 feet, would be $56 600. 


ART. 10. CuHoIcE oF KIND oF BRIDGE. 


Whether the bridge span is to be deck or through will be 
determined in each case by the local conditions, among which 
the grades of the approaches are controlling factors. A deck 
span is usually cheaper than a through one, since the width of 
the bridge may be less and something is also saved on abut- 
ments and piers, and should hence be chosen if the approaches 
allow it and proper waterway can be secured beneath it. 
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The width of the bridge between trusses is determined by 
the amount of traffic. For a single-track railroad this width 
for a through bridge is taken as 14 or 15 feet in the clear, while 
for a deck bridge 10 or 12 feet between centers of trusses is 
usually enough for short or medium spans. 


The cost of the bridge is a material factor in determining the 
kind which is to be erected, and the problem of selection is 
hence a very complicated one. For railroads experience has 
led to the conclusion that at present the best results both as to 
stability and economy are obtained by using solid rolled beams 
for short spans up to 20 or 30 feet, plate girders for spans from 
25 to 110 feet, riveted lattice trusses for spans from 100 to 200 
feet, and pin-connected trusses for spans over 160 feet. It will 
be observed that these figures overlap each other, indicating 
that there is no distinct line of demarcation between the length | 
of spans of the different classes, and detailed designs and esti- 
mates are often required to determine the cheapest type. 

The particular kind of truss is not usually stated in the 
specifications, this being left to the bidders who often may 
present plans which differ materially in general appearance. 
If all these plans conform to the specifications, the contract is 
awarded to the lowest responsible bidder. The choice of the 
kind of truss is hence usually made by the sellers rather than 
by the buyers of bridges, but the question of accepting the 
tender of the lowest bidder is sometimes. influenced by the form 
of truss adopted in his plan. 

The discussion in Art. 4 gives only the general economic 
conditions which determine the form of truss. The depth of 
the truss is to be selected so as not only to secure proper head- 
way and afford opportunity for cross-bracing, but also so as to 
give the least amount of material; this question of economic 
depth is investigated in Art. 11. The number of panels should 
be odd rather than even for best economy, and should be such 
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that the panel lengths, or distances between floor beams, may 
range from 12 to 24 feet. Probably the best panel length, as 
far as the floor system is concerned, is that which renders the 
weight of a floor beam about equal to that of the stringers in 
one panel. 


/Esthetic considerations should not be overlooked in choosing 
the kind of bridge, and the old maxim that strength, beauty, 
and economy go together contains some truth. The parabola 
is a line of beauty, and through trusses having the upper 
chords broken or curved are among those which now seem to 
possess the highest degree of economy for spans between 100 
and 550 feet. In deck trusses, however, the upper chord is. 
necessarily straight, and the slight downward curvature some- 
times given to the lower chord does not appeal to the public 
as an element of beauty. For deck bridges arches are always 
more beautiful than trusses, but unfortunately their cost is much 
greater. 


Approximate economic comparisons of trusses of different 
forms may be made by comparing the theoretic amounts of 
material, the material in any member being taken as propor- 
tional to the product of its maximum stress by its length. In- 
vestigations of this kind were first made by WHIPPLE in 1847, 
and have since proved of value in studying the question of 
economic proportions. But such investigations are of limited 
value in comparing the relative economy of different forms, 
unless the unit stresses for compression be taken less than those 
for tension, and as required by a formula for columns. To 
introduce this element in a theoretic comparison leads to great 
complexity, and it is, in fact, only by making actual designs from 
a given specification that reliable results can be obtained. The 
work of BENDER, cited in Art. 7, and CreHorer’s Mechanics of 


Girder (New York; 1886) may be consulted for examples of 
such investigations. 
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ART. II. Economic DEprtu. 


The economic depth of a girder or truss is that which renders 
its weight a minimum. Such a depth exists by virtue of the 
facts that the chord material decreases and the web material 
increases as the depth is increased. For a plate girder it isa 
rough general rule that the economic depth obtains when the 
weight of the flanges is equal to the weight of the web. To 
show this it must be borne in mind that the thickness of the 
web plate is practically constant for a girder of short span, 
being rarely greater than 3 nor less than 3 inch. The material 
in the web hence varies as a x #, and that in the flanges as 
6/h, where a and @ are constants depending on the span loads 
and working unit stresses. The total material may then be 
represented by ax + 06/h, which is a minimum when the 
two terms are equal, that is, when the flange weight equals 
the web weight, or, more strictly, when the cost of the flanges 
equals the cost of the web. In practice, however, the weight 
of the flanges often exceeds that of the web. (See Arts. 66 
and 71.) 

For a truss an approximate determination of economic depth 
may be made by computing the stresses in terms of the panel 
length and depth, multiplying each stress by the length of the 
corresponding member, and regarding the products as represent- 
ing the amounts of material, and 
then finding the depth that ren- 
ders the sum of these products 
a minimum. For example, take 
the Pratr truss of which one- 
half is shown in Fig. 11. Let 
the dead load per panel point be 
w, and the live load 3. Let the panel length be /, and the 
depth of the truss be %. By the methods of Part I the maxi- 
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mum stress in each member due to the given load is computed, 
and each stress is then multiplied by the length of the corre- 
sponding member. For example, 


MEMBER. STRESS. Stress x LENGTH. 


7 16 wp /h 16 wh2/h 
U, 16 w(J2 + p)2/h| 16 w (2 + p2)/h 
V; 4w 4wh 


and the sum of all the products in the last column will be found 
to be 


P 
Siehaste | (70 h + 2872 Z) WW, 


which represents the amount of material in one-half the truss. 
Differentiating this expression with respect to # and equating 
the derivative to zero gives 4 = 2.03 , or the theoretic economic 
depth is about twice the panel length. For this depth the web 
material, including the end posts, is about 165 zw, and the chord 
material about 118 wf, the former being about 40 percent 
greater than the latter. This value of the economic depth is, 
however, considerably too large for practice, since the investiga- 
tion has neglected the increase of the amount of material neces- 
sary in compression members. 


It may be further noted that great exactness in regard to 
economic depth is not important, since a function changes 
slowly in the vicinity of a maximum or minimum, so that con- 
siderable variations in depth may be made without much 
increasing’ the quantity of material. For instance, in the 
above case the following shows how the material varies for 
different depths : 

DepthZ= 1.8 1.9 2.0 2.1 D, 
Material = 285.8 284.4. 283.8 284.0 wh, 
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which indicates that the depth may vary ten percent from the 
economic depth without increasing the material as much as 
one percent. 


Lastly, it may be noted that there has been a constant ten- 
dency since about 1875 to build through truss bridges with 
greater and greater depths. This has resulted from considera- 
tions of stiffness as well as those of economic depth. Increas- 
ing the depth of a truss diminishes its deflection under live loads — 
and thus decreases the injurious oscillations which wear out a 
railroad bridge. This tendency is apparent in both long and 
short spans, but especially in the shorter ones. In some cases 
the increase in depth has gone so far as to require the vertical 
posts to be stiffened by horizontal braces placed between them 
in the plane of the truss and midway between the upper and 
lower chords. 


ART. 12. PRACTICAL CONSIDERATIONS. 


The engineer who draws the specifications is primarily 
responsible both for the strength and security as well as for 
the economy of the structure. For, if improper working stresses 
are prescribed, or proper rules for stability are omitted, the 
builders, under the influence of competition, will present plans 
of structures lacking in security; or, if excessive and unusual 
requirements are made in the specifications, the plans presented 
will not be economical. At present there are so many specifi- 
cations which may be called standard that it is not possible to 
go far astray in either of these directions, particularly for rail- 
road. bridges. For many highway structures, however, the 
specifications are very loosely drawn, and every year there are 
erected some bridges which are defective either in stability or 
economy. As a general rule economy demands a bridge of 
proper stability, and the proper degree of stability will be 
secured by structures of the best economic design. 
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The designer should, of course, strictly follow the specifica- 
tions, yet in details and dimensions he has great liberty of 
choice. He should be well acquainted with the market sizes. 
of materials and with the market prices. Variation from reg- 
ular sizes always involves delay and extra cost. Uniformity of 
sizes. is advantageous, since several things of one kind can be 
purchased or made more cheaply than if they are of different. 
dimensions. Simplicity of connections should be studied not 
only with respect to strength, but also with regard to economy 
of manufacture. The lines of action of all stresses meeting at 
a joint should intersect at a point, in order to avoid secondary 
stresses of twisting or bending. Simplicity, as a rule, leads to 
both determinate stresses and the economy of material. 


In riveted work excessive nicety in the spacing of rivets 
should be avoided. If possible the pitch should be in even 
inches, that is either 2, 3, 4, 5, or 6 inches, especially when the 
rows are long, as in columns and the flanges of plate girders. 
It will be more economical still if the pitches can be reduced to: 
two, 3 inches and 6 inches, but this is not so easy to attain and 
still maintain the proper uniform strength throughout. 


In pin-connected work it will often be advantageous, particu- 
larly for short spans, if the pins are of uniform sizes, except 
perhaps those at the ends. As the strength of a pin depends 
more upon its resistance to transverse stresses than to shearing, 
it is often possible to insure that the prescribed unit stresses. 
shall not be exceeded by properly spacing the eye-bars (Art. 91). 
Columns and lateral bracing must be arranged with due regard 
both to economy of shop work and to ease of erection. Field 
riveting should be reduced to a minimum, since it is more expen- 
sive and less satisfactory in regard to strength than shop riveting. 


All parts of the metal work of the bridge should be arranged 
so that they can be easily painted after erection. The shoes, 
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rollers, and bed plates should be so placed that they cannot 
become surrounded with dirt from the roadway or approaches. 
The floor of a highway bridge should be so arranged that water 
draining from it shall not fall upon the metal work underneath. 
In short, the designer should endeavor to produce a structure 
that shall not only be of ample security when erected, but which 
shall maintain that degree of security through a long life of use- 
ful service to the public. 
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CHAPTER III. 
BRIDGE CONTRACTS AND OFFICE WORK. 
ART. 13. SPECIFICATIONS. 


The local circumstances of the case in hand determine, accord- 
ing to the principles of Chap. II, the number of spans of the 
bridge to be built, the lengths of the spans, the width of road- 
way, whether the trusses are to be deck or through, and the 
character of the traffic. The engineer representing the party 
that is to own the bridge then prepares rules regarding the 
loads to be used in the computations, the permissible unit 
stresses, the quality of the materials, and the character of the 
workmanship. These rules are called specifications, or some- 
times ‘the specification.” All the plans to be submitted by 
bidders must be in accordance with these specifications, which 
are afterward made a part of the contract between the buyer 
and the successful bidder. 


Specifications cannot be successfully prepared except by an 
engineer of experience. In highway bridge work it sometimes 
happens that county commissioners or town authorities advertise 
for proposals without having definite specifications, but the 
result is sure to be that a poor bridge will be erected. Any one 
can buy a bridge, but only an engineer can do so and obtain 
both a stable and an economical structure. The highway-bridge 
specifications of Cooper and those of WADDELL are excellent 
guides to follow, and they can easily be obtained in pamphlet 
form. Many railroad companies have their own specifications, 
and the large bridge companies also have specifications which 
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they recommend purchasers to follow. The use of such stand- 
ards by the young engineer will usually result in better work 
than can be obtained by any specifications prepared by him- 
self. 


The following extract from a lecture by THEODORE CooPER 
states in an excellent manner the fundamental purpose of 
specifications : 


“Their purpose is a twofold one. First: They are to enable 
bidders upon any work to understand fully the character and 
extent of the work and what they are expected to furnish and 
what to do, in order that they may be able to make suitable 
estimates upon which to formulate an intelligent and proper 
bid. Second: They are, in connection with the plans, to serve 
as the reference in regard to all questions as to qualities of the 
materials and workmanship during the execution of the work, 
in order to avoid misunderstandings between the engineers and 
contractors; the contractor not being allowed to furnish poorer 
or less suitable materials and workmanship than is there speci- 
fied, nor the engineer to demand any better without giving an 
extra compensation. Nothing serves better to obtain the best 
class of contractors and to obviate much of the friction which 
occurs during construction between the engineer and the con- 
tractor than a good specification, carefully and clearly expressed. 
A loosely drawn and incomplete specification is always attract- 
ive to the worst class of contractors, or those who do not 
intend to do an honest job and who will take advantage of 
every weak point to get all they can out of the work.” 


ArT. 14. ESTIMATES AND PROPOSALS. 


After the preparation of the specifications, proposals or bids 
are invited from bridge companies for the manufacture and 
erection of the structure. In general, bridge companies con- 
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tract for and build only the superstructure, while the piers and 
abutments are erected by masonry contractors. 


The usual mode of procedure is to publish an advertisement 
which gives the location, length, number of spans, and width of 
the bridge, stating whether highway or railway, and whether 
timber, stone, or metal is to be employed. The advertisement 
mentions where specifications can be seen and information 
obtained, and names the day and hour when the proposals 
will be opened. It often states that a certified check for a cer- 
tain amount must be deposited by each bidder as a guarantee 
that he will enter into a contract in case the work is awarded to 
him. Bidders are invited to be present at the opening of the 
proposals, and the right is reserved to reject any or all bids. 
It should also be required that each bidder shall present a stress 
sheet anda general plan of the structure that he purposes to erect. 


A bridge company which desires to put in a bid for building 
the bridge sends one of its agents to the place to procure all 
the data available. Sometimes the engineer in charge of the 
work has plans prepared on which the companies estimate and 
bid, but usually each company prefers to make and submit its 
own plans. The agent examines closely the locality and esti- 
mates the cost of hauling the material from the nearest railroad 
station, as also the cost of erection. The latter item is often 
an uncertain one, since delays due to the weather or to floods 
in streams are liable to arise, and sometimes accidents occur 
which cause the loss of all profits. It should also be the duty 
of the agent to become acquainted with the parties who purpose 
to build the bridge, so that in case of a close competition he 
may be better prepared to induce them to accept the proposal 
of the company which he represents. 


The computations and designs made by a bidder in order to 
estimate the cost of a structure are similar to those given in the 
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preceding and following chapters. The style and proportions 
of the bridge being decided upon, the stresses are computed by » 
the methods of Part I or Part II, and a stress sheet is pre- 
pared, showing these stresses and the sections of the main mem- 
bers. A general drawing is also made showing elevation, plan, 
and cross-section, with the main features of all details. From . 
this drawing a bill of material is made out, and estimates of 
the weight and cost of manufacture are prepared. Adding to 
this the estimated cost of freight and erection, and a fair per- 
centage for interest on invested capital, profit, and contingen- 
cies, the bidder decides upon a sum to state in his proposal. 


The usual practice in highway-bridge lettings is for each 
bidder to offer a lump sum for the erection of the superstruc- 
ture ready for traffic and painted. On railroads it is often the 
case that the cross-ties, rails, and guard timbers are laid by 
the railroad company, so that the lump sum is exclusive of the 
track. On some railroads, however, the proposals are required 
to be made per pound of the finished structure ready for the 
track, and in such cases the actual sections of the members are 
not allowed to exceed by more than 2 or 2} percent the theo- 
retic sections as required by the stresses and specifications. 


ArT. 15. LETTINGS AND CONTRACTS. 


At the hour stated in the advertisement the proposals are 
opened and read in the presence of the bidders. The accom- 
panying plans are referred to the engineer in charge to see if 
they conform to the specifications. It is, however, usually only 
necessary for him to check the computations of two or three of 
the lowest bidders if their plans seem otherwise acceptable. 
On the receipt of the report of the engineer the commissioners 
or authorities in charge make a formal award of the work to 
the lowest responsible bidder whose plans are satisfactory, and 
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he is notified to appear and sign the contract, while the plans 
_and certified checks of the other bidders are returned to them. 


It often happens at a bridge letting that the highest bid is 
about double the lowest. This wide discrepancy is probably 
due more to the fact that certain companies have better facili- 
ties regarding freight and erection than to the relative econ- 
omy of the several types of trusses. The number of proposals 
submitted for a structure usually ranges from five to twenty. 

This method of bridge lettings, in which each bidder offers 
his own designs, has many advantages, but it has the disadvan- 
tage that only one out of a number of plans is utilized. If 
twelve bidders each spend $100 in making estimates and de- 
signs for a single bridge, there has been expended altogether 
$1200 which in some way must be paid by the buyers of 
bridges. It is not an infrequent practice, indeed, that the 
twelve bidders form a pool, each adding $1200 to his bid, and 
then the successful bidder pays $100 to each of the eleven un- 
successful ones. This is a necessary evil of the method, per- 
haps, but the evil is not as great as often assumed, since the 
expenses of the bridge companies must be paid in some other 
way if not in this. The expenses of estimating would be les- 
sened if the bidders were limited to plans and designs made by 
the engineer in charge, but in such cases it usually happens, 
owing to details of construction, that their bids are higher than 
for their own designs. Open competition has been one of the 
elements which has led to the present economic forms of 
bridge trusses (Chap. II), and, notwithstanding the necessary 
evils of pools, its results continue in general to be satisfactory. 


The contract which is entered into between the parties speci- 
fies that the bridge company shall erect the structure according 
to the plans and specifications, and that the other party shall 
pay to said company a certain amount for the same. It also 
sets forth in detail the conditions regarding time of completion 
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and payment, the liabilities of the contractor for damages due 
to accidents, penalties for delay of completion, and other condi- 
tions mutually agreed upon. When this document is signed 
both parties are legally bound by its provisions, and the bridge 
company is ready to begin the detail drawings for the shop 
work. 


A bond is also required to be given by the contractors, signed 
by them and two responsible bondsmen, binding the contractors 
under a penalty to execute the contract in pursuance of its 
terms and conditions, and in accordance with the plans and 
specifications thereunto annexed. This bond is in law of the 
nature of a promissory note, and in case of default of the con- 
tractors an action at law can be brought to recover the sum 
stated therein, or such part of it as may be sufficient indemni- 
fication for the damages sustained. 


There are many engineers who own no bridge works, yet 
nevertheless bid for and take contracts to erect structures. 
Such men have arrangements with bridge builders to manufac- 
ture their bridges at certain prices per pound, or they make 
special bargains for the contracts that they secure. Many of 
these engineers do good work and make a fair profit. 


ART. I6. OFFICE PRACTICE. 


The engineering department of a bridge company is usually 
divided into two parts, the estimating or computing division and 
the detailing or drafting division. The estimating division com- 
putes the stresses and makes a stress sheet, giving the principal 
dimensions and sections, and from this prepares bills of material 
which enable the amount of its bid to be determined. If it 
secures the contract, this stress sheet is then turned over to the 
drafting division, where the details are worked out and the 
working drawings are prepared. Thus, for the small bridge of 
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Chap. X, the sheet No. 1 (Fig. 137) is prepared by the esti- 
mating division, while the nine other sheets are made by the 
drafting division. A young graduate on entering the engi- 
neering department of a bridge company is generally assigned 
to the drafting office, where he spends three or four years in 
obtaining the training that is necessary before he can be pro- 
moted to the estimating division. 

The working drawings made by the drafting division are for 
the use of the templet makers, the shop foreman and workmen, 
and the inspectors. Hence the drawing of each piece should be 
made so plain and complete that the workmen may clearly and 
easily understand it. The dimensions of all pieces, rivet spac- 
ing, and pitch of rivets should be given in full on the drawings. 
All printing should be plain and well done, though time should 
not be wasted in this work. All figures should be large enough 
to take and show well in the blue print. If the space on the 
drawings between the rivet heads will not permit of good-sized 
figures being placed in them, then lines should be projected off 
to one side of the member and the figures placed between 
them. Arrow points should be placed at the points between 
which the distance is given. Fairly heavy lines should be used 
so as to give a good clear blue print, while fine ones should be 
avoided except for dimension lines. 


The data which the draftsman receives from the computing 
division consist of the stress sheet showing the stresses in the 
members and the sections to be used, and a copy of the specifi- 
cations. The first thing the draftsman generally does is to find 
out what material is required and how much of it. If the struc- 
ture is of considerable size, this is best done by laying out the 
work in a general way on thick brown paper prepared for this 
purpose, not stopping to put in the details, but going far enough 
to enable him to determine quite closely what are the lengths 
and sizes of the angles and plates which are required. He then 
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consults the list of material in stock, and if he finds any in 
his bill that is not in stock he makes out an order list, from 
which the material is ordered immediately by the purchasing 
department, for it must be on hand as soon as the drawings are . 
finished. 


* The drawings already laid out in a general way are now 
completed by placing tracing linen over them and tracing the 
_ work from the paper and filling out the details on the tracing 
linen. In making the details many computations of rivet con- 
nections must be made, so that the work shall compare to both 
the specifications and the practice of the bridge company. 
The detailer must have a good knowledge of the mechanics of 
materials in order to be successful in his work. 


The tracing is done on the back or unglazed side of the 
linen. This side shows pencil lines much better than the 
glazed side, and it will take ink lines just as well. When it 
is necessary to do any erasing on the tracing linen a rubber 
ink eraser is used carefully and patiently. The erased area is 
then rubbed with a stick of pumice stone before inking again, 
to prevent the ink from spreading. The point of a knife or 
other sharp tool should not be used to erase lines or spots 
from tracing linen which have to be inked over again. If the 
surface of the tracing linen becomes greasy so that the ink 
will not take well, a little powdered chalk, sprinkled on and 
rubbed carefully with a cloth, absorbs the grease and gives a 
better working surface. 


After the drawings have been completed a bill of material 
is prepared. This is made in such a way as to serve as a 
shipping list also. It contains a list of every individual piece 
entering into the structure. These are arranged in groups in 
the list just as the pieces are assembled to make up a member. 
All pieces which require forging, such as eye-bars, ties, and 
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counters, are listed also on a sheet known as the forge sheet. 
Full dimensions and details, and perhaps sketches, are required 
on this sheet, which then goes to the forge shop. A list of all 
field rivets and bolts is also made, which gives their size, length, 
grip, and their location in the bridge. 

After the listing has been done both drawings and lists go 
back to the computing room, where every item, line, and figure 
is carefully checked. If no errors are found, which is rarely 
the case, the draftsman may consider his work completed, but 
if any are found they must be corrected. Blue prints are next 
taken from the tracings, and the work is ready for the shops. 

In the drafting rooms of some of our larger bridge plants. 
there are as many as twenty-five or thirty men, all under the 
immediate charge of a superintendent or head draftsman, who 
is thoroughly posted on all kinds of detail work and shop 
methods. Each man is supposed to be supplied with a com- 
plete outfit of drawing tools, and to have a desk to himself, 
with drawers for paper, tracing linen, and tools. The old style 
of drawing desk is flat on top and from three feet six inches to 
four feet in height, with a regular drawing board on top. The 
more modern desks are not quite so high, and the top is so 
arranged that it can be tipped up toward the draftsman, making 
it easier to see and get at all parts of the drawing. 


Adjoining the drafting room is a fireproof vault in which are 
kept all plans and drawings of structures that have been built 
by the company. These are of great value to the company 
and also to every draftsman. The vault is the draftsman’s 
library. In consulting it he may find many unique and useful 
designs and details which will greatly facilitate his work, espe- 
cially in unusual connections such as occur in skew bridges. 
A young draitsman should also take advantage of every oppor- 
tunity to observe and study shop processes in order to be able 
to see the reasons of the rules of the company regarding bridge 
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details. The young engineer who does not understand the 
reasons that govern his work cannot make good and satisfactory 
‘drawings for his employer, but he who knows the theory and 
practice of the subject will do the best work and earn the most 
Tapid promotion. 


ART 17. RULES FoR SHoP DRAwINGs. 


The following rules for making shop drawings are those 
given by the American Bridge Company in its Standards for 
Structural Details, 1901. They are here printed by permission 
kindly granted by C. C. ScHNEIDER, Vice President. These are 
general rules applicable to all kinds of detailed drawings; other 
‘special rules for drawings of plate-girder bridges, truss bridges, 
and buildings are also given in the volume above mentioned. 


The standard size of sheet shall be 24 by 36 inches, with two 
border lines $ and 1 inch from the edge respectively. Small 
‘sheets shall be. used for beams, pins, eye-bars, etc. Special 
forms are provided for these sheets. 


The title shall be arranged uniformly for each contract near 
‘the lower right-hand corner of the sheet. A stamp is provided 
for the contract, sheet number, etc. It shall be applied in 
the lower right-hand corner of the sheet. The name of the 
‘draftsman in charge of the work shall appear in full, others 
‘with initials only. 

Detail drawings shall as a rule be made in scale # or 1 inch 
to the foot ; for large plate and lattice girders } and 3 inch may 
be used. Larger scales, such as 1} and 3 inches to the foot, 
are permissible only for showing certain complicated details or 
for machine work. Large sheets shall be neatly and carefully 
made to exact scale. 

Members shall be detailed in the position which they occupy 
in the structure, that is, horizontal members shall be shown 
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lengthwise, and vertical members crosswise, on the sheet. In- 
clined members (and vertical ones when necessary on account 
-of space) may be shown lengthwise on the sheet, but then 
always with their lower end to the left. Avoid notes as much 
as possible. Where there is the least chance for ambiguity 
make another view. 


Show all elevations, sections, and views in their proper posi- 
tion— looking toward the member. Place the top view directly 
above and bottom view below the elevation. The bottom 
view shall always consist of a horizontal section seen from 
above. 


In sectional views the web or gusset plates shall always be 
blackened. Angles, fillers, etc., shall be cross-hatched, but 
only when necessary on account of clearness. In a plate 
girder, for instance, it is not necessary to cross-hatch all the 
stiffeners and fillers in the bottom view. 


Holes for field connections shall always be blackened, and 
shall, as a rule, be shown in all elevations and sectional views. 
Rivet heads shall be shown only when necessary; for instance, 
at the ends of members, around field connections, when counter- 
sunk, flattened, etc. 


In detailing members which adjoin or connect to others in 
the structure, part of the latter shall be shown in red, suffi- 
ciently to indicate the clearance required or the nature of the 
connection. Plain building work is exempt from this rule. 


When part of one member is detailed same as another, figures 
for rivet spacing, etc., shall not be repeated; refer to previous 
sheet or sheets, bearing in mind that these must contain final 
information. It is not permissible to refer to a sheet, which 
in turn refers to another. Main dimensions, which are neces- 
sary for checking, such as center-to-center distances, story 
heights, etc., shall be repeated from sheet to sheet. 


ART. 17. RULES FOR SHOP DRAWINGS. 45 


Holes for field connections must always be located inde- 
pendently, even if figured in connection with shop-rivets; they 
shall be repeated from sheet to sheet unless they are standard, 
in which case they shall be identified by a mark and the sheet 
given on which they are detailed. 


A diagram in small scale, showing the relative position of 
the member in the structure, shall appear on every sheet. The 
member or membérs, which are detailed on the sheet, shall be 
shown in black, and the rest in red, ink. Plain building work 
is exempt from this rule. 


The quality of material, workmanship, size of rivets, etc., 
shall be specified on every sheet as far as it refers to the sheet 
itself. Standard workmanship, such as milling and tight fit of 
stiffeners, milling ends of columns, etc., shall not be specified 
on drawings. 

Each piece which is shipped separately shall have a shipping 
mark. These marks shall consist of capital letters and nu- 
merals, or numerals only; no small letters shall be used except 
when sub-marking becomes absolutely necessary. The letters 
R. and L. shall be used only to designate “right” aud ‘ left.” 
Never use the word “marked” in abbreviated form in front 
of the letters, for instance, instead of “3 Floorbeams, mk. G4,” 
say “3 Floorbeams G4.” 


Pieces which are shipped bolted on to a member shall, as a 
rule, also have a separate mark in order to identify them should 
they for some reason or another become detached from the 
main member. The drawing shall specify which pieces are to 
be bolted on for shipment, and the necessary bolts shall be 
billed. 

A system of assembling marks shall be established for all 
small pieces in a structure which repeat themselves in great 
numbers. These marks shall consist of small letters and 
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numerals, or numerals only; no capital letters shall be used; 
avoid prime and sub-marks, such as m/a. 


For all lettering use plain letters. For title, main dimensions, 
and for all marks, particularly shipping marks, use heavy type. 
Red ink (Winsor & Newton’s carmine) shall be used for dimen- 
sion, reference lines, etc. : 

Conventional signs for rivets are shown on page 18 [Stand- 
ards for Structural Details]. Countersunk rivet heads project 
#'’; if less height of heads is required, drawings shall specify 
that they are to be chipped or that they must not project more 
than 4". Flattened heads project from 2" to 7%'’; if less 
height of heads is required, they shall be countersunk. 

Metals in section shall be shown as follows: 


7h fo 


Steel. Steel. Cast iron. Cast steel. Bronze. 


Fig. 12. - 


Shop bills shall be written on special forms provided for the 
purpose. When the bills appear on the drawings as well, they 
shall either be placed close to the member to which they belong 
or on the right-hand side of the sheet. 


When the drawings do not contain any shop bills, these shall 
be so written that each sheet can have its bills attached to it, 
if desired; that is, one page of shop bills shall not contain bills 
for two sheets of drawings. 

In large structures, such as elevated railroads, viaducts, etc., 
which always are subdivided into shipments of suitable size, 
both mill and shop bills must be written separately for each 
shipment. 


In writing the shop bill, bear in mind that it shall serve as a 
guide for the laying out and assembling of the member, besides 
being a list of the material required. For this reason members 
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which are radically different as to material shall not be bunched 
in the same shop bill, neither shall pieces which have different 
marks be bunched in the same item, even if the material is the 
same. 


The main material in a member shall be billed first, followed 
by the smaller pieces. It is generally a good practice to begin 
at the left end of a girder, or at the bottom of a post or column. 
Do not bill first all the angles and then all the flats; when, for 
instance, the end stiffeners in a girder are billed, the fillers 
belonging to them shall follow immediately after the angles, 
and soon. Inacolumn each different bracket shall be billed 
complete by itself. 


When machine-finished surfaces are required, the drawing 
and the shop bill shall specify the finished width and length 
of the piece, proper allowance for shearing and planing being 
made in mill bill. When the metal is to be planed as to thick- 
ness, the drawing and shop bill shall specify both the ordered 
and the finished thickness, for instance, one pl. 12/” x 43’ x 1/6" 
planed to 3”. 


Flats and universal plates over 4'’ in width should be ordered 
in even inches ; flats under 4"’ should be ordered by 3” variation 
in width. Flats }’ and under in thickness are very difficult to 
secure from the mills, and should be avoided if possible. 


Every contract embracing different classes of work shall have 
a subdivision for each class. These subdivisions will be fur- 
nished by the chief engineer of the district. Drawings, shop, 
and shipping bills must be kept separate for each division. 
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CHAPTERS IV. 


FABRICATION AND ERECTION.* 


ART. 18. ORGANIZATION. 


The bridge shop is dependent upon an office. The office 
stands for organization, which is made efficient by means of 
four subdivisions: engineering, fabricating, erection, and ac- 
counting. The managing head, or superintendent, is the final 
authority in all matters. His assistants are, for the most part, 
technically trained men who, as experience fits them, are drawn 
from the general force. The technical graduate usually begins 
his career in the drafting room; later he may be transferred to 
the shop and to the erection forces in the field. 


Engineering deals with all structures in their early stages. 
The chief engineer is responsible for designs, estimates of ma- 
terials, and details. Since, in the majority of cases, inquiries 
regarding proposed work are not accompanied by complete 
plans, stresses must be determined in order to make an ac- 
curate estimate of the material required. A knowledge of 
details, gained in drafting experience, is necessary to make a 
good designer. The designer does not know when an estimate 
will result in a contract and must therefore make a careful esti- 
mate based on economical design and details. Due to the fact 
that the mills charge extra for all material over given limits, the 
summary for the bidding sheet has the material divided on the 
basis of size, or base price. The amount of material to be sub- 
punched, reamed, or drilled is given, and the physical and 
chemical requirements are stated because they indicate the 


* By WarRREN B, Ker, C.E., Assistant Engineer, Bridge and Construction De-- 
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quality of the desired material. The cost of material is known 
from market quotations ; that of fabrication can readily be fixed 
from shop cost records; if the work is to be erected, an estimate 
is made of this cost. This condensed record, or bidding sheet, 
is always available for comparison with the actual cost on com- 
pletion of the work. Only asmall number of the total estimates 
made are entered as contracts. They are then turned over to 
the drafting room where the details are developed as the shop 
drawings aremade. These must be approved by the purchaser’s 
engineer before it is safe to proceed with the work. 


Fabrication gives form to the work of the designer and 
draftsman; it thus appeals strongly to the person who is alert 
to the growing results of his work. A schedule, or program, 
giving among other things the particular time when work is to 
be taken up in the shop, is made monthly for all contracts on 
hand. This program is based on the contract time of comple- 
tion, or promise of delivery; it also depends on the completion 
of the drawings, receipt of material from the mills, and condi- 
tion of the masonry. It therefore governs the work of drawing, 
of ordering the material, and of securing this material from the 
mills. In order to have all main material on hand at the proper 
time, the work of procuring it from the mills must be systemat- 
ically followed. Templets are pushed for completion on definite 
dates, while particular contracts or drawings are ordered into 
the shop as soon as the templets are completed, or the material 
has come from the mills. Assembling and riveting are then 


directed by specific programs. 


Some shops are operated under the old daily rate system 
of payment. Of the newer forms— bonus, premium, and 
piece-rate system —the fairest is believed to be the premium 
system. If the worker exceeds the amount of work assumed 
for the average man, he is entitled to a definite percentage on 
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this added production; the remainder is the company’s share. 
Once the rate is fixed, it must remain unchanged unless newer 
machinery results in a decided increase in production. As soon 
as a drawing is sent to the shop, the time analysis is made. 
This fixes the time allowed to perform every single operation 
for each structural member. Hardness of material, speed of 
machines or drills, amount of handling, and simplicity of details 
are all considered. From this analysis can be determined the 
time in which the average man can do the work. When it is 
being done the actual time of every operation is kept. The 
record kept of the work of each man shows whether or not he 
has earned a premium. 


As the work is being riveted, or otherwise nearing completion, 
it is given attention by shop inspectors. They see that plans 
are followed closely and they are responsible for accurate out- 
put. The upkeep of the shop is taken care of by a mechanical 
staff. Their knowledge and watchfulness control freedom from 
breakdown and therefore speed of cutput. Records are abso- 
lutely essential. One set has to do with the number of men 
employed daily in each department. Shipment of finished 
material as well as that sent to the yard for storage is recorded 
daily. Each individual drawing has its own record card which 
gives its actual shop condition at any particular time. Consump- 
tion of fuel and power is recorded and compared with output. 
A record is kept of the life of various tools and their accessories 
as well as of equipment. 


Erection has to do with the completion of the structure in its 
final location. An engineer has oversight of this division of the 
work, Many engineering features must be determined in ad- 
vance. Stresses due to erection often control the main material 
required and very often the details. Competition may be so 
keen that the method of erection will secure a contract, if less 
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costly than one commonly used. A large equipment called 
plant is necessary to erect bridges due to ditferent conditions 
prevailing at various sites. To keep this plant efficient and 
adapted for low cost erection requires the attention of trained 
men. Every erection operation in the field is a complete busi- 
ness in itself. Payrolls, material accounts, daily reports, and 
correspondence are handled in both field and home office. 


Accounting keeps the managing head in close touch with all 
the work. It deals with all the costs of operation. Losses, if 
any, must be shown and guarded against on future work. An 
accurate list is kept of all material, with its cost, entering into 
the work of every contract. The shipped weight of finished 
material when deducted from material shipped from the mills 
must not show an excessive loss. This is shop waste due to 
_ cutting material. Labor cost of fabrication, operation of shop, 
and overhead cost or management form another class of ac- 
counts. The cost of erection is kept well classified and monthly 
estimates can be made of the cost of completing any contract. 


ART. 19. PREPARATION FOR FABRICATION. 


In preparing for shop work close attention must be given to 
four operations: ordering material, specifications and rolling, 
receiving material, templet and pattern work. Bridge shops as- 
sociated with the furnaces and mills have the second operation 
under better control. 


Ordering material is done from bill sheets which list every 
piece called for ona drawing. This material may be plates, 
structural shapes, forgings, castings, and miscellaneous items. 
Plates are rolled on a universal mill from 8 to 49 inches in 
width, —their edges are rolled or finished; plates up to 132 
inches wide can be made with sheared or cut edges. Plates for 
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connections are irregular in shape and when cut at the mill 
ready for use are known as sketch plates. It is often necessary 
to consult the millas to what can be rolled in specific cases. Of 
the structural shapes angles, beams, and channels are most in 
demand. Tee bars cannot be readily secured, while zee bars 
are rolled at few mills on account of little demand. Forgings 
are used for pins and rollers. Steel castings are sometimes 
used for rollers, but the latter can be secured more quickly if 
rolled or forged. Steel castings are rapidly replacing those 
made of cast iron. Miscellaneous material often requires more 
information for ordering than most of the others. One of the 
first things the college man should learn, when in the drafting 
room, is that material does not come perfectly to the dimensions 
called for. He should become familiar with the variations al- 
lowed in the best rolling mill or foundry practice. As an in- 
stance, a girder may have a web 48 inches deep and 50 feet 
long. With sheared edges the plate may vary as much as $ 
inch and, unless the flange angles are set 48} inches back to 
back, the plate will project beyond the angles, at some points, 
unless one edge is planed. In short, unusual sizes or un- 


necessary refinements must be avoided. 


The specifications for making steel adopted by the American 
Railway Engineering and Maintenance of Way Association are 
rapidly being accepted by the different railroads for their 
standard. This uniform specification will simplify mill work 
and secure quicker deliveries. Naturally when mills are busiest, 
customers are most urgent in demanding their work. ‘To se- 
cure quick deliveries, few sizes of shapes must be specified. 
The mills should cut out unnecessary sizes such as 4 xX 3 and 
5 X 3 angles, because 4 x 33 and 5 x33 are better sections and 
two sections will be furnished more quickly than four. Large 
highway bridges have as many as sixteen different sections of 
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angles; to get these rolled at the mills will take two to three 
months. Standard railroad practice, however, tends toward 
simplification along this line. When the material is rolled, 
a number is stamped upon each piece which represents that 
given the particular heat, or melt, of steel in the furnace. Tests 
of a specimen from each melt are made and a record kept of its 
chemical and physical properties. 


When the material is received at the shop, it has the mill 
order number, contract number, and size painted on it. It 
should be carefully checked with the ordered dimensions. To 
discover the errors after material is in the shop is expensive be- 
cause of delay. If the storage yard is large enough, the ma- 


ee 


Fig. 13.— Gantry Crane in Storage Yard. Fabricated material, instead of plates and 
shapes, are stored in yard temporarily. 


terial can be separated by contracts. Records show the exact 
location of all material. For reloading and sending to the shop 
a minimum time is thus required. Gantry or bridge traveling 
cranes are most efficient for storage yard service. Several 
months’ material can well be kept in the yard to guard against 
sudden changes in demands for finished product. Figure 13 is 
an illustration of a storage yard with gantry crane. 


54 FABRICATION AND ERECTION. Cuapr: TV: 


Templets and patterns are the beginning of actual shop 
operations. These are made as soon as the drawings are ap- 
proved ; in the meantime material is being rolled. A templet, 
made of white pine lumber or durable paper cardboard, is of the 
exact size of any separate piece of a structural member, and 
may be a frame or a single board. In the templet, holes 4 inch 
diameter in wood or 3 inch diameter in cardboard are cut wher- 
ever there is to be a hole or rivet in the finished piece. The card- 
board is replacing expensive lumber and both are in part being 
eliminated by automatic spacing punches. Templet lumber is 
4, 6, and 8 inches wide; $ inch thick; 12, 14, and 16 feet long. 
Cardboard is 42 by 60 inches and ¢ inch thick. All dimensions 
are taken from steel tapes which are standardized. Since the 
first essential of good shop work is accurate measurement, all 
tapes must be true and constantly checked. A draftsman should 
keep in touch with the templet shop until he knows just what 
information is necessary or required fora drawing. Unlike the 
templet, a pattern is a full-size model of the finished casting, 
but slightly larger. To make it, a shrinkage rule is used in- 
stead of the ordinary foot rule. For steel castings the foot 
actually measures 12,%; inches, while for iron castings it meas- 
ures 124 inches. Both castings, while cooling, shrink to the 
standard foot of 12 inches. To know the methods for mak- 
ing irregular castings makes it profitable for the young drafts- 
man to visit the foundry. Slight changes in details of the 
design often produce better castings. The pattern maker 
should serve as a check on the drafting room, but usually draw- 
ings are finished and approved before he is able to see them to 
suggest improvements. To protect patterns from the moisture 
in sand or loam, they are painted with shellac. Pattern and 
casting work should be kept well in advance of the main 


structural work, in order to gain time for replacing defective 
castings, 
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ART. 20. PREPARATION OF MILL MATERIAL. 


For convenience in shipping and to prevent loss, the raw 
material is received from the mill in long lengths. The main 
material is delivered cut to size, with an allowance for finishing 
if required, while the detail pieces are cut from long lengths 
known as multiple lengths. The structural shapes and the 


plates should be kept on separate, or opposite, sides of the shop 


Fig. 14.— Preparation of Mill Material. Shows separation of plates and shapes, 
punches in foreground, plate shears in right background, angle shears on left in far back- 
ground, 
for convenience in handling. Broad gauge tracks enable the 
material to be delivered on railroad cars, from the mill or shop 
yard directly to the machines in the shop. Overhead traveling 
bridge cranes and cantilever wall cranes carry the material from 
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point to point in the shop and finally to the finishing end. Nar- 
row gauge tracks carry the small trucks loaded with short angles, 
plates, and lattice bars, through the shop to points where the 
assembling is done. Before the material is ready to be used, 
much handling is required. It includes the following opera- 
tions: straightening, marking off, cutting or sawing, bending 
or crimping, upsetting, buckling, planing plate-edges, milling or 
chamfering, and finally punching or drilling. Figure 14 shows 
how plates and shapes are separated in preparation. Punches 
are shown in foreground, plate shears in right background, and 
angle shears in left far background. 


Since material rolled at the mills distorts somewhat on cool- 
ing, the structural shapes must be straightened by running 
through grooved rolls or on gag presses. Care must be taken 
in straightening to leave the legs of angles exactly at 90 degrees 
to secure full bearing for stiffener angles of plate girders. Plates 
are straightened by running them through straightening rolls 
consisting of six or eight sets of parallel rolls. Loading, un- 
loading, or sorting material, especially plates, results in bending 
or kinking due to improper handling appliances. Before they 
can be used in the shop, the plates must be straightened by run- 
ning them through rolls. Plates become curved from irregular 
punching; they may be straightened by increasing the pressure 
on the one side of the plate. 


When the material is straight and flat, it is in proper condition 
for marking off. The templet is laid on the metal piece and 
securely clamped. A special center punch, placed in the temp- 
let hole and given a blow with the hammer, leaves a conical- 
shaped indentation in the material. The correct length is 
marked by scratching a line at the end of the templet. This 
is then made more distinct by small center punch marks which 
give it the appearance of a dotted line. All the punching, cut- 
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ting, or any other work to be done is indicated on each piece 
just as called for on the drawing. Material to be bent is marked 
off after the bending has been done. Pieces for small details 
or short lengths are first cut to exact size and then marked off 
and punched. The contract number, drawing number, and 
assembling, or indentificatiou, mark are painted on each large 
piece, but on only a few of the duplicate pieces when there are 
many of them. It is known, therefore, for what particular 
member this material will be required. 


The machines for cutting or sawing are close to the end of 
the shop where the material is delivered and marked off. The 
bulk of the material can 


ot L 


angle shears can make 


square and beveled cuts; | 


it has two cutting blades, 


Fig: 15. 
symmetrically placed, in 


order to cut angles in pairs called rights and lefts as shown in 
the accompanying diagram. 


The beginner usually has trouble to understand right and 
left, or opposite hand. If he conceives of an end post, with 
portal connection angles on the inside web, or a shoe with 
bottom latera! connection plate, placed before a mirror, he will 
see the left, or opposite hand, reflected in the mirror; the object 
itself is the right or “as shown.” In other words, the object 
and its reflection are symmetrical about the plane of the mirror. 
Being different in at least one or.two points, which if omitted 
would leave the objects alike, the one cannot be substituted for 
the other by reversing or turning in any manner. Just as 
objects are paired, so small pieces are paired. Beams and 
channels are cut on special machines, so also the coping is done 
when part of the flange and web is removed that the top or 


58 FABRICATION AND ERECTION. CuHap. IV. 


bottom may be flush when one is connected to the other. It 
finish is not particular, channels can be cut on a plate shear; 
otherwise they must be sawed like beams. Plate shears consist 
of a straight knife, or shear blade, capable of cutting a plate 
132 inches wide and 1 inch thick, down to smaller shears of the 
same type and also of a different type called the alligator or 
splitting shears. Plates sheared at the mill overrun their di- 
mensions frequently and must be sheared to the nominal size 
called for on the drawings. Lattice bars are cut from long bars 
which have the holes and two round ends punched with one 
stroke of the machine. The saw known as the cold saw, circu- 
lar in shape, runs at a comparatively slow speed and mills off 
small chips as it cuts through the section. 


Bending or crimping is done before the holes are punched. 
When there is little duplication of pieces, the bending is done 
by a blacksmith. The angles and plates are heated at the point 
to be bent; then one part is fastened in a clamp or on a flat bed 
and bent to long or short radii by hammering. Heavy sections 
or duplicate parts are bent on the hydraulic press with the aid 
of dies or bending forms. Curved end angles of through plate 
girders and curved or angular knee braces are thus bent in an 
economical manner. When the radius of the curve of any 
material is large, it is bent cold on a bulldozer. This machine 
bends material in small arcs by exerting light or heavy pres- 
sure between two fixed supports, thus producing in a beam a 
small or large permanent deflection between the supports. Thus 
the small divisions of the piece are so bent that the result 
is a uniform curve. In order to save the weight of fillers, 
stiffener angles are crimped so that they can fit over flange 
angles and plates. This crimping is rapidly and uniformly 
done on the hydraulic press, after the angles have been 
properly heated. 
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Upsetting is necessary to form eyebars or rods having upset 
screw ends. Rods are upset so that, when a screw thread is 
cut in the upset end, the area at the root of the thread will be 
slightly greater than the area of the bar itself, since rupture 
should not occur in the screw end. The threads are cut on the 
rods for nuts, clevises, turnbuckles, and sleeve nuts. Eyebar 
flats are upset to form a round head in which a hole is punched 
and then bored for-a pin. This head is made large enough to 
have the section normal to the axis, through the finished pin 
hole, 33 to 40 percent larger than the section of the bar itself. 
After eyebars are forged, they are annealed to remove the initial 
or unequal stress between the head and the body of the bar or 
at the junction of heated and unheated material. Specifications 
require that all eyebars in the same panel, when piled on top 
of each other, must permit the pins at each end to pass through 
the pin holes without forcing. The bars, after annealing, must 
therefore be bored very accurately to standard tapes and at a 
uniform temperature. 


When solid steel floors are required for highway bridge work, 
buckle plates are used. They are also used for lock gates of 
bridge weirs or whenever it is not desirable to use angles to 
stiffen a plate. Buckling is accomplished, without heating the 
plates, by pressing a shallow pyramid into the original flat plate. 
Before buckling, the sides of the plate are parallel; after buck- 
ling, they are pulled in about 3 an inch opposite the deep part of 
the buckle. But between the buckles the plate is its original 
width. Jf a uniform edge distance must be maintained, wider 
plates should be ordered and resheared after buckling; but this 
adds to the cost. On account of the distortion of the edges, 
punching must be done after the buckling. 


Some specifications call for sheared plate edges to be planed, 
especially when exceeding a given thickness, or when used in 
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certain members. Planed edges are confined principally to 
wide plates and gusset or connecting plates of riveted spans. 
The plate is clamped in a flat position; the cutting tool moves 
along the edge to be planed. 


Stiffener angles of plate girders must all be of the same length, 
especially if they are to bear against flange angles. To secure 
this result and also to have the ends square, they are milled in 
a special machine for this purpose. Furthermore when a piece 
fits tightly into the root of an angle it must clear the fillet. The 
end of the stiffener angle must therefore be rounded off, or cham- 
fered, for bearing; this is done on two angles, back to back, at 
one operation. 


Punching and drilling complete the preparation of the material. 
A punched hole is not a cylinder, because one end is the di- 
ameter of the punch and the other is the 
diameter of the die. The punch is always 
smaller than the die, as in Fig. 16. Specifi- 
cations state that they shall not differ by 
more than $ inch and that the diameter of 
the punch is not to be more than 54 inch 
greater than the diameter of the rivet. To 
make this a better hole in thick material, 
subpunching was resorted to; now the 
original hole is + inch small and reamed 
to size. When several pieces are assembled 
on each other, they do not have a common 
center line because it is impossible to punch 
exactly on the center punch marks. In such cases, subpunch- 


ing and reaming after assembling correct these irregular holes. 
Heavy structures require heavy sections and a large proportion 
of reamed or drilled holes, thus forcing a lower drilling cost. 
The advent of high speed tool steel helped to bring about a 
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larger proportion of drilling, so that, at the present time, com- 
pleted members are assembled and have their splice connection 
holes drilled from the solid. To secure low cost punching, 
multiple and automatic punching machines are used when there 
are many duplicate parts, as in bridges having several spans of 
the same length, or elevated railroads and viaducts. These 
machines are of the simple type, rack-adjustment type, and the 
complex type which is controlled by a paper templet roll similar 
to a music roll of a mechanical piano player. Holes punched 
on such a machine will match, because the same templet is used 
in all cases to punch the webs, then all flange angles in pairs, 
and finally the cover plates. 


The minimum work done on any piece is cutting, or sawing, 
and punching when the multiple punch is used to eliminate 
templets. The maximum number of operations is six: straighten- 
ing, marking off, cutting or sawing, bending or crimping, milling 
or chamfering, and finally punching or drilling. 


ART. 21. ASSEMBLING MATERIAL AND RIVETING. 


The work of assembling and riveting includes the following 
operations: accumulating material; assembling simple members 
and units of compound members; reaming after assembling ; 
riveting simple members and compound units; finally assembling, 
reaming, and riveting compound members, or assembling and 
riveting complete spans. The output of the shop is limited by 
its floor layout, tool equipment, and method of handling the 
work. Shops with high central stories are well adapted to this 
work, because they admit much light and provide a place for the 
operation of several types of cranes. The overhead traveling 
bridge crane consists of two parallel box plate girders mounted 
on trucks. On the girders is operated a trolley for transverse 
shop movements, the trolley being equipped with two or more 
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vertical hoists for light rapid lifts, or slow heavy lifts, of 15 to 65 
tons capacity. These cranes are operated by a man in a Cab at- 
tached to the crane. Underneath this crane are wall cranes. 
The cantilever wall crane, which is also operated by a man 
on the crane, moves up and down the shop and, at the same 
time, has a trolley moving out on the projecting cantilever arm 
toward the center of the shop. ‘The capacity is 5 to 10 tons and 
the lift is rapid. Other cantilever wall cranes are operated from 
the floor by the particular gang using it. The material is deliv- 
ered to the assemblers on narrow gauge trucks and is afterwards 
moved through the shop, by the crane, over the heads of the 
men. Permanent skids, about 18 inches high and properly 
spaced on the floor, serve as assembling benches. Large piate 
girders can be assembled in upright positions, and to prevent 
overturning have their flanges bolted to keel blocks in the floor. 


The accumulation of material is made easier if a storage place 
is provided in the shop for the small material as it is being pre- 
pared and while waiting for that requiring a large number of 
operations. This space should be located in the main shop 
commanded by shop cranes, and may be enlarged by an exten- 
sion on each side of the main shop. These small pieces include 
lattice bars and angles; tie, batten, and pin plates; diaphragm 
plates and angles; and connection angles. When all the detail 
pieces are prepared, the main material can be started on its 
course through the shop. 


When assembling is begun on any piece, all the material is 
delivered to a gang of assemblers. The surfaces in contact, 
because they will be covered up, are given a coat of the kind of 
paint specified, and the piece is then bolted up tight with suffi- 
cient bolts and drift pins to secure all parts and permit handling. 
Webs, or covers of compound members, are assembled as 
simple pieces. At the same time, the diaphragms or brace 
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frames belonging to them are also assembled. At this time, the 
great advantage of assembling marks will be realized and 
appreciated for securing the rapid assembling of the material to 
conform exactly to the drawing.. 


Since the irregular holes of assembled pieces, referred to 
in Art. 20, must be corrected before riveting, reaming is the 
next operation. This part of the shop must be equipped for 


rapid work, so that the riveters will not be compelled to wait for 


Fig. 17.— Reaming Shop. Radial reamers are located along the sides, The assembling 
shop is adjacent in the background, 

material while such a large number of holes must be reamed. 

Multiple reamers are used as well as the single type, an efficient 

form of which feeds the drill by compressed air, instead of screw 

feed, while the drill is operated by an electric motor. Twist 
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drills. without lubricant are now specified, for the work of ream- 
ing. This change proves to be an advantage on account of high 
speed steel being used for the drills. The diameter of the holes 
before reaming is specified } inch small. Unless the material is 
tightly bolted, chips are forced between the surfaces ; this foreign 
material will prevent rivets from being tight. Figure 17 is an 
illustration of a reaming shop. 


Riveting is rapidly done so far as the actual upsetting of the 
rivet heads is concerned, but a large time element is consumed 
in delivering and removing material and preparation for driving 
rivets. For plate girder work, massive, powerful, hydraulic 
riveters are mounted in the floor of the shop with a pit in which 
the girder is moved to and fro and raised up and down while 
rivets are being driven. Another method is to bring the tools 
to the work. Portable riveters are of the single and dotble 
toggle type, operated by compressed air, and the hydropneu- 
matic type, which operates by a compressed air cylinder acting 
on an oil cylinder. The single toggle riveter is used for light 
work; for heavy work, requiring long rivets of large diameter, 
the double toggle exerts a pressure of 60 tens or more. Both 
are very efficient. 


The pieces to be riveted are supported on high or low trestles, 
while the riveters are moved by a wall crane operated by the 
riveting gang from the floor. When not in use the riveter can 
be hung on wall brackets. Heating furnaces, using coal, oil, or 
eas for fuel, are placed near the work, but care must be taken 
not to heat rivets too hot or too long. Rivets are rolled from 
a soft grade of steel, low in sulphur and phosphorus, into rods 
gz inch less than the nominal diameter of the rivet. These rods 
are upset in a special machine to form a rivet head; at the 
same time the rivets are cut to required length with sufficient 
material left, in the shank, to form a second head when driven 
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in the shop or field. Plates riveted to beam flanges or channel 
flanges are not parallel to the beveled flanges and therefore 
make riveting troublesome. Unless the holding-on tool of the 
riveter is the exact bevel of the flange, the adjusting screw of 
the snap will be bent. Figure 18 is an illustration of one side 
of a riveting shop. 


Fig. 18.—Side of Riveting Shop. Shows floor-operated cranes, hydropneumatic 
riveter suspended in foreground, toggle riveter farther back, and rotary planer in near 


background. 

After webs of compound members, such as box girders and 
compression members with two to four webs, have been riveted, 
they are returned to the assembling shop, and are then put 
together as a whole with diaphragms, covers, and lacing bolted 
on. When drawings call for distances back to back, or limiting 
dimensions, not more or not less, then compression members 
must have their webs placed as accurately as possible. To 
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avoid. overrunning or underrunning, wooden blocks of exact 
length are placed between the webs and held securely by bolting 
the webs. The holes are reamed and the rivets are finally 
driven, but in some cases the space is so restricted that hand 
tools must be used for reaming and riveting. Care must be 
used in riveting up all pieces, so that there will be no warp, 
called wind, which is especially liable to occur when there is 
lacing on two or four sides. For convenience in erection, it is 
often advantageous to rivet up.in the shop, complete, deck plate 
girder spans, viaduct bents, and turntables. Before the assem- 
bling and the riveting of complicated or unusual sections are 
attempted, a study is made of the different methods of riveting 
for closing up the section. This is necessary in order that the 
greatest number of rivets, or the rivets closing a box section, 
will be driven with the power riveters instead of the hand riveters. 
The order of riveting the component parts therefore fixes the 
order of assembling. 


ART. 22. FINISHING AND INSPECTION. 


The work of finishing and inspection requires a definite 
amount of shop space in order to be carried on expeditiously. 
Finishing is concerned with small and large operations and will 
be considered in the following order: final operations other 
than riveting, erecting movable parts, assembling complete 
trusses, and the work done in the auxiliary shop and machine 
shop. Inspection has to do with the shop inspector and the 
foreign inspector. 


The final operations are very elaborate in some cases, but this 
is not the rule with the bulk of the output. Milling or facing is 
necessary to secure an even bearing surface, to provide a finish, 
or to prevent overrun. This work is done on a rotary planer, 
which consists of a rotating disk provided with holes for setting 
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the cutting tools, and a table on which to clamp the work. The 
head with its disk can be revolved horizontally to make a cut at 
any angle. This machine is shown in Fig. 19. Floor beams, 


ea 


Fig. 19.— Rotary Planer. 


stringers, chords, and columns are the members most frequently 
faced. Pinholes are bored on special machines, which should 
consist of two boring heads mounted on one base. Since dis- 
tances, center to center, of pinholes can be set and checkéd on 
the machine, the result is accurate work; and, with only one 
setting, duplicate members can be made exactly alike. Rolling 
bascule bridges require segmental girders with heavy base 
plates for safe bearing pressures. The webs and the flange 
angles as well as both sides of the base plate are milled to a true 
circumference on a special machine. Stringer and floor-beam 
connection angles, as well as truss connections, are reamed to 
metal templets made of 3-inch plates carefully laid out and, 
drilled to take a steel thimble for keeping the drill normal to 
the surface. Spliced members are assembled with all splice 
plates in position and have all holes reamed or drilled from 
the solid. Each loose piece is marked by an assumed letter 
er number common to that particular splice. Splice plates 
must be well bolted to prevent loose chips from wedging 
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between plates or angles. Figure 20 is an illustration of a 
finishing shop. 


Fig. 20.—Finishing Shop, Shows floor space for working with hand tools and 
reaming to templet, portable drills for splice and connection holes, pin-boring machine, 
Riveting shop is adjacent in background. 


Erecting movable parts is necessary to correct errors which 
would not be discovered until field erection was under way. 
Turntable centers are assembled in the machine shop, where a 
test is made of the number of pounds pulled by a spring balance 
at a given distance from the center of the turntable, sufficient to 
start turning. The complete track, drums, and turning shafts 
of rim-bearing swing bridge spans are assembled, and the whole 
turned by hand, before shipment is made. All connections are 
reamed, accurate bearing secured for the wheels, errors cor- 
rected, and the whole carefully matchmarked. The center line is 
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scribed on the track plate and the actual diameter should be 
stamped on the face, so that erectors can start with the actual 
diameter, thus securing properly bolted joints. It is not possible 
to get the actual diameter shown on the drawing on account of 
facing, radially, the ends of the large number of segments. 


Heavy riveted trusses are assembled complete, under a crane, 
and all connection holes reamed with large portable reamers. 
Not only are the connections then carefully matchmarked, but 
also a diagram is made to give the erector in the field the marks 
used and their location. The burrs, formed by the drills, are 
removed with a small air burring tool, which makes a fillet of 
about =), inch on the edge of the hole. An assembled truss is 
shown in Fig. 21. The scale can be determined from the fact 
that the crane is 85 feet, centers of legs, and the truss 157 feet. 


Fig. 21. — Reaming Assembled Truss. 280-foot deck riveted truss for I. & W.N.R.R. 
bridge over Pend d'Oreille river at Irene, Wash. Gantry crane for assembling and loading. 


An auxiliary shop can be used to great advantage in connec- 
tion with the main shop. Heavy work is moved through the 
latter, while the former will take the light work, such as lateral 
bracing, sway bracing, truss work, knee braces, shoes, pedestals, 
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and grillages. It should be equipped with a heating furnace, 
portable and stationary riveters, a portable drill, and a planer. 
The material is delivered from the punch shop on narrow gauge 
trucks, but to facilitate weighing and shipment, the auxiliary 
shop should be close to the finishing end of the main shop. A 
complete machine shop equipment is necessary, not only to keep 
shop tools and machinery in repair, but also to take care of all 
contract work requiring machine finish. Pins, roller nests, and 
shoe castings for girder and truss bridges are finished here, as 
well as complete operating machinery for swing and bascule 
bridges. In connection with the machine shop, a blacksmith 
shop is required to make tools and forgings and do the repair 
work for the shep. Heavy power hammers are indispensable 
for the latter, as well as jib cranes to command the fires or 
heating furnaces. 


Shop inspection applies more particularly to the finished prod- 
uct. The shop inspector, with his assistants, is responsible for 
all work fabricated ; it cannot be shipped until he has approved. 
He must examine the work to see that it conforms to the draw- 
ing, that it is correct in all its limiting dimensions in order that 
errors may be corrected with shop tools instead of causing ex. 
pensive work in the field. 


The purchaser’s representative is known as the foreign in- 
spector. He takes care only of that part of the shop’s output 
for which he was engaged. He is employed by the purchaser 
or is the representative of an engineering or inspecting firm 
which has contracted to do the inspecting at a given price per 
ton. If the tonnage is not large, he will handle the mill as well 
as the shop inspection. He is not always required to witness 
the rolling of material but, having been notified as soon as test 
specimens are prepared, he must be present when the tests are 
pulled. He accepts material for which the tests have passed 
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the chemical and physical requirements, and examines rolled 
material for surface defects or flaws. When full-size tests are 
made on finished members, such as eyebars, he is also present. 
At the shop he keeps in touch with the handling and punching 
of the material, so that it is not damaged by carelessness. He 
sees that inaccessible parts are painted, that rivets are tight, 
and that the character of the workmanship complies with the 
specifications. He must be sure that sections or thicknesses 
agree with the drawings and that clearances are maintained; if 
the material is erected by the purchaser, he checks all connec- 
tions and principal dimensions. When satisfied that the finished 
piece is correct, he stamps his private mark on the metal with a 
circle of paint for readily finding the mark. 


ART. 23. PAINTING AND SHIPPING. 


The material, having been completed in conformity to the 
drawings, can then be painted and is ready for shipment. 
Specifications usually stipulate one coat of shop paint and 
two field coats if erected under contract. All machined sur- 
faces are to be coated with white lead and tallow. In the 
process of manufacture, not only does the material not become 
freed from mill scale, but grease and oil from cranes, reaming 
and riveting machinery adhere to the metal. Chips produced 
by drilling and milling catch in narrow openings and corners, 
or stick to excess assembling paint as it dries. Specifications 
state that all this shall be removed, and also that no paint shall 
be applied to wet surfaces or in freezing weather. The ship- 
ping mark should not be painted on the bare metal but on the 
shop coat when dry. The contract and drawing number are 
also painted with the shipping, or erection, mark to provide 
full identification in the field. Specifications, in giving the 
number of coats of paint to be applied, sometimes state that the 
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paint is to be subject to the approval of the engineer. In bid- 
ding, it is necessary to know whether lead, mineral, or carbon 
paint is to be used, because the first mentioned is the most ex- 
pensive and three coats make quite a factor in the cost. 


Painting is disagreeable work at best and foreign labor is the 
only kind that can be held to it. Constant supervision is neces- 
sary to see that scale, oil, and chips are removed, because 
the workman reasons that if everything is covered with paint 
nothing more could be desired. In painting corners or inside 
spaces of complicated members the painter cannot help but get 
the fresh paint on himself, therefore he will not look closely, 
but reaches in and daubs at corners. 


The primary object of paint is to afford protection for the 
metal and not to be simply a covering. On account of the 
guarantee given by some manufacturers for special brands 
of paint, they furnish an inspector for the painting to see that 
the first application is a preservative coating. He is, therefore, 
very particular to have all foreign material removed, awkward 
or interior corners properly covered, and any slighted surfaces 
corrected so that the paint is not too thick, and the whole coy- 
ering uniform. 


A standard specification calls for the shop coat to be of lin- 
seed oil, and the inaccessible surfaces, which are covered up in 
the field by riveting surfaces together, to be covered with a 
coat of red lead. There is no opportunity to apply the latter 
coat properly in the field. The oil coat, being transparent, al- 
lows any foreign substance to be seen, and it can be removed 
before applying the field paint’ The shop coat is often cut 
through or rubbed off in spots during shipment and rusting be- 
gins, especially if considerable time elapses before erection. 
The rust must also be removed properly before applying the 
field coats. The two field coats are generally of different colors, 
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so that it will be known at all times whether two coats have 
been applied. The records of previous work show how many 
gallons of paint per ton of metal are required for each coat on 
different classes of structures. 


Shipping requires as careful attention as all preceding opera- 
tions. The output of the shop is constant, covers many con- 
tracts, and can be filled by a few heavy pieces or very many 
light-weight pieces. The difficulty of the task can be realized 
when trying to ship in carloads to secure minimum freight rates ; 
to ship by separate contracts; in definite sequence to meet erec- 
tion requirements ; to save demurrage charges on railroad cars 
while loading; and to keep the painting shop free from conges- 
tion. Every individual member is weighed before shipment, 
some specifications requiring this to be done before painting, and 
sometimes requiring the inspector to be present at the weighing. 


As soon as material is weighed and loaded, an invoice is 
written giving the mark of each member and its weight. Pay- 
ment for material is based on this scale weight, which must not 
exceed by more than two percent the weight estimated from 
the drawing. This is known as the pound price contract; but 
there is no limitation in the lump sum contract, for which a defi- 
nite sum is paid irrespective of weight. Inspection is paid for 
on the tonnage rolled and inspected at the mills. This weight 
exceeds the manufactured, or shipped, weight; the difference 
between mill shipments and shop shipments is known as shop 
loss and is due to cutting and machining. This loss ranges from 
three to ten percent and is excessive when over five percent. 


Shipping rules are very explicit, and no car is accepted by a 
railroad company until their inspector is satisfied that the ma- 
terial is properly secured and comes within all clearance lines. 
A quarterly publication called Railway Line Clearances gives 
the M. C. B. Rules Governing Loading and Carrying Structural 
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Material; Girders; Turntables; also Maximum Clearance and 
Weight’Tables. These M. C. B. rules, formulated by the Mas- 
ter Car Builders, a codperative association of the different rail- 
roads, are fully illustrated with sketches showing the manner of 
loading and the sizé of all material required for that purpose. 
These ruies are necessarily stringent, as they are based on 
experience gained from wrecks and car troubles. 


Special requirements develop in the loading, routing, and 
delivery of material. When pieces of unusual size or weight 
result from certain designs or types of structures, outline sketches 
are made and submitted to the railroad authorities. They then 
advise how the material is to be loaded, give the class of car, 
and the necessary clearances to be maintained. When the 
loading is beyond the limits of the equipment, a special car will 
be built, if tonnage warrants, as in the case of Blackwell’s Island 
Bridge. If the bulk only is unusual, the railroad company 
designates the special routing by which it is to be consigned. 
The Official Railway Equipment Register, published monthly 
in New York City, gives the classes of cars, numbers, and 
capacities for all railroads. This information is indispensable 
for the routine of shipping. When material must be rushed to 
destination, the tracing of cars is necessary. A man sent to 
follow the shipment keeps in touch with the yardmaster at all 
freight division points or junction points. He must get his car 
or cars placed in a preference freight train, or fast freight; but, 
should any defect develop in a car, it will be set out of the 
train on the first siding. This siding may be many miles away 
from a yard, with its repair facilities, and so cause delay which 
might have been saved by foresight. A car too heavily loaded 
has had as many as three journal brasses burned out in going 
a distance of two hundred miles, with a consequent danger of 


injuring the axle journal proper. 
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ART. 24. PREPARATION FOR ERECTION. 


When the contract calls for the erection of the structure, as 
well as fabrication, a large amount of additional work is required. 
In preparing for the erection, it is essential to consider every 
element that has to do with this part of the work. The phases 
to be considered are contract requirements, condition at the 
site, plant requirements, office planning, and the building of 
special appliances. Large railroad systems do not have work 
erected by contract, but have it done by their own forces. 
Their renewal of old structures and new construction work 
makes possible continuous and economical erection and so 
justifies full equipment for light and heavy work. 


The contract requirements are very important because of their 
legal status; a penalty is frequently attached for non-completion 
_within a specified time. The time of completion should be 
based on the furnishing of complete information to permit the 
drawings to be finished, the material to be ordered, and the shop . 
work to proceed; it should also be based on the condition of 
the masonry, the most fruitful cause of delay. Structures are 
frequently projected or wanted in such a hurry that the time of 
erection for normal conditions only is assumed. The season 
of the year and flood conditions combined may confine the 
actual time of erection to a short period in which the erection 
must be speeded to reduce the risk. The majority of cases 
now require traffic to be maintained for the railroads using the 
structures; this practically doubles the trouble and cost of 
erection. Since in the case of navigable streams there is a 
short period in the winter when boat traffic is discontinued, 
freedom from difficulties due to that source is given. Unfavor- 
able conditions may cause delays of a year or more, in which 
case a large amount of raw or finished material may be tied up. 
Provision should therefore be made in the contract for percent- 
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age payments after material is delivered at the shop, after 
fabrication, after delivery at the site, after erection, and finally 
after completion of riveting and painting. 


The condition at the site must be fully known before it is 
possible to plan for erection. In new construction, the masonry 
is very uncertain and generally is completed long after the 
time named when the contract was awarded. Overhead wires 
will often interfere with the placing and the operation of der- 
ricks and thus block economic erection possible at that particular 
site. Material may be picked from cars on the main track, or 
by using the old structure overhead. Falsework may or may 
not be required to carry traffic, or to support the old structure. 
The profile of a stream underneath the bridge may be secured 
from the engineer atthe site, or personal examination and meas- 
urements may be necessary to decide the character of the false- 
work. Several trips may be required to keep in touch with ° 
changing conditions and to locate tracks and sidings for deliver- 
ing and erecting the steel. When the site is at a distance from 
a town or village, arrangements must be made to provide living 
accommodations for the bridgemen. 


The plant requirements divide themselves into temporary 
and permanent. The former can usually be secured locally. 
A building is necessary in which tools can be stored and a 
small office provided. The size of the job often necessitates 
having a small blacksmith shop to keep the tools in repair. 
When the temporary framework requires long timber for the 
traveler and falsework, it usually must come from the mills or a 
previous job instead of being secured locally. The permanent 
plant equipment must not entail too heavy a capital investment. 
The ideal conditions would be to have tools released from one 
job to be used immediately on the next and to have just enough 
so that they would always be in use. Plans are continually 
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made to use, on a particular job, certain hoisting engines and, 
other plant equipment as soon as released from a similar preced- 
ing job. The actual conditions are changing so continually, 
however, that no particular plant can be depended on, but 
when the masonry Is ready the first available one must be used. 


The office planning is of more importance than was realized 
by erectors several years ago. This is due in great part to the 
fact that traffic must be maintained. It has been a custom to 
send out the erector with a definite number of tools and, when 
he reached the site, the method of erection would be decided 
during the first day. The chief essential to keep in mind is 
rapid erection to avoid loss from water or storm; it depends 
largely on the position of splices and the weight of material. The 
nature of the connections determine how the structure is to be 
put together and how quickly individual pieces can be released 
from the hoisting tackle. Excessive weight for a few pieces 
should be avoided, and the bulk of the material should be uni- 
formly of a weight consistent with the type of structure, because 
weights of pieces control the size and power of engines and tools. 
For this reason, erection considerations should control the design, 
and should not be hampered by unusual conditions. The second 
essential is low cost erection. These two requirements fix the 
scheme of erection, and it cannot be determined until a careful 
study has been made of the conditions. It is frequently neces- 
sary to develop several schemes and estimate the cost of each in 
order to secure the lowest cost. The whole is subordinate to 
the safety of the men, and the traffic passing the structure, for 
all operations during erection. Complete details are drawn up 
for falsework and travelers, especially for special appliances, 
which should have full instructions provided to render them 
fool proof. For large structures, diagrams are made giving 
the weights to be lifted, number of different diameter rivets to 
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be driven, amount of paint to be applied, points to be watched 
when working close to limits, as well as general instructions on 
the method of procedure. 


It is becoming necessary to prepare erection travelers and 
framework at the shop, especially since steel is used to make the 
appliances which must do the continuous heavy lifting. The 
power tools of the shop, yard cranes for handling, and ample 
yard laying-out space, which usually is not available in the field, 
secure rapid and economical framing. Duplicate operations com- 
pel the building of special appliances to reduce cost of plant and of 
erection. These appliances pay their cost on one erection job if 
there is sufficient duplicate work. Derricks have long been un- 
dergoing standardization in wood and steel; the same methods are 
now being applied to gallows frames, travelers, cars, and especially 
to the innumerable small tools necessary for the erector. 


ART. 25. SIMPLE ERECTION. 


Simple erection has to do with light and short structures 
which do not require elaborate or expensive plant equipment. 
Beginning with simple schemes, it develops into larger and 
heavier erection which requires the same type of appliances. It 
can be classified under four heads: crude erection, gin pole 
erection, derrick erection, and gallows frame erection. 


Crude erection might be termed primitive erection and in 
many Cases it proves to be ingenious. This must sometimes be 
resorted to when structures are light or a long freight haul 
makes the charge on power tools prohibitive. As a rule, aver- 
age bulk or weight is not moved through much vertical or linear 
distance and the only tools required are jacks, bars, rollers, and 
hoisting or pulling tackle. Deck plate girder spans can be as- 
sembled and riveted upon the cars used to ship them, jacked up 
to allow the cars to be pulled out from under, and then lowered 
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into position; or be slid off sidewise from the cars on a crib- 
work of railroad ties and then jacked down into position. An 
erector caught with insufficient equipment, or in an emergency, 
often develops effective methods which can be applied regularly. 


When many pieces must be lifted, or the height for raising be- 
comes considerable, the gin pole is resorted to. This is simply 
a long pole, or mast, with the bottom rounded and seated on a 
suitable base to distribute its load, while the top is held by guys 
of manilla or wire rope. These guys are fastened to a spider 
attached to the top of the pole; the free end of the guys is se- 
cured to temporary or permanent anchorages. When the pole 
is moved from one position to another, the bottom is pushed with 
bars or pulled with tackle; in the meantime it is kept vertical 
by tightening, or taking up, the guys in front and at the same 
time loosening, or slackening out, those in the rear. Gin pole 
erection was the original method used for erecting plate girders ; 
the girder was picked up at its middle and raised or lowered into 
position. In erecting light buildings the pole is moved along the 
sides to erect columns, while roof trusses are being assembled 
flat on the ground and riveted. It finally is moved down the 
center of the building and places the trusses on the columns. 
For small work, ashort pole is mounted on a sill forming a long 
base to which it is braced, on each side, by diagonal struts ; 
it leans toward the piece to be lifted and is held at the top by 
one guy or a set of tackle which takes the tension when the 
weight is lifted. Two of the poles erect the columns and a gin 


pole raises trusses when rapid erection is wanted. 


The derrick is a very handy erection tool commanding any 
position within reach of its boom, while the gin pole must be 
moved for every lift it makes. A derrick consists of a vertical 
mast and inclined boom hinged at the bottom of the mast. The 
top of the boom is connected to the top of the mast by a set of 
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tackle; the load hanging from the top of the boom, by means 
of another set of tackle. The top of the mast may be held in 
position by guys, as in the case of a gin pole; or by a stiff leg 
and two guys in a plane normal to the stiff leg and mast, but 
extending in opposite directions from the top of the mast; or by 
means of two stiff legs only. The stiff legs are stiff diagonal 
members extending from the top of the mast to the end of a 
horizontal stiff member, called the sill, which ties the bottom of 
the stiff leg to the bottom of the mast. The sills make an angle 
with each other varying from 60 to 90 degrees, while the stiff 
legs are inclined at an angle of about 45 degrees. A derrick 
is therefore known as a guy derrick, combination derrick, or stiff 
leg derrick. A hoisting engine furnishes the power for operat- 
ing the derrick. In the case of a large bridge or many spans, 
one or more derricks are necessary to unload the material for 
storage until required in the erection. For erection purposes, a 
derrick is set up near the abutment of a bridge and picks its 
load from the main track or adjoining track and places it in 
position. | Deck plate girder spans riveted up complete are 
handled in this manner, as well as heavy single deck or through 
plate girders. The derrick is especially handy for placing the 
numerous pieces of the floor system and bracing of the through 
span. When there are several adjacent girder spans, the der- 
rick can be moved out on top of a girder, the sill and stiff leg 
being in the same plane as the girder; the mast is held by guys 
up and down stream. The girders to be erected are then picked 
up from the span on which the derrick rests and moved forward 
into position by letting out, or lowering, the boom ; the rear end 
of the sill having been clamped to the girder on which it rests. 
and which serves as counterweight. When traffic is to be main- 
tained, overhead truss spans are used to swing new deck plate 
girder spans into position, and the derrick on the abutment re- 
moves the old truss. In the case of deck or through riveted 
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truss spans, the bottom chord and floor system are erected on 
falsework support. The web members are then bolted to the 
bottom chord and finally the top chord is lifted into position and 
the top lateral bracing is put in place. If traffic is to be main- 
tained, there should be a derrick at each end of the bridge, for 
rapid work when placing the floor, particularly for long spans. 
A pin-connected truss is hard to erect with derrick only, because 
all members are not stiff and also because of the number of 
pieces to be supported until the pins are driven. 


Fig, 22.— Riveted Truss Span Erection. Shows gallows frame principle and sliding 
old span sidewise, traffic being maintained. Lehigh & New England R.R. bridge over 
Delaware river at Portland, Pa. 


For lifting only, when no backward or forward movement of 
consequence is required, the gallows frame is very suitable. 
This consists of two vertical posts surmounted by a cap com- 
posed of two timbers placed edge up having a space of about 
six inches between. Through this opening hang the chains or 
rope lashing for holding the tackle blocks. The cap projects 
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beyond the tops of the legs so that diagonal braces may tie the 
end of the cap to the bottom of the leg. Such a frame is placed 
on the masonry, at each end of a span, high and wide enougn 
to clear traffic, and is well braced parallel to the tracks. When 
a deck plate girder span is to be replaced, the new span is lifted 
from the cars by a set of tackle at each of the four corners and 
the cars moved from under the span. The rails are pulled 
ahead on the track, old ties are thrown below, and old bracing 
dropped from between the old girders which have been moved 
sidewise away from the track and braced by shores. When the 
new span with the new ties on top is lowered into place and the 
rails have been replaced, traffic canagain be resumed. All this 
work must be done during the longest interval between passenger 
trains. The old girders are then picked up by the gallows frame 
and loaded on cars. This method has also been used for deck 
truss riveted spans, but the truss spans had to be moved side- 
wise to clear the new trusses. See Fig. 22. 


ART. 26. DERRICK CAR ERECTION. 


A large item of erection expense is the handling and trans- 
portation of plant, and the time consumed in the erection and 
removal of temporary lifting appliances. This is largely over- 
come by the use of the derrick car, an ideal erection tool, 
especially when weights are not excessive and structures are 
properly detailed as to splice locations. This article will there- 
fore treat of movable derricks in the following order: derrick 
cars, derrick car erection of plate girder spans, riveted truss 
spans, pin-connected spans, and viaducts, as well as the use of 
locomotive cranes, wrecking cranes, and lighters. 


A derrick car is essentially a flat car with a derrick and 
engine mounted on it. The mast, or A-frame, and boom are at 
the front end of the car; they are braced to the rear end with 
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tension ties or stiff legs. The body of the car serves as a 
sill. At the rear end of the car is placed the boiler and engine 
to furnish power for lifting and for propelling the car by direct 
gearing or chain drive. A separate propelling engine gives 
more effective control. The mast of a car derrick must be short 
to clear overhead obstructions and to keep the car’s center of 
gravity as low as possible. Because of this low mast, the stress 
in the derrick members is practically double that of the normal 
derrick. The requirements of a derrick car are that it should 
be self-propelling, thus being independent of costly locomotive 
service charges; that it should have a capacity to lift the long 
and heavy plate girders used by the railroad companies ; that it 
may be quickly set up in working order and rapidly dismantled 
for shipment to another job; that it have ample coal and water 
capacity arranged for effective counterweight; that it should 
have quickly adjustable devices for blocking and anchoring the 
car against overturning ; lastly, that it have auxiliary devices for 
controlling main booms and side booms. Special derrick cars, 
of which some have been protected by patents, have been built 
by bridge companies, construction companies, and railroad com- 
panies. The Mitchell car is the pioneer of the elaborate steel 
derrick cars. Sketches are given on patent drawing No. 817 862. 
This car has a central compartment into which the full-length 
boom slides on the floor of the car and under the engine at the 
rear, raised to clear the boom. Illustrations are shown in 
Engineering Record, Aug. 25, 1906, page 218, and Dec. 4, 1900, 
page 629. The Terry and Tench car is patented; the boom 
folds up like a knife blade by a hinge at the middle. A short 
illustrated description is given in Engineering Record, June 209, 
1907, page 759. The C. M. & St. P. Ry. derrick cars are fully 
described in Engineering News, June 24, 1909, page 677. The 
Boston & Maine R. R. car is described in Engineering Record, 
Feb. 27, 1909, page 239; this is also the car of the Boston 
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Bridge Works. Special steel cars have been designed by The 
Pennsylvania Steel Company, Bridge and Construction Depart- 
ment, and The Phcenix Bridge Company. In Engineering Rec- 
ord of April 17, 1909, page 517, seven types of derrick cars 
are shown in the illustrations. 


It is readily seen that the derrick car has an advantage over a 
stationary derrick set up at the abutment of a bridge. The 


Fig. 23.— Plate Girder Erection. Complete span is placed by derrick car and aux- 
iliary gallows frame. No falsework is used, and traffic is maintained. Lehigh & New 
England R. R. bridge over Lehigh river at Slatington, Pa. 


girders and other members can be picked up near the site and 
moved out to place; thus there is saved the unloading or double 
handling, if picked directly from the railroad cars. Plate girder 
spans are quickly erected, especially the deck type. The single 
girders and the cross frames are placed with a derrick car, while 
the lateral bracing is put in by hand; a span riveted up complete 
is placed in one operation, if the weight is not too great (see 
Fig. 23). Through plate girder spans furnish more lifts as 
panel by panel the floor beams and stringers are rapidly con- 
nected up. Sometimes the floor system is placed first, on false- 
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work, when traffic is to be maintained; then the girders are 
placed and bolted to the floor beam as a last operation, after 
which the falsework can be released. Figure 23 shows a com- 
bination of derrick car and gallows frame erection. 


Riveted truss spans have supplanted pin-connected truss 
spans for short lengths. Falsework is necessary to support 
them until the last truss member is placed ; this is true whether 
traffic must be maintained or not. The shoes and first bottom 
chord section are placed at one end and the floor filled in; the 
end post and web members are bolted to the bottom chord gus- 
set plates, or connection plates; and then the top chord, portal 
strut, and top lateral bracing complete this braced section. 
The second bottom chord section with truss follows, and other 
sections until the span is erected. If traffic is to be maintained, 
it is desirable to erect the complete floor and bottom chord, 
properly supported for camber, and then the complete overhead 
work. This use of the new metal floor eliminates the substantial 
metal or timber falsework stringers which would otherwise be 
required to carry traffic. 


Pin-connected trusses are used almost entirely for long span 
bridges, and in those cases are erected most economically with 
a traveler. Compared with a riveted span, there are many more 
separate pieces, such as the pin and numerous eyebars at each 
connection point, which must be held temporarily while the 
boom lifts the main member or top chord section. The entire 
floor and bottom chord eyebars are placed first, and when the 
posts have been bolted to the floor beams, the bottom chord pins 
can be driven while the boom holds the diagonal eyebars. The 
end post and top chord are placed, the top pins driven, and the 
top lateral system closed up. When the spans are short, the 
erection is so rapid that the derrick car picks the material from 
the cars on which shipment was made; while for long spans the 
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derrick car can replace the yard derrick, unload and distribute 
material over a large space to better advantage for erection. 


The derrick car is best suited for viaduct erection, next to 
plate girder erection; itis particularly efficient in unloading and 
sorting the large number of pieces required for main members 
and bracing. Beginning at the abutment, it erects the first 
bent or braced tower and places the girder span. If the main 
span is too long for the boom to reach across, a splice section is 
added to the boom, or a gaff attached to the forward end. The 
car then moves forward to erect units of tower, main span, and 
tower span. If the tower is high or main span unusually long, 
the bottom section of the braced tower is erected. Then the 
near bent is completed to the top, so that the main span can be 
placed and the car move ahead so that the tower may next be 
completed and the tower span placed. 


The development of the locomotive crane, now being used to 
an increasing extent as an erection tool, results from its use as 
a portable derrick in industrial plants. Its advantage lies in 
the fact that it can lift full capacity for the entire circular area 
within reach of its boom; on the other hand, the derrick car must 
be blocked or anchored for lifting 10 to 20 degrees to the side, 
thus becoming stationary. The locomotive crane is practically a 
light capacity, ight weight derrick car and can be used at a dis- 
tance from regular railroad tracks. On light building work it 
is able to do very rapid work, due to the light weights and its 
speed when making lifts. A record.in erection was made on 
the Chelsea Piers in New York City, as noted with illustrations 
in Engineering News, Jan. 14, 1909, page 29, when two loco- 
motive cranes were used, one on each side of the pier, erecting 
columns and girders and both together raising the roof trusses. 


Frequently weights of girders are beyond the capacity of 
derrick. cars, or the erectors do not have the latter. In those- 
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cases the railroad wrecking cranes, capable of lifting 50 to 100 
tons, are pressed into service; but they have the disadvantage 
of being taken away at any moment for use at wrecks. The 


Fig. 24. — Viaduct Erection. Shows steel derrick car with 107-foot boom. ‘Tower and 
spans are used temporarily to support pin span. Carolina, Clinchfield & Ohio R. R. 
bridge over Broad river. 


short booms limit their reach, so that two cranes are used, one 
at each end, when lifting the long heavy girders. If only one 
crane is available, the additional lift is made by a derrick car, 
derrick, or gallows frame. Another valuable erection appliance 
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is the lighter, or floating, derrick, used in the harbors of large 
cities and capable of being floated to a seacoast inlet. These 
floating derricks can pick loads from 75 to 200 tons; their long 
booms provide a reach that commands an entire bridge site. 
They are independent of the condition of the approaches and 
need not wait for tracks because material can be floated to the 
place required. For plate girder work, especially when there are 
many adjacent spans, they secure low cost erection. 


ART? 27. FAUSEWORK. 


Long and heavy spans require elaborate temporary falsework 
and plant equipment for their erection. Supporting falsework 
must be used under the structure; movable framework, called 
the traveler, overhead. The development of the traveler and 
its use in rapid bridge crection is due to the American pin-con- 
nected truss span. The original solid front of falsework has 
given way to a framework with cpenings to secure the least 
obstruction to passage through or underneath. Falsework will 
be treated under three heads: falsework conditions with and 
without traffic to maintain, types of falsework, and falsework in 
deep water. The travelers naturally group themselves under 
three heads: gantry travelers, projecting travelers, and tower 
travelers for mill buildings. Travelers and falsework in steel 
will be considered finally. 


Falsework is used to carry the weight of the new metal 
structure until it is made self-supporting by completing the last 
truss connection. On top of the falsework a runway of 
stringers is provided to carry the weight of the moving traveler 
to the bents, close to which the traveler legs must stand when 
lifting is being done. Falsework can therefore be comparatively 
light when there is no traffic to maintain, because ihe load is 
static. Modern heavy train loads require heavy falsework to 
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maintain the traffic during erection; they, however, move across 
the span at greatly reduced speed. The expense of the false- 
work is chargeable to the new span and should therefore be 
kept as low as possible. For deck spans, an extra story of 
falsework, called top falsework, must be added when traffic is 
maintained. It is built between the trusses and extends from 
the top chord, where it carries the track, to the main falsework 
underneath the bottom chord. 


The falsework unit is the bent. It consists of two horizontal 
pieces, two inclined legs, and a varying number of vertical legs 
dependent on width of bridge and traffic conditions. The top 
horizontal piece is called the cap, the bottom is called the sill, 
and the minimum number of legs isfour. The bent is thoroughly 
braced by planks, one on each side, running in opposite directions 
between diagonally opposite corners, this bracing being called 
X-bracing. The bents are spaced so as to form panels of equal 
length between the abutments or piers; there is a bent close to 
the masonry at each end to serve as a stringer support. On 
top of the falsework, stringers extend over the full length of the 
span and are bolted to the caps of the falsework. These 
stringers are placed underneath the new or old truss to serve 
as support for blocking or jacks; the others serve to carry the 
material track and also the traveler track. A second line of 
longitudinal struts extends full length of the span, butting 
against the masonry ‘at each end close to the water surface. 
Two bents are braced longitudinally with X-bracing to form 
a braced tower with one or more panels between, in which the 
bracing has been omitted. When spans are long and high 
above water, the bents must be made wide at the base to give 
stability against lateral overturning. The bents are built in 
stories and braced as such, when the height requires, with a line 
of longitudinal struts at each story. The amount of material 
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finally becomes excessive, as can be seen at the Rondout Viaduct 
shown in Engineering Record, April 7, 1906, page 440. A false- 
work bent is designed for a full panel load plus 50 percent excess, 
25 percent from each adjacent panel, due to unequal settlement 
or from the jacking when it is resorted to. The compression 
at each joint is found to be } inch, due to irregular sawing 
and to end fibres of legs crushing into cross fibres of cap or 
sill. The load that can be applied on each leg is therefore 
limited by the crushing strength per square inch, across the 
grain of the wood of the cap or sill. Loads are sometimes 


heavy enough to require double bents. 


Falsework in deep water is a difficult and dangerous propo- 
sition with which to deal. Piles must be generally driven to 
secure proper foundation for the falsework bents. To estimate 
the number of piles required, a frictional resistance per square 
foot of pile surface is assumed at 100 pounds for alluvial or 
semifluid bottom, 200 pounds for compact silt, and 300 to 500 
pounds for sand to sand-gravel bottom. The piles for erection 
use are loaded from 10 to 40 tons, and the penetration should 
be 40 feet in semifluid to 10 feet in good sand bottom. It is 
advisable to have a double thick cap on the pile bents to properly 
distribute the load. Pile bents are usually braced transversely 
above the water surface only; failure has resulted from the 
long unbraced section in deep water or from the bottom’s being 
scoured away and producing this condition. Even when false- 
work is strong enough for the superimposed load, there is 
danger of drift lodging against it and causing a wreck in time 
of high water by scouring the bottom or lifting or floating the 
falsework. In order to eliminate this danger it is becoming 
customary to use one or more temporary girder or truss spans, 
just above the water surface or close to the metal work, seated 
on temporary falsework towers. 
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ART. 28. TRAVELERS. 


The most familar type of traveler is the gantry traveler. It 
consists of two framed bents straddling the structure, braced 
together longitudinally. Since for long spans the traveler must 
be high, it is therefore built of three bents thoroughly braced, 
with a platform at the base for carrying hoisting engines. For 
smaller spans, the €ngine is kept on shore, —the lead lines to 
the tackles are supported at intervals on projecting timber arms 
on the span. The traveler is equipped with a full set of tackle 
to do all necessary lifting for the erection of the given span. 
In the case of two bent travelers, for single and double track 
spans, the loads lifted range from 7 to 12 tons, the weight of 
the traveler ranges from 35000 to 80000 pounds and contains 
from 8500 to 19500 B. M of lumber. Photographs of early 
erection work show a scaffold, or framework, for the full length 
of the span, resting on the falsework. The truss was erected 
from this framework; the tackle was shifted from point to point 
as it was required. To reduce this time and cost, the traveler 
was evolved, and thus the framework and tackle might be quickly 
shifted to the point where needed. With the movable traveler 
the work of erection begins at the fixed end of the span. The 
shoes are placed on the intersection of the pin and truss center 
lines furnished by the railroad company’s engineer. The chords 
are lined out or assembled; the traveler moves along and places 
the members until the expansion end is reached; the trav- 
eler is returned to midspan and erects the middle panel or pan- 
els of each truss with their transverse and top lateral bracing 
to complete a braced section. The traveler is moved toward 
the fixed end to complete that part of the bridge and, returning 
to the expansion end, completes the bridge. Whenever the trav- 
eler is moved, it must be wedged up under its legs to transfer 
the loads, when lifting, directly to the falsework instead of 
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through the sill and traveler wheels. The trusses of pin-con- 
nected bridges are so designed that the bottom chord is on the 
circumference of a large circle instead of a level line. This 
camber must then be provided for in the falsework by means of 
blocking atthe panel points of the truss; the highest at mid- 
stream, dropping off gradually to nothing at the ends. The fore- 


Fig. 25.— Pin Span Erection. Shows typical traveler and falsework. Middle section is 
erected, Pennsylvania R. R. bridge over Susquehanna river at Havre de Grace, Md. 


man guesses the amount of settlement of the foundation or piles 
and provides for the compression in the falsework. If his as- 
sumption is correct, the last connection can be easily closed with 
the pin; otherwise the truss must be raised or lowered with jacks 
until the chords are in the proper arc. 


When bridges are erected by the cantilever method without 
supporting falsework underneath, a projecting or overhanging 
traveler is used. This type varies for each structure, while the 
gantry traveler is standard in two-bent and three-bent travelers. 
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The simplest type is a gantry frame straddling the track on 
which material on cars is moved forward; on top of this frame 
is placed one or two derrick booms, and at the rear is mounted 
the engine. For viaduct erection the overhang traveler has been 
most frequently used. It consists of an arm projecting forward 
from the gantry frame from which tackle is hung for lifting, or 
it is equipped with a trolley runway to move the load instead of 
fleeting it forward with the tackle. This arm is often extended 
in the rear to counterbalance the forward arm. By referring to 
_ anarticle on the Different Methods of erecting Steel Viaducts, 
in Engineering Record, April 2, 1910, page 429, the many illus- 
trations will show the variations in this type of erection traveler. 
Another type of traveler has also been developed to move along 
the curved top chord eyebars of a cantilever arm. The same 
principle is used in erecting truss bascule bridges in an open, 
or raised, position. In the latter case, it climbs up the back or 
top chord, by panels, until the top or end panel has been erected. 
The ordinary derrick cannot reach the hundred, or more, feet 
necessary for lifting the end pieces. This traveler is simply 
derrick equipment attached to a sloping triangular base and is 
called an overhead traveler. In the erection of the towers of 
the Manhattan Bridge in New York City, the derricks with 
their supporting base climbed up the tower vertically. 


The tower traveler, based on the necessity for having a der- 
rick which is freely movable, is elevated above the ground to 
make high lifts, and is able to cover a wide space with the use of 
several booms. The tower is well braced, one to three stories 
high, mounted on wheels to run on a trackway ; it has two for- 
ward booms at the top and frequently two booms in the rear at 
the bottom floor elevation. The engine and tools are carried on 
this lower floor. Its use is most advantageous in the case of 
long or rectangular buildings known as mill buildings. The 


86H FABRICATION AND ERECTION.  Coar oiN 


traveler, moving along to place the columns, wall girders, struts, 
roof trusses, top bracing, and purlins in this order, panel by 
panel, completes the frame as it goes. This is done rapidly 
and economically, especially when an even ground surface 
necessitates little blocking for the runway. Very heavy work 
has been done by this method in the erection of buildings for an 
open hearth steel plant. 


Steel falsework travelers and erection tools become more 
necessary as long heavy timber becomes scarce and weights of 
structures increase. Gin poles and derricks, standardized as to 
size and capacity, are built of structural steel. Steel wire rope, 
instead of manilla rope, is used for operating, while the motive 
power is rapidly changing to the electric hoist. Even the old 
style hand crab is built of steel for heavy work. Gallows frames 
and traveler bents now have their top trusses or caps made of 
steel adjustable to varying conditions. Special travelers for 
viaduct erection are usually built of steel. Rolled beams are 
used for the deck of falsework which is also made of steel for 
very heavy work. Inthe case of the Cornwall Bridge, Ontario, 
Canada, steel falsework had to be used because it was impossible 
to place and hold down timber legs in the deep, swift current. 
When permanent steel work, such as plate girder approach 
spans, are used as a temporary support over waterways and 
roadways, much falsework is saved, and the risk from floating 
driftwood is lessened. In viaducts it is possible to use parts of 
towers and girder spans to support trusses spanning the deep 
part of the ravine section. In other words, timber and the 
expense of framing are saved wherever possible by using new 
steel or borrowed permanent steel for temporary support. 
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CHAPTER V. 
TABLES AND STANDARDS. 
ART. 29. MANUFACTURERS’ HANDBOOKS. 


The student of bridge design will find it absolutely necessary 
to have at hand one of the handbooks issued by the manufac- 
turers of structural materials. There area number of these, the 
best known being those popularly called the Phcenix, Carnegie, 
Pencoyd, Jones and Laughlins, Passaic, and the Cambria hand- 
books. The titles of these books are as follows: Useful Infor- 
mation for Architects, Engineers, etc., issued by the Phoenix 
Tron Works, Phoenixville, Pa.; Pocket Companion, issued by the 
Carnegie Steel Company, Pittsburg, Pa.; Steel in Construction, 
edited by James Christie, and issued by A. and P. Roberts Com- 
pany, Philadelphia, and the American Bridge Company, New 
York; Standard Steel Construction, issued by Jones and Laugh- 
lins, Limited, Pittsburg, Pa. ; Structural Steeland Iron, edited by 
G. H. Blakeley, and issued by the Passaic Rolling Mill Company, 
Paterson, N. J.; Cambria Steel, issued by the Cambria Steel Com- 
pany, Johnstown, Pa., and Structural Steel, edited by G. H. 
Blakeley, and issued by the Bethlehem Steel Company, South 
Bethlehem, Pa. The Pencoyd, Cambria, Bethlehem, and Car- 
negie handbooks are the most complete and in general use for 
work in bridge design. The Passaic and the Jones and Laugh- 
lins handbooks are mainly adapted for the design of steel 
buildings, but are also used in bridge design. 

The handbooks contain full tables of all the market shapes 
of steel manufactured by the respective firms, stating weights, 
areas of sections, positions of centers of gravity, moments of 
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inertia, radii of gyration, and other constants. Tables are 
also given for the shearing and bearing values of rivets, the 
bearing values of pin plates, the resisting moments of pins, 
standard bolts, eye-bars, bridge pins, and other details, as well 
as for the weight and strength of materials used in bridge and 
building construction. The necessary computations in bridge 
design may be greatly shortened by the use of these tables. In 
the following pages a few tables are presented which are more 
complete than those in the handbooks. 


In order to obtain uniformity in the work done at its various 
plants, the American Bridge Company issued, in 1901, a book 
entitled Standards for Structural Details. It contains a num- 
ber of tables similar to those in the handbooks as well as some 
new ones, together with details relating to the use of corrugated 
steel for roofing and siding, and of standard doors and windows. 
The rules for making shop drawings are referred to in Art. 17, 
and some of them are reprinted. 


Ossorn’s Tables of Moments of Inertia and Squares of the 
Radii of Gyration economize time in designing the struts in 
lateral and sway bracing, and the posts and upper chords of 
trusses. BuCHANAN’S, SMOLEY’s, or HALw’s Tables of Squares 
are useful in finding the lengths of diagonal members. 


ART. 30. GENERAL SPECIFICATIONS. 


A number of general specifications for steel railroad bridges 
and viaducts have been prepared by consulting engineers, and 
are published for general use, including those of Cooprr, 
WADDELL, THE OsBorN Company, THACHER, BouSCAREN, SEA- 
MAN, and ScHAuB. Cooprr’s Specifications have been in use for 
many years, and probably more bridges have been built in 
accordance with them than with any other set. WappELL’s 
Specifications are much more elaborate and explicit than the 
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others, and are particularly serviceable to students, since they 
embody recommendations based on experience in regard to a con- 
siderable number of details whose determination is not wholly 
subject to theory and to which no reference is usually made. 


Many of the leading railroads have their own standard 
specifications, the most ‘noted being those of the Pennsylvania, 
New York Central Lines, Baltimore and Ohio, Norfolk and 
Western, Harriman Lines, Rock Island Lines, Kansas City, 
Mexico and Orient, and Western Pacific railroads. 


The first edition of the General Specifications for Steel Railway 
Bridges adopted by the American Railway Engineering Asso- 
ciation was issued in 1906, and revised in 1910. They are gradu- 
ally being adopted by railroads throughout the country as their 
standard. 


These specifications usually indicate the types of bridges for 
different spans, the clearance required for the trains, the char- 
acter of the wooden floor, the dead, live, wind, and traction 
loads, allowance for impact and vibration (in some cases), and 
the safe unit stresses. They also give the general limits in 
designing, including the minimum thickness of material and 
sizes of shapes, the general principles in designing structures, 
the details of riveting, the details of design and construction 
of beam, plate girder, riveted girder, and pin-connected spans, 
as well as of viaducts, the quality of material and workmanship, 
inspection, painting, erection, and final test. 


A study of the provisions of the specifications adopted for 
any given design is a necessary preliminary to the computations 
and drawing involved in making the design. It will greatly 
facilitate the student’s work to be provided with an index 
referring to the various paragraphs to be consulted in designing 
the different parts of the bridge, so that all of them may be 
duly considered at the proper time. 
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A comparison of the specifications referred to above will 
show to the student marked differences in the allowable unit 
stresses prescribed. One of the principal reasons for this lies 
in the fact that some make the allowances for impact and 
vibration by increasing the live load stresses by a percentage, 
which may be either fixed or variablg, while in others these 
allowances are made by modifying the safe unit stresses. The 
differences relating to many other details of design and con- 
struction will be referred to in connection with the designs in 
Chapters VII and IX. 


General specifications for steel highway bridges have also 
been prepared by the first four consulting engineers mentioned 
at the beginning of this article, those of WADDELL and COOPER 
having been very extensively employed. Many of the manu- 
facturers of bridges also issue such specifications, those of the 
American Bridge Company being the most complete of that 
class. Some of the standard specifications for railroad bridges 
adopted by the railroads also contain provisions relating to 
highway bridges, as well as to roofs and buildings. FFoWLEr’s 
general specifications relate exclusively to steel roofs and 
buildings. 


Most of the specifications for railroad and highway bridges 
contain an appendix consisting of tables of maximum moments 
and shears, coefficients of impact, equivalent uniform : loads, 
permissible unit stresses for columns, and other useful data. 

The 1902 specifications of the New York Central and Hudson 
River Railroad contained plates showing standard details for 
beam, plate girder, and riveted truss bridges. Those relating to 
plate girders are reproduced in Figs. 43, 44, 46, and 56, and 
those for riveted bridges are given on Plate VII. 


The following references contain important discussions of 
bridge specifications : 
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Working Stresses for Railroad Bridges. Editorial. Railroad 
Gazette, vol. 30, page 797, Nov. 4, 1808. 


The Launhardt Formula, and Railroad Bridge Specifications. 
By Henry B. SEAMAN. Transactions American Society of Civil 
Engineers, vol. 41, page 140, June, 1899. 

The Determination of the Safe Working Stress for Railway 
Bridges of Wrought Iron and Steel. By E. Hersert STone. 
Trans. Am. Soc. C. E., vol. 41, page 467, June, 1899. 


Proposed Specifications for Steel Railway Bridges. By 
J. W. Scuaus. Journal Western Society of Engineers, vol. 5, 
page 347, Oct., 1900. , 

Notes on Specifications for Bridge and Structural Steel. By 
P.S. Hitpretu. Railroad Gazette, vol. 33, p. 517, July 19, 1901. 


Highway Bridge Design and Construction. Editorial. En- 
gineering Record, vol. 44, page 217, Sept. 7, 1901. 


On Specifications for the Strength of Iron Bridges. By 
JoserH M. Witson. Trans. Am. Soc. C. E., vol. 15, page 389, 
June, 1886. Although the specifications given in this paper 
have been superseded by later ones, the discussion still contains 
much useful material for the student. 


The following articles also contain the results of tests and 
discussions relating to safe unit stresses: 

What is the Life of an Iron Railroad Bridge? By J. E. 
GREINER, Trans. Am. Soc. C. E., vol. 34, page 294, Oct., 1895. 

The Condition of Steel in Bridge Pins. By A. C. Cunninc- 
HAM, Trans. Am. Soc. C. E., vol. 36, page 91, Dec., 1896. 

The following reference gives the revised specifications for 
structural steel adopted by the American Section of the Inter- 
national Association of Testing Materials: Proposed Standard 
Specifications for Steel for Bridges, Ships, Forgings, etc. En- 
gineering News, vol. 46, page I1, July 4, 1901. 
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ArT. 31. Live Loaps ror HicHway BRIDGEs. 


The specifications referred to in Art. 30 give the loads to be 
used in designing bridge structures which shall have sufficient 
strength under the various conditions indicated. Such loads, 
of course, are supposed to closely represent the maximum 
weights to which the structure is liable. 

The extensive use of road rollers, traction engines, electric 
cars, and other vehicles carrying heavy loads, requires the speci- 
fication of concentrated loads in designing highway bridges in 
addition to the uniformly distributed loads, which are supposed 
to represent the weight of a crowd of people. 


According to the specifications of the American Bridge Com- 
pany, highway bridges are divided into six classes, viz. : 


Class A. — For city traffic. 

Class B.— For suburban or interurban traffic with heavy 
electric cars. 

Class C.— For country roads with light electric cars or heavy 
highway traffic. 

Class D.— For country roads with ordinary highway traffic. 

Class E 1.— For heavy electric street railways only. 


Class E 2.— For light electric street railways only. 


In designing the floor and its supports, a’ concentrated live 
load on two axles, 10 feet between centers, of 5 feet gauge, and 
assumed to occupy a width of 12 feet, is to be placed on each 
street car track, this load being 24 tons for classes A and 
B, and 18 tons for class C; or a concentrated load having the 
same distribution, width and gauge, is to be placed on any part of 
the roadway, the load being 24 tons for class A, and 12 tons for 
classes B and C. Upon the remaining portion of the floor, 
including sidewalks, there is to be placed a uniformly distrib- 
uted load of 100 pounds per square foot for classes A, B, and C. 
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For the floor and its supports of class D, the load shall be either 
a concentrated load of 6 tons distributed as for the other classes, 
or 80 pounds per square foot of total floor surface. 

In designing the trusses for spans up to 100 feet, the live 
load per linear foot of car track and assumed to occupy a width 
of 12 feet, is to be 1800 pounds for classes A and B, and 1200 
pounds for class C, while that upon the remaining floor surface 
is to be 100 pounds per square foot for class A, and 80 pounds 
per square foot for classes B and C. For spans of 200 feet or 
more the load per linear foot of track is 1200 pounds for classes 
A and B, and 1000 pounds for class C, while the load on the 
remaining floor surface is 80 pounds per square foot for class A, 
and 60 pounds per square foot for classes Band C. For the 
trusses of class D the live load is 80 pounds per square foot of 
total floor surface for spans up to 75 feet, and 55 pounds for 
spans of 200 feet and over. For intermediate spans the loads 
are in all cases to be reduced proportionally from the higher to 
the lower values. 

The bridges of class E 1 are designed for those loads which 
relate to the car tracks only in class A or B, while the bridges 
of class E 2 are designed for the corresponding loads in class C. 

This classification of highway bridges and the corresponding 
live loads are substantially the same as those in CoOPER’S speci- 
fications, which were published a few months before. 

The loads specified by WappeExt differ considerably from 
the above. The concentrated loads are distributed to three 
wheels in the case of the road roller, and to four wheels in the 
other cases. The weights and spacing of wheels are given for 
several classes of electric cars, together with the equivalent uni- 
form loads. The uniformly distributed load is determined by 
means of a diagram, the length of the load on the span being 
considered, which causes the maximum stress in any given mem- 
ber of the truss or floor. In the case of bridges with exterior 
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sidewalks it is also stated what portion of the roadway and side- 
walks shall be loaded for finding the stresses in the trusses and 
the floor beams. 


Art. 32, Live Loaps For RAILROAD BRIDGES. 


The General Specifications for Steel Railway Bridges of the 
American Railway Engineering Association, which are gradu- 
ally replacing the specifications formerly adopted by individual 
railroad systems, give a live load, for each track, of two typical 
consolidation locomotives followed by a uniform load, according 
to CoopER’s series. The loads and spacing for CoopEr’s class 
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E 50 are shown in Fig. 26. The spacing is the same for all 
classes, and the loads on the axles, expressed in pounds, are 
arranged so that the corresponding loads of any two classes 
have the same ratio as their class numbers. For example, the 
loads of class E 60 are six-fifths of those of class E50. Any 
stresses, bending moments, or shears, due to these loadings are 
therefore proportional to their class numbers. 


The same specifications give alternative loads on two axles, 
seven feet apart, to represent the heavier drivers of passenger 
locomotives, and are to be used when they cause greater stresses 
than the loads on the driver axles of the typical consolidation 
locomotive. This will occur in beam bridges of very short span 
and in the floor system and sub-verticals of truss bridges whose 
panels are unusually short. Each of the alternative loads is 25 
percent heavier than the corresponding axle. load on drivers. 
In CooPEr’s specifications of 1906, however, the alternative loads 
are given as 50000 pounds on each of the two axles, six feet 
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apart, for class E 40 or less, and 60000 pounds each for all 
classes above E 4o. 

WADDELL’s compromise standard, class Q, is shown in Fig. 27. 
The other classes are designated as R, S, T, etc., the spacing 
remaining the same. The axle loads for each class are derived 
from those of the preceding class by subtracting the constant 
8 
S 
bh 


: 4800 lbs. 


1 


difference of 1000 pounds for the pilot axle and each tender 
axle, 3000 pounds for each driving axle, and 200 pounds for the 
uniform load per linear foot. The alternative loads for class Q 
are 58 ooo pounds each on two axles only, seven feet apart, and 
2000 pounds are subtracted from each load for each succeeding 
class in the series. 

The locomotive loads adopted for designing bridges in the 
United States from 1886 to 1903, together with an estimate of 
what increase, if any, may be expected in the future, were given 
in a paper on ‘Live Loads for Railroad Bridges,’ presented at 
the International Engineering Congress at St. Louis, in Octo- 
ber, 1904,-by Henry W. Hopes, and published in the Trans- 
actions of the American Society of Civil Engineers, 1905, vol. 
54, part A, page 79. The paper is followed by discussions on 
pages 87 to 109, which include diagrams of bending moments, 
shears, and equivalent uniform loads, for a number of different 
loadings, and for spans up to 200 feet. See also various refer- 
ences relating to this subject given in Part I, Art. 4o. 

With the aid of such diagrams of moments and shears, each 
type of locomotive in use on a railroad system may be evaluated 
in terms of CoopeEr’s series, and the live load capacity of every 
bridge may be expressed in similar terms. 
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ArT. 33. RIVET PROPORTIONS. 


The rivet proportions given in the following table are the 
Pencoyd standard adopted by the American Bridge Company. 
For finished or button heads the diameter equals 14 times the 
diameter of the shank »lus one-eighth of an inch, and the height 
equals 0.425 times the diameter of the head. For countersunk 


SIzE. FinisHEp HEAD ’ COUNTERSUNK. 
Diameter. Height. Diameter. Radius. Depth. Diameter. 
11 oh 3 19 
3 $e 16 16 16 32 
3 ” 9 1 25 
z 3 s 16 4 32 
5 29 1 43 ane 
s 6a It6 64 16 
at 1 51 3 3 
ns 32 Ig 64 3 Irs 
7 39. alge 59 oe. 3 
s 64 lis 64 16 Iz 
11 5 1 1 9 
I 16 Iz Igy z Izt¢ 


(All dimensions are in inches.) 


rivets the depth of head equals one-half of the diameter of the 
shank, the bevel of the head being 60 degrees. Since the finished 
head of a rivet is not quite a hemisphere, the diameter of its base 
is a little less than twice the radius of its spherical surface. 


According to the Cambria standard, the height of the finished 
head equals six-tenths of the diameter of the shank, while the 
radius of the head equals three-fourths of the diameter of the 
shank plus one-sixteenth of aninch. The diameter of the counter- 
sunk head is made the same as that of the button head. This 
standard also recommends that in figuring clearances for rivet 
heads, a height of 8 inch should be allowed for #-inch rivets, and 
of # inch for Linch rivets. 


The clearance between any rivet head and an adjacent surface 
or projection must allow room for the riveting tool, —at least 3- 
inch clearance is required. For a (inch rivet the distance from 
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the center of the rivet to the back of an adjacent angle should 
not be less than 1} inches, while for a #-inch rivet it should not 
be less than 14 inches. The minimum distance between the 
center of a rivet in one leg of an angle and the projection of a 
rivet head located on the other leg is 1} inches. This clearance 
determines the minimum stagger. 


When stiffeners are crimped over the flange angles, the distance 
from the edge of the flange angle to the next rivet in the stiffener 
should be 14 inches plus twice the thickness of the flange angle, 
but never less than 2 inches. The distance from the center of a 
rivet to the edge of a plate should not be less than 14 diameters; 
and whenever practicable, it should be at least 2 diameters, and 
it should not exceed 8 times the thickness of the plate. 


The maximum pitch of rivets in the direction of the stress 
should not exceed 6 inches nor 16 times the thickness of the 
thinnest outside plate, and the minimum pitch should not be less 
than 3 diameters of the rivet. Additional requirements relating 
to the pitch and location of rivets will be given in connection 
with the designs in the following chapters. Rivets should not 
be countersunk in plates whose thickness is less than the depth 
of the countersunk head, and it is preferable that the plate 
should have some bearing in the shank of the rivet. 


The rivets chiefly used in bridge work are { inch in diameter, 
but #inch and 3-inch rivets are employed in lacing or in other 
minor details. In some very heavy work rivets 1 inch in di- 
ameter are being used. Rivet tests show that the grip length 
should not exceed 5 diameters for machine-driven rivets. See 
Engineering News, vol. 24, page 500, December 6, 1890. 


ArT. 34. RiveT SPACING IN ANGLES. 


The following table gives the standard spacing adopted by 
the American Bridge Company, together with the maximum 
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diameters of the rivets to be used. As shown in Fig. 28, 
represents the length of the angle leg, @ the distance from the 
corner to the pitch line of a single row of rivets, this distance 
being known as_ the 
gage, 6 the correspond- 
ing distance to the first 
row for double riveting, 
and ¢ the distance be- 
tween the pitch lines of the two rows. Two values of 4 and 
c are given for the 6-inch angle, the first being used when the 


thickness of the angle does not exceed # inch. 


LENGTH OF SPACING Maximum 
ANGLE LEG) LD LAO ED es 
v4 a b c River. 
8 4s 3 3 t 
7 4 2h 3 q 
2 2 
co) aa | ee ee 
24 24 
5 3 2 1 } 
4 2 ; 
3 2 $ 
3 1} $ 
2% 13 = 
2} 1 $ 
2h I} $ 
2 I} 3 


(All dimensions are in inches.) 


In several references to this article in succeeding chapters 
the statement is made that the 31-inch angles are the smallest 
in which {-inch rivets may be used. The designs given in those 
chapters were made before the revised standards were received, 


and are in accordance with the former Pencoyd standard in 
this respect. 
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ArT. 35. Pin PLATE AND RIVET DrAGRAM. 


The diagram in Fig. 29 is constructed for the unit stresses 
and diameters of rivets there given. The diameters of the pins 
are laid off as abscissas, and the bearing values for the pins as 
ordinates, the linear bearing on the pins being marked on the 
lines radiating from the lower left-hand corner. The allowable 
stress for an 8-inch pin with a bearing of 1% inches is seen to be 
180 000 pounds by following the ordinate for a diameter of 8 
inches until it meets the radial line marked 1{ inches, and read- 
ing off its value from the scale at the right. 


The number of {inch rivets in single shear is laid off at the 
top of the diagram, so that by following down any ordinate 
until the diagonal line (separating the two systems of horizontal 
and vertical ruling) is reached, the allowable shearing stress of 
the corresponding number of rivets may be read off by the 
scale on the right. Thus, the shearing value of 22 rivets is 
found to be 99 000 pounds. It may be added that the diagram 
as here printed is considerably reduced from the original size, 
on which more precise readings could be made. Usually, how- 
ever, it is not necessary to read closer than 1000 pounds. On 
the left side the number of {-inch rivets in bearing is laid off to 
such a scale that by following any horizontal line until it inter- 
sects a line radiating from the upper left-hand corner on which 
the thickness of plates, or the linear bearing of the rivets, is 
marked, the equivalent number of rivets in shear may be read 
off on the scale at the top. For instance, the bearing stress of 
12 rivets in a }-inch plate is very nearly equal to the stress of 
14 rivets in single shear. 

By combining the two preceding operations the value of the 
bearing stress of 12 rivets in a 4-inch plate may be obtained by 
following down from the point of intersection to the diagonal 
line, and then reading the stress on the scale at the right, the 
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PIN-PLATE AND RIVET DIAGRAM. 


Unit stresses : Z-inch rivets : 
Bearing of pin, 12 coo lbs. per square inch. Single shear, 4510 lbs. 
Bearing of rivets, 12 000 lbs. per square inch. g-inch bearing, 3940 Ibs. 
Shear of rivets, 7500 lbs. per square inch. zs-inch bearing, 4590 lbs 


Number of $" Rivets in Single Shear. 
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Diameter of Pins in Inches. 
Fig. 29. 
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value being 63000 pounds. Furthermore, all of the preceding 
operations may be combined. For example, the bearing value 
of a 6-inch pin with a bearing of 1} inches equals the shearing 
value of 20 rivets or the bearing value of 23 rivets in a 3-inch 
plate. The upper radiating lines go beyond the diagonal in 
order to extend the limits of the diagram. 
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Full lines show that they are visible, while invisible lines 
are represented by a series of dashes of equal length. In 
order to distinguish between invisible lines of the structure or 
object and the projecting lines it is desirable to use dashes 
about $ inch long for the former and about one-third as long 
for the latter. The appearance of a drawing is materially 
improved by making the spaces between the dashes uniform. 
In general these spaces should measure about 4, inch or a little 
less than the smaller dashes. If the spaces are longer than 
the dashes, a line loses its apparent continuity if it is placed 
close to other lines of a similar character. 

Feet are indicated by a prime (’), and inches by seconds ('’), 
and these are usually placed on dimension lines having arrow 
points at the ends. These lines should be of two kinds: first, 
those marking the points, lines, or sections between which the 
measurement is to be recorded; and second, those drawn at 
right angles to the preceding lines, with an arrow at each end 
and the dimension marked at the middle. The former should 
have the same form as projecting lines, while the latter may 
either be the same or may be distinguished from both project- 
ing lines and invisible lines of the structure by using very short 
dashes or elongated dots and spaces nearly or quite 4 inch long. 
In constructing these lines the pen should be’ opened about 
twice as far as for the ordinary lines constituting the greater 
part of the drawing. 
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Center lines of plans, elevations or sections, or lines marking 
the position of sections whose forms are shown elsewhere, are 
appropriately indicated by the usual convention for traces of 
auxiliary planes, consisting of very long dashes, say % inch, 
with two dots between them. Center lines of members or rivet 
lines are indicated either by very light full lines in black or by 
red lines of ordinary weight. The red lines on tracing cloth 
usually give faint lines on the blue print which may be readily 
seen. The sizes of dashes and spaces given above are those 
suitable for bridge drawings whose scale ranges from 4 to I 
inch to the foot, and should be modified accordingly for scales 
beyond these limits. 


When drawings are to be shaded by making some of the 
lines heavier than others, the following simple rule decides 
which lines are thus to be distinguished, plans being treated 
the same as if they were elevations: If a line separates two 
surfaces and there is an offset perpendicular to, and toward, the 
plane of projection in passing from the left-hand or upper sur- 
face to the right-hand or lower surface, the line (marking the 
offset) should be shaded. -If the offset is in the opposite direc- 
tion, that is, if the former surface is nearer the plane of pro- 
jection (or farther from the observer) than the latter, the line is 
not to be shaded. When the offset is not perpendicular, as in 
the case of a beveled or chamfered edge, the form is usually 
indicated by the presence of diagonals or curves at the ends 
of the chamfer. If the line marks a rounded edge, its weight 
should be increased but slightly. Shading adds very materially 
to the realistic effect of a drawing and enables workmen not 
trained to the use of drawings to interpret them more readily. 


On account of the extra labor involved, shading is frequently 
omitted on shop drawings. 


Clearness in detail drawings often demands that cylindrical, 
conical, spherical, or other curved surfaces should be covered 
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with shade lines spaced in accordance with the principles of 
shades and shadows in descriptive geometry. 


Cross-sections are usually ruled with parallel lines, drawn 
light and full, as shown in Fig. 53, Art. 44. Sometimes a 
standard of section lining is adopted for different materials 
such as those shown in Fig. 12, Art. 17. The method fre- 
quently adopted where it is necessary to make the distinction 
is to mark those parts composed of any material other than that 
which constitutes the bulk of the structure by placing the name 
of the material either on or adjacent to them. When the sec- 
tion is so small that ruling will not appear to be suitable, the 
section is filled up solid. In order that adjacent sections so 
represented may appear distinct in form, a small space is left 
between them, although the shapes are really in perfect contact. 


In order to give proper directions for the riveting, conven- 
tional signs are employed on the drawing. Two systems are 
in general use, one being known as OssBorn’s code and pub- 
lished in Ossporn’s Tables of Moments of Inertia as well as 
in nearly all of the handbooks, while the other is the Pencoyd 
system, which is given in the Pencoyd handbook and in the 
American Bridge Company’s Standards for Structural Details. 
The former system of conventional signs with slight modifica- 
tions was adopted as recommended practice by the American 
Railway Engineering Association in IgIo. 

Where the sign of a rivet head is surrounded by a broken 
circle of larger diameter, it represents the insertion of a washer 
to maintain uniform spacing between two angles acting together 
as a strut or tie. When the terms angles, channels, I-beams, 
etc., are not marked on the drawing, symbols are used having 
the form of the section. For additional information regarding 
shop drawings, see Art. 17 and Chap. X. aie 
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CHAR TE Re Mai; 
DETAILS OF PLATE-GIRDER BRIDGES. 
ART. 37. GENERAL ARRANGEMENT. 


The simplest form of a plate girder is composed of a vertical 
web plate to whose top and bottom are riveted horizontal pairs. 
of angles, and to whose ends vertical angles are attached which 
serve to transmit the load to the supports. As the ratio of 
the depth of the web to its thickness increases, it becomes. 
necessary to stiffen the web by fastening additional vertical 
angles at intervals along the span, these being also arranged in 
pairs on opposite sides of the plate. (See Fig. 30.) As the 
span increases, two or more web plates must be used and 
spliced end to end, while for long spans the flanges also require 
splicing. 

For short spans one end of the girder is permitted to slide 
upon the support, a bearing or base plate being riveted to 
the bottom of the girder, and a bed plate bolted to the masonry 
or other support. When the span exceeds about 75 feet, it is 
desirable to make better provision for the expansion and 
contraction due to changes in temperature by introducing 
rollers between the bearing and bed plates, while for spans. 
which are but slightly, if any, longer hinged bolsters are used 
in order to avoid the unequal pressure upon the rollers due 
to the deflection of the girder. At the same time the com- 
position of the flanges and of other details is changed so as. 
to provide for the increased stresses caused by greater loads. 
and spans. (See Plate I, Art. 69.) 
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A plate girder bridge consists of two or more girders con- 
nected together by one or two systems of lateral bracing, and by 
transverse bracing which comprises two or more cross-frames. 
In a deck bridge the railroad track or highway flooring rests 
directly upon the tops of the girders, while in a through bridge 
the floor is attached to the web plates. In one type of the 
through bridge, transverse girders, or floor beams are connected 
by gusset plates to the stiffener angles of the main girders 
to which, in turn, are attached the longitudinal beams or 
stringers that carry the cross-ties or the planking or floor plates. 
In another type of construction the transverse beams consist of 
rolled or buiJt-up shapes that either form a solid or continuous 
floor, or they are placed so close together as to obviate the use 
of the stringers. As through plate-girder bridges can have 
only a lower lateral system, the upper flanges of the girders 
which are subject to compression must be held in line by means 
of bracing composed of the floor beams and their angle and 
gusset plate connections, which are extended up to those flanges 
for this purpose. When solid floors are employed, a similar 
arrangement is necessary at corresponding intervals (Art. 45). 


ART. 38. THICKNESS OF WEB PLATES. 


Experience shows the importance of specifying that the 
thickness of web plates in railroad bridges shall not be less than 
three-eighths of an inch, while those in highway bridges and 
buildings shall not be less than five-sixteenths of an inch. It 
would be better if three-eighths of an inch were also made the 
minimum thickness for important highway bridges. In girders 
carrying heavy loads the magnitude of the vertical shear will 
frequently require a greater thickness than the minimum value. 

Usually the thickness of the web is made the same through- 
out, as it simplifies the shopwork, the excess of material being 
offset by the saving in labor. In special cases, however, it may 
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be necessary to use such a thick web at the ends that it will be 
economical to vary the thickness either once or twice in the 
half span. When this is done, filler plates must be placed 
between the web and the angles on one or on both sides of the 
flanges, so as to maintain a constant distance between the backs 
of the flange angles. An illustration of this may be found in 
the Engineering Record, vol. 43, page 102, Feb. 2, 1901. 
The web thicknesses of the middle girder are 1’, §’’, and 3”, 
respectively, and two fillers ;3,/’ thick are used under the flange 
angles along the 3'’ web, while those along the 2!’ web are +," 
thick. The outer girders of the same bridge have web plates 
4’ and 3” in thickness, and one filler plate +’ thick is used 
under the outer flange angles only. 


In the design of plate girders the use of somewhat thicker 
web plates than is customary should be encouraged because 
inspectors with extended experience report that they find that 
the web always gives out first, even in cases where the flanges 
-are thinner. This may be done by specifying that a part of the 
web section shall be taken as flange area in accordance with the 
theory of flexure. A thin web gets out of shape more readily 
in handling, deteriorates more rapidly after it begins to rust, 
and is more easily injured in case of accident. 


Sometimes, instead of changing its thickness, the web plate is 
reinforced near the ends by riveting a plate on each side of it 
between the upper and lower flange angles. 


ART. 39. COMPOSITION OF FLANGES. 


The simplest flange of a plate girder is shown in Fig. 31 and 
consists of a pair of angles riveted to the web plate with their 
backs projecting slightly beyond it, so that if the edge of the 
plate is not perfectly straight, there may be no interference with 
anything resting upon or attached to the flange. 
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When additional flange area is required, one or more cover 
plates are usually riveted to the horizontal legs of the angles as 
shown in Fig. 32. The number of cover plates should generally 
be limited so as not to require rivets longer than five times their 
diameter in order that they may entirely fill the holes when 
driven. As the stress in the covers must be transmitted indi- 
rectly from the web through the angles, it is desirable to use 
angles whose sectional area shall be equal to or greater than 
that of the cover plates, and if this is not possible, the largest 
angles obtainable should be used. Since the bending moment 
in the girder requires cover plates of different lengths which in 
turn necessitates notching the cross-ties unequally for deck 
girders of railroad bridges, the flange has occasionally been 
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modified by making the outer plate narrower than the rest and 
extending it from end to end of the girder with filler plates 
placed under it beyond the shorter cover plates. See Fig. 33 
and Engineering Record, vol. 44, page 6, July 6, 1901. In Fig, 
34 the same object is secured by means of two small angles, the 
ties being notched over the vertical legs of the angles. The 
section of the flange at the end of the girder is shown in Fig. 38. 
With both of these forms of flange the load is brought nearer to 
the center of the flange. The cross-ties are all alike, and this is 
a convenience in the removal of ties or in bunching them to 
secure access below the floor for repairs. The rivets are 
countersunk so as to avoid interference with the bearing of 
the cross-ties. 
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Fig. 35 gives a section used by the Chicago, Milwaukee, and 
St. Paul Railway in the plate-girder bridges carrying its elevated 
tracks in Chicago. The top pair of angles extends from end to 
end, while the lowest pair is \the shortest. This flange also 
secures an even bearing for the track ties without the necessity 
of boring holes for rivet heads, as is the case generally when 
cover plates are used, the cross-ties being held in place laterally 
by notching over the projection of the web plate which extends 
2'' or # above the flange angles. The bottom flange has 
2 angles 6!’ x 6!’ x 3", and 2 cover plates 14 x 8'". In another 
girder of larger span the top angles of the upper flange are 
increased to 8 x 8’ x3", thereby securing three rows. of 
rivets to connect the flange angles to the web. 


Another method of reducing somewhat the total thickness of 
cover plates is to insert a vertical plate between each flange 
angle and the web as illustrated in Fig. 36. This arrangement 
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has the advantage of permitting three or four rows of rivets to 
transmit the increments of flange stress from the web to the 
flanges. The vertical plates are usually made about twice as 
wide as the angles. Probably the largest flanges of this form 
which have been constructed are those in the Maiden Lane 
bridge at Albany, described in Engineering Record, vol. 40, 
page 474, Oct. 21, 1899. The angles are 8” x 8!’ x 1’, and the 
vertical plates 16!’ x $", while the cover plates are 27’’ wide, 
three being 1 thick and the other 42” thick. 
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The type of flange which has been used in the heaviest plate 
girder probably ever built, and in some other girders of very 
long span, is illustrated in Fig. 41, Art. 41. It consists of 4 
angles, with one or more pairs of vertical plates on the faces of 
the angles, together with a number of cover plates. In the 103- 
ton plate girder, which is the middle one in a four-track through 
bridge on the New York Central and Hudson River Railroad 
over the Clyde River east of Lyons, N. Y., each flange consists. 
of 2 angles 8" x 8" x 1", 2 angles 6 x 6!’ x 1”, 6 side plates. 
124” x 3!', only two of which extend the full length, and 10 
cover plates, one of which extends the full length of the girder, 
7 plates being 24" x §’’, and 3 plates 24” x4". The flanges 
of the outside girders have 2 angles 8 x 8” x #"’, 2 angles 
6" x 6!' x 2", 2 side plates 13’’ x 4”, full length, and 5 cover 
plates, two being 24” x $’’, and 3 plates 24!’ x 4". This bridge 
is described and illustrated in the Engineering Record, vol. 43, 
page 102, Feb. 2, 1901. 

Another girder on the Erie Railroad, whose span is 125! 23", 
has an upper flange of 4 angles 8" x 6" x 8", and 4 cover plates. 
18’ x =%'", no vertical plates being used. The long legs of the 
angles are horizontal. See Fig. 41, or Engineering Record, 
vol. 41, page 565, June 16, 1900. 

A modification of this type in which the side plates are 
included, but the cover plates omitted, is given in ScHAuB’s 
specifications. The web plate is to project 4 inch above the 
angles to engage the notches in the railroad track ties. An 
interesting example of upper flanges without cover plates is 
given in the Boone Viaduct. See Fig. 37, and Engineering 
News, vol. 46, page 117, Aug. 22, 1901. 

The flanges shown in Figs. 37 and 41 have another advantage 
in permitting the lateral system to be attached to one of the 
lower angles, and thus avoiding the trouble from loose rivets in 
the bracing caused by the deflection of the cross-ties. 
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Dapping or notching the cross-ties over the cover plates or 
angles weakens them when the girders are spaced farther apart 
than the track rails. In those flanges where the cross-tie is 
notched over the projecting web, or the short vertical legs of 
bearing angles, as in Fig. 34, the cross-tie takes its bearing out- 
side of the narrow notch, thus preserving its full strength. 
Less labor is also required in this case, as it is not necessary to 
bring the top of the notch to an even surface. 


ART. 40. WEB STIFFENERS. 


As pointed out in Art. 57, the theory of the distribution of 
stresses in the webs of plate girders and of the functions of 
intermediate web stiffeners is in an unsatisfactory state, and as a 
natural result the practice in the use of stiffeners varies consid- 
erably. An examination of the drawings of a large number of 
plate-girder railroad bridges of recent design indicates that for 
intermediate stiffeners, 34/’ x 33’’ x 2’ angles are mostly used 
for spans below 50 feet, 5’" x 34" x 3” angles for spans from 50 
to 100 feet, and 6’ x 4’ x 3’ angles for spans above 100 feet. 
Thicknesses of ;%,/’ or $/’ are employed in very few cases. In 
general the stiffeners for highway girders and buildings are 
somewhat lighter. 


The end stiffeners usually consist of four angles for ordinary 
spans, one pair being placed at each end of the shoe or bearing 
plate, while for long spans two additional pairs of angles are 
placed midway between them, as shown in Figs. 43, 46, 48, and 
49, Arts. 43 and 44. 


Fillers are always employed under the end angles, so that the 
latter may be riveted on straight, as shown on the right of Fig. 
38. Intermediate stiffeners are sometimes crimped over the 
flange angles, as indicated on the left side of the same figure, 
while in other cases fillers are used. When stiffeners connect 
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to cross-frames, it is preferable to use fillers. Some engineers 
prefer to limit crimping to about 4 inch, using fillers only for 
the excess thickness of the flange angles. When vertical side 
plates are used in the flanges, fillers of the same thickness are 
inserted between the upper and lower side plates, while the 
stiffeners are crimped over the flange angles. 


For a novel arrangement of end stiffeners and fillers in 
which the angles form a continuation of the upper flange 
angles without reduction of thickness, see Railroad Gazette, 
vol. 28, page 769, Nov. 6, 1896, and the inset of Engineering 
News for Aug. 20, 1896. In the former case the intermediate 
stiffeners, which are about 7 feet apart, do not extend over the 
upper flange angles. 


ART. 41. WEB SPLICES. 


The processes of manufacture and the available equipment 
necessarily impose limitations to the size and weight of web 
plates, so that large plate girders require a number of web 
splices. The simplest form of splice shown in Figs. 46 and 
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49, Art. 44, consists of plates whose length equals the clear 
distance between the flange angles, and which are riveted to 
each of the two web plates by two or more rows of rivets. 
A pair of stiffener angles is generally attached to the splice. 


ART. 4I. WEB SPLICES. LP3 


A more efficient splice is that designed in Art. 56 (see Fig. 
68). The two flats riveted to the vertical legs of the flange 
angles not only splice the part of the web not reached directly 
by the other plates, but add considerably to the strength of the 
whole splice, since the value of any rivet in resisting the bend- 
ing moment at the joint is proportional to the square of its 
distance from the neutral surface. A rivet at the neutral sur- ; 
face can resist shear, but no bending moment. Such a splice 
is used on the girders of the New Kinzua Viaduct described 
in Engineering Record, vol. 42, page 510, Dec. 1, 1900. If 
additional strength be required, the flats over the flange angles 
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may be widened so as to engage one or two extra rows of rivets, 
filler plates of the same thickness as the flange angles being 
placed between them and the web. See Fig. 39 and also Engi- 
neering News, vol. 30, page 140, Aug. 17, 1893. Fig. 40 shows 
the web splice in a very heavy girder whose flanges contain 
side plates. 


Longitudinal splice plates for the web are well adapted to 
the case where the flange has four angles, as in Fig. 37, Art. 39. 
The splice illustrated in Fig. 41 is the one used on the plate 
girder of 125’ 24" span referred to in Art. 39. 


On the Duquesne approach of the Monongahela River bridge 
at Rankin, Pa., the splices of some girders, whose span is about 
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118 feet, were made by placing the longitudinal plates along- 
side of the vertical flange plates, the vertical splice plates being 
put between these. The use of vertical flange plates requires 
either the arrangement just mentioned, thereby reducing the 
relative effectiveness of the splices, or the use of many fillers 
to move the longitudinal splice plates farther from the neutral 
surface of the girder. The total thickness of fillers may be 
reduced by crimping the stiffeners over the longitudinal splice 
plates. 


It is customary to place a pair of stiffeners at each web splice, 
but in the girders last mentioned most of the splices are 
located in the spaces between the stiffeners. 


ART. 42. FLANGE SPLICES. 


For spans of plate girders less than 60 feet, it is possible 
to avoid splices in the flanges, as angles and cover plates 
extending the full length required may be readily obtained. 
It is frequently economical to pay the additional price that 
may be asked for extra lengths of such material in order 
to avoid splices.altogether, or to reduce their number to a mini- 
mum. No two pieces of either the web or the flange should 
be spliced within a certain distance of each other, that distance 
being such as to enable one cut to be fully spliced before the 
next one is reached. 


When each flange consists of only two angles and cover 
plates, it is customary to splice the outside angle on the left 
of some web splice, and the inside angle on the right of the 
web splice in one of the flanges, and to reverse this arrange- 
ment in the other flange. The flange angles are usually spliced 
by means of cover angles whose roots are rounded to fit the 
fillets of the other angles. The most convenient arrangement 
for the cover splices is to place them so that in each case the 
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outer cover near the splice may be extended a sufficient dis- 
tance to form the splice plate. 


Fig. 42 shows the splice of a flange with an exceedingly 
heavy section. On account of the necessity of shipping this 
girder in three pieces, the entire 
flange splice had to be confined 


to a comparatively short length. 
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2 side plates, and 6 cover plates, besides the ends of the remain- 
ing 4 cover plates, some of which are extended so as to act as 
splice plates. The composition of this flange of a 103-ton 
girder was given in Art. 39. 


In Fig. 72, Art. 61, and on Plate I, details are shown in 
which both a cover angle and a flat placed on the opposite 
side are used to splice one of the flange angles. 


ART. 43. LATERAL AND TRANSVERSE BRACING. 


The upper and lower flanges of deck plate girders are held 
in line by means of a series of braces, each one being composed 
of one or two angles, which together with the flanges form 
horizontal trusses, known as the upper and lower lateral sys- 
tems respectively. These systems are most frequently of the 
Warren type, the panel points of the upper system being 
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directly above points which are midway between the panel 
points of the lower system. Transverse or sway bracing is 
placed at the ends of the girders and at intervals between. 
These cross-frames usually consist of two horizontal struts and 
two diagonals, which together with a stiffener on each girder 
form a rigid rectangular panel. (See Fig. 44.) Similar hori- 
zontal struts are often inserted at other points between the 
cross-frames. The end cross-frames sometimes have diagonals 
composed of channels instead of angles, while in exceptional 
cases a solid web plate has been employed. The lower hori- 
zontal strut is occasionally omitted in intermediate frames. 


In double-track deck bridges the inner girders supporting 
each track are connected by struts of single or double angles 
to keep them at a fixed distance apart, no diagonals being 
employed. These are also shown in Fig. 44. The object of 
the }’ fillers inserted between the lateral connecting plates 
and the flanges is to secure more clearance between the lateral 
_ braces and the cross-ties. 

Fig. 45 gives a view of two adjacent deck plate-girder bridges 
on the Baltimore and Ohio Railroad, taken before the track was 
put in place on one of them. This shows the general character 
of the upper lateral system and the cross-frames as well as 
the form of their connections to the girders. 

In double-track through bridges both tracks are generally 
supported between two girders, and the lateral system is then 
preferably made of the rectangular type, two sets of diagonals 

‘being inserted between each pair of floor beams, the latter act- 
ing as the struts of the system. The same arrangement is 
used for single-track through girder bridges, the laterals being 
riveted to the stringers in both of these cases so as to transfer 
directly to the girders any stresses due to the braking of trains, 
or to other longitudinal forces, which might otherwise cause 
the floor beams to bend horizontally. 


LATERAL AND TRANSVERSE BRACING. 7) 
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The gusset plates, used as transverse bracing for the upper 
flanges of through plate girders will be described in Art. 45, 


Fig. 45. 


since in the best construction these gusset plates form an inte- 
gral part of the floor system. 


ART. 44. EXPANSION BEARINGS. 


For short spans a base plate is riveted under the bottom 
flange at each end of the girder; this rests upon a bed plate 
that distributes the pressure to the masonry. At one end the 
anchor bolts hold the base plate rigidly in position, while at the 
other end the holes are slotted so as to permit the base plate to 
slide longitudinally on the bed plate under the influence of 
temperature changes and deflection. 


When the span exceeds about 75 feet, friction rollers are 
introduced, and in order to insure a uniform distribution of 
pressure, the best practice requires at the same time the use of 
a pin bearing, the rollers being placed between the pedestal and 
the bed plate. One standard form of this bearing is shown in 
Fig. 46. In both shoe and pedestal, three webs composed of 
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vertical plates are connected to the horizontal bearing plate by 
means of angles. The rollers are kept at the proper clearance 
by two side bars which engage tap bolts in the ends of the 
rollers. Three tie rods hold the side bars from separating. 
Angle irons are placed around the nest of rollers to form 
a dust guard, those on the sides also acting as guides to pre- 
vent lateral motion of the girder. WAbDDELL specifies that the 
rollers are to be inclosed in dust-proof boxes filled with oil of 
, a given quality. 

At the fixed end a cast-iron base 
is used whose height equals that of 
the rollers and bed combined so as 


a eee 


to make the height of masonry the 


same at both ends of the span. 
One form of such a base is given 
in Fig. 47. 

The complete detail drawings of 
a similar bearing designed for a 
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span of 100 feet are given on the 
insets of Engineering News for July 8 and 15, 1897. The 
webs are stiffened by inclined diaphragms on both sides, 
the rollers are relatively larger, and the dust guard is differ- 
ently arranged, the side bars being replaced by angles. The 
details of another bearing are shown in Railroad Gazette, vol. 
27, page 771, Nov. 22, 1895. In this case there are only two 
webs, each one connected to the bearing plate with two angles. 
The webs are joined by a central vertical diaphragm which 
is arranged to take continuous bearing on the pin. The rollers 
move on flats riveted to the bed plate, the grooves between 
which gather the dust that may pass the guards and facilitate 
its subsequent removal. The rollers are grooved in the middle 
and engage a flat riveted to the base plate of the pedestal as 
well as the middle flat on the bed plate which is higher than 
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the rest, thus preventing lateral motion of the girder and 
relieving the side angles of the dust guard from that duty. 


Fig. 48 illustrates the bearing of a 103-ton plate girder on 
the New York Central and Hudson River Railroad. The 
pedestal has five webs, a transverse diaphragm between the 
inner webs, the outer webs being stiffened by vertical angles 
on the outside. The rollers are segmental with parallel sides, 
and are 6" in diameter and 3" thick. The roller bed contains 
closely spaced I-beams in order to distribute the pressure on 
the masonry over a larger area. At the middle pier of this 
two-span bridge the adjacent shoes of the fixed ends of the 
girders engage the pins of a single pedestal whose length is 
not quite double that of those on the abutments. In order to 
secure increased web bearing on the base plate of the shoe 
the lower part of the web is reinforced by two plates, and the 
lower flange angles are crimped around them as indicated in 
the horizontal section. 


Fig. 50 shows beds containing piles of 4" x 1" flats spaced 
4'' apart in the clear, offset at the ends so as to secure larger 
bearing areas for the bed plates. The construction of the roller 
dust guard is shown in Fig. 49, both bearing plates above and 
below the rollers having ;°," shoulders, while the side bars 


extend ;3,"" beyond the rollers. 


Fig. 51 contains the end elevation, transverse section, and 
side elevation of a cast-steel expansion bearing which was 
designed for a deck girder with a span of 112 feet. The pin 
has a diameter of 6 inches, and is held in place by a ring one 
inch thick made in two sections. The thickness of metal in the 
cast pedestal is 2 inches. Another bearing of the same kind is 
shown in Fig. 52, and was designed for a single-track through 
girder whose span is 125' 23". The details of the steel castings 
indicate that the 3" pin has continuous bearing. The pin is 
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omitted in the outline sketch of the assembled bearing. In 
Engineering Record, vol. 40, page 414, Sept. 30, 1899, may be 
found an illustration of a cast-steel bearing in which the pin 
is flattened on the lower side, while in Railroad Gazette, vol. 25, 
page 684, Sept. 15, 1893, another one is given in which the 
pedestal has a semi-cylindrical projection that enters the con- 
_ cave bearing of the shoe and thus replaces the pin. 


A novel design was made in 1900 by the American Bridge 


Company, under the direction of the bridge department of the 
sm Valley Railroad, for the support of a 116-foot deck plate- 
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Fig. 51. 


girder bridge at Mauch Chunk, Pa. As shown in Fig. 53 the 
end shear is transferred by pin plates directly from the web and 
end stiffeners to the 9-inch pin of the shoe or pedestal. By 
this arrangement the distance from the bottom flange of the 
girder to the masonry is reduced to 9 inches. The distance 
from the base of rail to the masonry is 10 feet 7} inches. 


Another design embodying some unusual features is that of 
an expansion bearing for a plate-girder bridge of 114/ 6’’ span 
on the Chicago, Milwaukee and St. Paul Railway at Janesville, 
Wis. A planed phosphor-bronze plate 8 inches square and 14 
inches thick is inserted between the upper and lower castings, 
permitting the upper casting to move longitudinally and the 
girder to deflect without disturbing the pedestal bearings. The 


ART. 44. 


castings have project- 
ing longitudinal 
flanges which inclose 
the bronze plate and 
prevent lateral dis- 
placement. The plate 
is tap bolted to the 
lower casting. It will 
be observed that the 
object of these bear- 
ing plates is to re- 
place both the pin and 
the friction rollers. 
See 
Ergineering Record, 
vol. 44, page 6, July 
6, 1901. 


illustration in 


Fig. 54 shows a 
standard hinge joint 
of cast steel for spans 
from 50° to 65) feet, 


introduced on the 
Northern Pacific 
Railway. For spans 


over 65 feet segmen- 
tal rollers 12 inches 
in diameter are used, 
the form of bearing 
being the same as 
that used for riveted 
trusses. =e Gece - Plate 
Li AgiOo.wn bese 
spans are considera- 
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bly less than the usual limit assigned in practice to the use of 
expansion bearings. The details of a rocker bearing, formerly 
a standard on the same railroad, may be seen in Engineering 
Record, vol. 37, page 5, Dec. 4, 1897. The rocker consists 
practically of a double pin 4” in diameter and 8! high. 


ART. 45. FLoor System. 


The floor system of through railroad plate-girder bridges in 
most extensive use consists of floor beams and stringers, the 


Fig. 55. 


latter supporting the cross-ties on their upper flanges. The 
floor beams are generally spaced from 12 to 18 feet apart. 
The spacing is slightly less in single-track than in double-track 
bridges. The general arrangement of the floor system and its 
connection with the girders is clearly shown in Fig. 55, the view 
being taken before one of the tracks was put in place. The 
bridge is on the Baltimore and Ohio Railroad. 
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A floor beam is in reality a plate girder of short span, as indi- 
cated in Fig. 56. This illustration is a part of the standard 
details adopted by the New York Central and Hudson River 
Railroad. The web is spliced near each end in order to make 
an efficient connection with the main girders, both to transfer 
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the shears and to stiffen the upper flange of the girders. As 
shown in the figure the triangular gusset plate is an upward 
extension of the end web plate, while the web splice plates are 
extended from the girder to the inside of the nearer stringer, to 
reinforce the web plate. This reinforcement is not needed in a 
single-track bridge. The outer edge of the gusset plate is stif- 
fened by a pair of angles whose upper ends are bent over and 
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riveted to both the stiffeners and flange angles of the girder. 
This is more effective than the common arrangement in which 
these angles are cut off where they meet the edge of the stif- 
feners. Sometimes the gusset plate is made too narrow and 
not even extended up to the flange angles as it should be, while 
in other cases this plate is separate from the web plate of the 
floor beam, and only connected to it indirectly by short horizontal 
angles riveted to the flanges. Such a connection develops 
tension in some of the rivets, which should be avoided when 
possible. 


When the lower flange of the girder contains four angles, and 


it is desirable to keep the bottom of the floor beam as low as 
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possible, the end of the floor beam must either be slotted, as in 
Fig. 57, or the connection to the girder may be omitted below 
the top angles of its lower flange, as in Fig. 58, since some of 
the shear may be transferred to the stiffeners above the floor 
beam, on account of the continuity of the end web plate. 


The stringers may consist either of I-beams or be built up 
like a plate girder, in which case it is preferable to use no cover 
plates, and to allow the web plates to project above the flange 
angles. The left end of Fig. 46, Art. 44, shows a bracket, in 
line with the stringer and beyond the end floor beam, which 
carries the end track tie on the bridge. 
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In another arrangement of the floor system of through plate- 
girder bridges the ties rest on horizontal shelf angles riveted to. 
the web near the lower flanges, and the gusset plate stays are 
attached to the transverse struts of the lateral system, which 
are made as deep as the track will allow, in order to give the 
needed stiffness. The method is objectionable on account of 
the warping of the timber, in spite of all precautionary appli- 
ances to prevent it, while at the same time the cross-ties are. 
liable to be pushed over in case of derailment, on account of 
their greater depth required by the increased span of the ties. 

\ : It is worse still to 
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upon the top flanges of the girders, two girders supporting 
each track. (See Fig. 43 in Art. 43.) This is the plan almost 
universally adopted. On the Boston and Maine Railroad, how- 
ever, the standard deck-girder bridge contains floor beams. 
and stringers. The floor beams are riveted to the webs of the 
girders at such a height that the stringers, which rest on top 
of them, are about even with the tops of the girders. The 
cross-ties extend over both stringers and girders, the latter, 
spaced 9 feet apart, acting thus also as safety stringers. 
There is but one lateral system, it being in the plane of the 
bottom flanges of the floor beams. The upper flanges of the 
girders are stayed by transverse web connections to the stringers 
directly over the floor beams. 
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A similar arrangement is adopted in the long span deck- 
girder bridges of the approaches to the Monongahela river 
bridge at Rankin, Pa. The track is on a curve, requiring the 
girders to be spaced 17! 3'' or more apart. The stringers are 
6’ 6’ apart and follow the track as nearly as possible, the track 
running close to the inner girder at its ends and the outer 
girder at its center. 

In highway bridges floor beams are generally used, and to 
these are attached steel I-beams or wooden joists spaced rela- 
tively close together to give adequate support to the wooden 
floor planks or to the buckle plates which carry some form of 
paved floor. The sidewalks outside of the girders are carried 
on brackets or cantilever extensions of the floor beams. In the 
Journal of the Association of Engineering Societies, vol. 21, 
page 62, Aug., 1898, an illustration is shown of some grade- 
crossing work, in which the floor beams are dropped down 
below the lower flanges of the girders about half their depth 
- in order to save head room over the railroad tracks below. 

The floor beams are placed midway between the clearances 
required by the railroad. 

A large number of standard railroad bridge floors for deck 
and through bridges are described and illustrated by 14 plates, 
showing partly dimensioned details, in the report of a Com- 
mittee of the Association of Railway Superintendents of Bridges 

and Buildings, published in Bere’s American Railway Bridges 
and Buildings, pages 645-669, reprinted from the Proceedings 
of the Association. 


ArT. 46. Sorip FLoors. 


Solid floors in railroad bridges include many different types 
of continuous metal floors which support the rails on ordinary 
cross-ties in ballast. In some cases the ballast is omitted, and 
the cross-ties rest on the metal floor, while in other cases the 
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cross-ties are also omitted, and the rails are bolted directly to 
the metal floor. 


In the earliest type used in this country old track rails were 
laid close together on top of the girders of short span bridges, 
and on which the ballast was spread, thus securing a continuous 
track free from the objections inhering in the transition to and 
from the standard wooden bridge floor supported on stringers. 
Floors of this kind were built as early as 1874. 


The next form, which was introduced in 1887, consists of 
metal troughs built by riveting trough plates that are alternately 
inverted, as indicated in Fig. 59. The cross-ties are sometimes 
laid directly in the troughs, but more frequently bedded in bal- 
last. In the following year the New York Central and Hudson 
River Railroad began building solid floors with continuous 


Fig. 59. Fig. 60. 


ballast, adopting the above section for deck bridges and the 
rectangular trough section, consisting of plates and angles (Fig. 
64), for through bridges. The latter section is better adapted 
to being hung between the girders by connecting plates and 
angles than any form having inclined sides, and its depth may | 
be readily increased to give the required strength for any given 
load and span. (See Fig. 46 in Art. 44.) This railroad was 
the first to adopt solid floors as a standard, and has continued 
to the present time to use the rectangular troughs with ballasted 
track where the depth of flocr is limited. 


Fig. 60 gives a trough section composed of a flat, an obtuse 
angle, and a trough plate, which was designed to be easily man- 
ufactured and power riveted, adjustable for depth and spacing, 
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absolutely water tight, and to avoid rivets in the tension side 
with the consequent reduction in strength. The sections in 
Figs. 61 and 62 have a fixed depth, but are readily adjustable 
horizontally by varying the widths of the flats, the latter re- 


’ Fig. 61. Fig. 62. 


quiring twice as much riveting as the former, half of it being in 
the bottom of the troughs. 


The triangular form in Fig. 63 has been used to a limited 
extent, the lower edge not being well adapted for support, 
while the inclined sides render web connections with the gir- 
ders less convenient. Fig. 65 shows a modification of the rec- 
tangular trough in which Z-bars take the place of the angles 
and vertical plates of Fig. 64. 


The requirements of track elevation in large cities for very 
shallow floors in the plate-girder bridges at street crossings 
have led to several designs of floors composed of I-beams and 
continuous cover plates. In some cases the transverse I-beams 


Fig. 63. Fig. 64. Fig. 65. 


are spaced so close together as not to require any stringers, 
while in others they are spaced somewhat farther apart and 
short stringers are used to support the rails. 


In highway bridges those floors are called solid floors in 
which there is either a continuous metal floor, or in which the 
metal and some other material, like concrete, for example, form 
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the permanent foundation to receive some kind of street and 
sidewalk surface paving. 


The form most generally used consists of buckled plates sup- 
ported on stringers and floor beams properly spaced, upon 
which concrete is placed to receive the rest of the pavement. 
Buckled plates were introduced in this country in 1875. Plain 
_ and corrugated or arched plates are also used in a similar man- 
ner, while some of the types of solid floors employed in railroad 
bridges have been adopted for highway bridges. 


The great lateral strength of all solid floors renders a lateral 
system unnecessary for bridges containing them. 


Solid floors composed of reinforced-concrete slabs supported 
by closely spaced I-beams were introduced by the Wabash Rail- 
road in 1903. Concrete had been used previously to some extent 
as filling for the protection of metal in steel trough floors, and 
when I-beams came to be more generally adopted instead of 
troughs, the continuous. steel plate which was at first laid over 
the beams to support the ballast, was replaced by a filling of 
plain concrete between the beams and extended over their upper 
flanges to protect them. The satisfactory service given by the 
reinforced-concrete slab floors soon led to their adoption by 
other railroads and for highway bridges, with various modifica- 
tions in details and with increasing spans. 


References to engineering periodicals are given in Art. 47 
which relate to illustrated descriptions of various kinds of solid 
floors constructed since 1900, and arranged chronologically to 
indicate more clearly the order of development. In the first 
two groups the articles are confined practically to the floor 
system, whether they are used in beam, plate-girder, or truss 
bridges. In Art. 48 are given selected references to articles 
containing descriptions and illustrations of solid floors, and also 
of other details of the plate-girder bridges in which they occur. 


ART. 47. SOLID BRIDGE FLOORS — REFERENCES. 7135 


The references to engineering periodicals from 1889 to 1901 
inclusive, extending back to the introduction of solid floors for 
bridges in America, which were given in the previous edition of 
this book, have been omitted in the present edition, except those 
for I9OI. 


ART. 47. SoLip BRIDGE FLOORS — REFERENCES. 

Solid-floor Single-track Plate-girder Bridge. Eng. Rec., v. 46, 
p- 152, Aug. 16, 1902. 

Protection of Steel in Ballasted Floor Bridges. Eng. News, 
Wa50, 05437, NOV. 12, 1003. 

Best Methods of Protecting Solid Steel Floors of Bridges. 
Report of Committee and Discussions. Proc. Assoc. Ry. Supt. 
Bridges and Bldgs., 1903, v. 13, p. 149. 

Fireproof Floor of the Williamsburg Bridge, New York. 
Eng. Rec., v. 49, p. 466, Apr. 9, 1904. 

Waterproofing Bridge Floors on the Chicago and Western 
Indiana R. R. Eng. News, v. 51, p. 440, May 5, 1904. 

Ballasted Railroad Bridge with a Plank Floor. Eng. Rec., 
v. 49, p. 643, May 21, 1904. 

Ballasted Floor Through-span Bridge for the Santa Fé. 
R. R. Gaz., v. 36, p. 394, May 27, 1904. 

Double-track Pin-connected Railroad Bridge with Stringer 
and Solid Plate Flooring. Eng. Rec., v. 51, p. 324, Mar. 18, 1905. 

Oak Lane Bridge, Reading Railway, Philadelphia. Eng. 
Rec., v. 51, p. 581, May 20, 1905. 

Ballasted Bridge Floors. By A. F. Ropinson. Jour. W. Soc. 
Engrs., v. 10, p. 227, June, 1905. 

Protecting and Waterproofing Solid-floor Bridges. By W. C. 
Cusuinc. R.R. Gaz., v. 39, p. 104, Aug. 4, 1905. 
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Thirty-three-track Bridge at Chicago. Eng. Rec. v. 53, 
p- 731, June 16, 1906. 

Bridges on the Fortieth Street Line of the Chicago Junction 
Railway. Eng. Rec., v. 54, p. 209, Aug. 25, 1906. 

Erection and Waterproofing of Plate-girder Bridges at Plain- 
field, N. J. “Eng. Rec., v. 577 p. 134, Feb. 1, 1908: 

Waterproofing Ballasted Bridge Floors at Schenectady, N. Y. 
Eng. Rec., v.57; p> 37) niar., 265 1906. 


Open vs. Ballasted Deck Structures. By A. F. Ropinson. 
Proc. Am. Ry. Eng. & M. W. Assoc., 1908, v. 9, p. 253. 


Waterproofing of Concrete-covered Steel Floors of Bridges. 
Report of Committee and Discussions. Proc. Assoc. Ry. Supt. 
Bridges and Bldgs., 1908, v. 18, p. 46. Abstract in Eng. Rec., 
v. 58, p. 488, Oct. 31, 1908. 

Ballasted Floors on Erie Railroad Bridges. Eng. Rec., v. 59, 
p. 250, Feb. 27,1900. 

Solid-floor Short-span Railroad Bridges. Eng. Rec., v. 59, 
p- 548, Apr. 24, 1909. 

Chicago Track Elevation. By M. K. Trumputi. Ry. Age 
Gaz., v. 46, p. 1175, June 4, 1909. 

Twelfth Street Bridge, Philadelphia, Pa. Eng. Rec., v. 59, 
p. 740, June 12, 1909. 

Construction of the Four-track Truss Bridge with Solid Floor, 
Chicago and Oak Park Elevated Railway. Eng. News, v. 62, 
Dios sent ee,. 0, O00, 

Heavy Floor for a Double-track Bridge. Eng. Rec., v. 61, 
Pp 76, Jan. 15, I9L0. 

Progress Report upon Waterproofing Masonry. Proc. Am. 
Ry. Eng. Assoc., 1910, v. 11, p. 970. Abstract in Eng. Rec., 
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v. 61, p. 361, Mar. 26, 1910; Ry. Age Gaz., v. 49, p. 212, Aug. 5, 
1910. See also reports in later volumes of the Proceedings. 


REINFORCED-CONCRETE FLOORS. 


Steel-concrete Abutments and Solid Floors for Railroad 
Bridges. By A. O. CunnincHam. R. R. Gaz., v. 36, p. 20, Jan. 8, 
1904. 

Solid Floor for Deck Girders. R. R. Gaz., v. 36, pols4, 
Feb. 12, 1904. 

Reinforced-concrete Floor for Deck Girders. R. R. Gaz., 
Vgc p. 00, Feb. 3; 1905; 

Concrete Floors for Railway Bridges. Eng. News, v. 53, 
p. 161, Feb. 16, 1905. 

Shallow Solid-floor Girder. R. R. Gaz., v. 38, p. 365, Apr. 21, 
1905. 

Test of’ Concrete Bridge Floors. Eng. Rec., v. 52, p. 104, 
July 22, 1905. 

Reinforced-concrete Structures for Railroads. By A. O. 
CUNNINGHAM. Eng. Rec., v. 52, p. 491, Oct. 28, 1905. 

Proposed Concrete Floors for Railway Bridges and Tracks. 
By J. W. Scuaus. Eng. News, v. 54, p. 460, Nov. 2, 1905; 
R. R. Gaz., v. 39, p. 426, Nov. 3, 1905. 

Reinforced-concrete Floors for Through-truss Spans. R. R. 
Gaz, ¥,-42;'D? 330, Mar. 15.1907. 

Solid Floor for Plate-girder Spans. Eng. Rec., v. 56, p. 185, 
Aug.-17, 1907. 

Double-track Work through Eagle River Canyon, Denver and 
Rio Grande Railroad. Eng. Rec., v. 56, p. 533, Nov. 16, 1907. 

Waterproofing a Solid-floor Bridge. Eng. Rec., v. 59, p. 77; 
Jan. 16, 1909. 
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Protected Steel and Concrete Highway Bridge. Eng. Rec., 
v. 59,-p. 204, Feb. 20, 1909. 


Steel Highway Bridge with Concrete Stringers and Floor 
Slabs. Eng. Rec., v. 59, p. 334, Mar. 20, 1909. 


Big Four Track Elevation at Indianapolis. Ry. Age Gaz., 
v. 46, p. 890, Apr. 23, 1909. 

Special Track Elevation Bridges in Chicago. Eng. Rec., v. 60, 
p. 549, Nov. 13, 1909. 


SOLID FLOORS IN BEAM BRIDGES, 


Improvements on the Cleveland Division of the Baltimore 
and Ohio Railroad. R. R. Gaz., v. 38, p. 220, Mar. 17, 1905. 


Kansas City Topeka Double-track Work of the Union Pacific. 
RR: Gaz, vi 30, Dp. 540, -Deers} 1005. 

Short-span Bridges on the Baltimore and Ohio Railroad. 
Eng. Rec., v. 53, p. 744, June 16, 1906. 

Chicago Terminal Transfer Track Elevation. Ry. Age Gaz., 
Vv. 45, p. 1052, Oct. 2, 1908. 

Standard I-beam Railroad Bridges over City Streets. Eng. 
Réc)} v.62, p. 316, Sept. 17, FOTO. 

Kensington Avenue Bridge, Buffalo. Eng. Rec., v. 62, p. 465, 
Oct. 22, T910. 


Protected I-beam Bridge over Railroad Tracks. Eng. Rec., 
v.64) pp o7, July rs, 1OFL- 


ArT. 48. Sotip FLoors IN PLATE-GIRDER BRIDGES — 
REFERENCES. 


The following references relate to descriptions and illustrations 
of various types of solid floors in plate-girder bridges for both 
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railroads and highways. For convenience, those on reinforced- 
concrete floors are grouped together. 

Three-track Beam-floor Girder Bridge. Eng. Rec., v. 49, 
p- 770, June 18, 1904. 

Southwestern Avenue Boulevard Nine-track Viaduct in Chi- 
cago. Eng. Rec., v. 51, p. 484, Apr. 29; 1905. 

Chew Street Double-track Plate-girder Bridge at Walnut 
Eane. Eng. Kec., v. 51, p. 498, Apr.. 20, 1905. 


Wabash River Bridge at Terre Haute, Ind. By M. A. Howe. 
Eng. News, v. 55, p. 273, Mar. 8, 1906. 

Special Details of a Long Plate-girder Span. Eng. Rec., v. 53, 
p- 718, June 9, 1906. 

Short-span Bridges on the Baltimore and Ohio Railroad. 
Eng. Rec., v. 53, p. 744, June 16, 1906. 

Grade-crossing Removal of the Philadelphia and. Reading 
Railroad in the City of Philadelphia. Eng. Rec., v. 58, p. 48, 
July 11, 1908; Eng. News, v. 60, p. 96, July 23, 1908; Ry. Age 
Gaz:, V-.45, p: 692, July 31, 1908: 

Short-span Bridges over City Crossings. Eng. Rec., v. 60, 
p50, July 10, 1900; p: 74, July 17, 1909. 

Six-track Short-span Solid-floor Bridge. Eng. Rec., v. 60, 
p. 109, July 24, 1909. 

Harlem River Branch Improvements, New York, New Haven 
and Hartford. Ry. Age Gaz., v. 48, p. 186, Jan. 28, 1910; p. 257, 
Feb, 4, 1910. 

Protected Plate-girder Railroad Bridge. Eng. Rec., v. 63, 
Ps O7 iy june 17, 1911. 

Double-track Skew Bridge with Solid Floor. Eng. Rec., v. 64, 
p. 226, Aug. 19, IQII. 
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REINFORCED-CONCRETE FLOORS. 


Forest Park Bridge of the Wabash at St. Louis. R. R. Gaz., 
v.°37, p. 488, Oct, 28, 1004; Eng. Rec., vo 50; p. $40, Nov. 5, 
1904; Eng. News, v. 52, p. 431, Nov. 17, 1904. 

Lawrence Street Bridge, Denver. Eng. Rec., v. 52, p. 638, 
Dect 2, TOos: 

Colfax Avenue Bridge, South Bend, Ind. Eng. Rec., v. 53, 
p-. 793, June 30, 1906. 

Bay Ridge Improvement Bridges. Eng. Rec., v. 54, p. 181, 
Aug. 18, 1906. 

Reinforced-concrete Floor for Plate-girder Deck Bridges, 
C.C.C. & St. L. Ry.. Eng. News, v. 57, p. 539, May 16, 1907. 

Six-track Solid-floor Plate-girder Bridge. Eng. Rec., v. 55, 
Dp: 725, }une 22,1007, 

Rex-red Cliff Double-track Construction on the Denver & 
Rio Grande R. R. Eng. News, v. 58, p. 543, Nov. 21, 1907. 


Sixth Street Viaduct, Kansas City. By E. E. Howarp. 
‘Trans, Am. Soc. C0 E,W. 65) pe 42, Dec: 1000: 


109-foot Concrete-floor Plate-girder Bridge. Eng. Rec, 
Vv; O1,-p. 002, May 25,1010, 


Kensington Avenue Bridge, Buffalo. Eng. Rec., v. 62, 
De AOs Ct 22, IOTO; 


Walpole Bridge. Eng. Rec., v. 62, p. 545, Nov. 12, 1910. 
Calvin Street Bridge, Buffalo. Eng. Rec., p. 62, p. 732, 
Dec, 24,1070: 


ArT. 49. PLATE-GIRDER BRIDGES — REFERENCES. 


The following references relate to descriptions and illustra- 
tions of the characteristic features of plate-girder bridges con- 
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structed since 1900 and which have the ordinary type of open 
floor. A careful study of these articles will familiarize the 
student with many important features of recent practice in plate- 
girder design and construction. 


DECK RAILROAD BRIDGES. 


Northern Pacific Standard Bridge Plans. By RatpH Mop- 
JESKE. jour. W. Soc. Engrs, v.97) p. 51; Feb., Toor. 

Janesville Bridge. Eng. Rec., v. 44, p. 6, July 6, 1901. 

Standard Plans for Bridges on the Atchison, Topeka & Santa 
Fé Ry. Eng. News, v. 49, p. 482, May 28, 1903; Eng. Rec., 
v. 48, p. 598, Nov. 14, 1903. 

Large Plate-girder Bridge on the Erie. R. R. Gaz., v. 36, 
p. 345, May 6, 1904; Eng. News, v. 51, p. 166, Feb. 18, 1904; 
Pics REC., v.52, p= 324, Sept. 16, 1905. 

100-foot Plate-girder Span with Unusual Bearings. Eng. 
Rec., v. 51, p. 46, Jan. 14, 1905. 

Standard Bridges on the Harriman Lines. R. R. Gaz., v. 38, 
DPA245; 275, 310, 329, 347,.370, 390; Mar. 17,/24,.31, Apr. 7, 
14,21, 28, 1905. 

Pine Creek Long-span Plate-girder Bridge. Eng. Rec., v. 51, 
p- 530, May 6, 1905. 

Some Deck Plate-girder Bridges on the New York, New 
Haven < Hartford-R. R. Eng. Rec., v. §2, p. 386, Sept. 30, 
1905. 

Standard Plate Girders on the Chicago, Milwaukee & St. 
Paul Ry. Eng. Rec., v. 53, p. 74, Jan. 20, 1906. 

122-foot Four-track Plate-girder Span. Eng. Rec., v. 53, 
p. 605, May 12, 1906, 

Warehouse Point Bridge of the New Haven R. R.Eng. 
REC Veep. 520; Apr: 271907: 
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Long Plate-girder Bridge, Towanda, Pa. Eng. Rec., v. 56, 
p. 522, Nov. 9,'1907; Eng. News, v. 59, p. 113, Jan. 30, 1908. 

Shenango River Bridge, Pittsburg & Lake Erie Railroad. 
Eng, Rec:,v. 59, p..155,0heb. 6, 1909. 


THROUGH RAILROAD BRIDGES. 


Northern Pacific Standard Bridge Plans. By RaLtPpH Mop- 
JESKI.” Jour, W..o0c., Engrs. Vv. 7; p51, Ped. O08, 


‘A 103-ton Plate-Girder... Eng. Kec... v.43, p..102; Pebs 2, 
IQOl. 

Standard Plans for Bridges on the Atchison, Topeka & Santa 
Fé Ry. Eng. News, v. 49, p. 482, May 28, 1903; Eng. Rec., 
Vi AS, D.2500, NOV. 14,1003. 

Bridge on Yellow Creek; Lake Erie, Alliance & Wheeling 
Ry. Eng. News, v. 51, p. 168, Feb. 18, 1904. 

Improvement of a Plate-girder Bridge at Hartford, Conn. 
By H. R. Buck. Eng. News, v. 51, p. 276, Mar. 24, r9o4. 

Plate-girder Approaches of the Clairton Bridge. Eng. Rec., 
v. 49, p. 383, Mar. 26, 1904. 

Long-span Double-track Plate-girder Bridge. Eng. Rec., 
v. 49, p. 491, Apr. 16, 1904. 

Bethlehem Junction Bridge. Eng. Rec., v. 51, p. 68, Jan. 21, 
1905. 

Some Through Plate-girder Bridges, New York, New Haven 
& Hartiord RR.) Eng. Rec. v.54) p. 407; Oct, 7 1005; 

Standard Plate Girders on the Chicago, Milwaukee & St. Paul 
Ry... Eng: Reeve §3, p.-74, Jan. 20; 1900: 


Plate-girder Spans on the Chicago, Burlington & Quincy R. R. 
Engi Ree: Vo 53s plo eb. 7s tone, 
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Shallow Doublé-track Bridge Floor. Eng. Rec., v. 63, p. 307, 
Mar. 18, IQII. 


RAILROAD AND HIGHWAY BRIDGES. 


Types and Details of Bridge Construction. Part II. Plate 
Girders. Examples of Constructed Railroad and Highway 
Spans. By Frank W. SKINNER. New York, 1906. 412 pages 
with numerous illustrations of details. 


Norte. — Pages 144 and 145 are left blank, 
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CHAPTER VII. 
DESIGN OF A PLATE-GIRDER BRIDGE. 
ART, 50. SPECIFICATIONS. 


Let it be required to design a deck plate-girder bridge for a 
single-track railroad, the span being 80 feet between centers of 
supports. The bridge is to be located on a straight track, and 
its material, with the exception of the rivets and the track, is to 
be medium steel. 


In order to avoid the inconvenience to the student of continu- 
ally referring to other pages while following the computations 
required for the design, the specifications will not be printed 
separately, but will be given in the text as needed. That the 
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student may gain some familiarity with the range of variation in 
modern specifications relating to some of the details, according 
to a number of the leading standard specifications for steel rail- 
road bridges, references will sometimes be made to such varia- 
tions before adopting the respective requirements. 


The live load is to consist of two consolidation locomotives and 
a train, as shown in Fig. 66, or an alternative load of 120000 
pounds, equally distributed on two pairs of driving wheels, spaced 
6 feet center to center. The above loading is known as CoopEr’s 
Standard, Class E 50, and equals the 1900 standard of the Lehigh 
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Valley Railroad for its main line, with the exception of the 
alternative load, which is slightly different. It is also the 1901 
standard of the Baltimore and Ohio Railroad. 


The allowance for impact due to the live load is that recom- 
mended by WaDDELL, the coefficient of impact being 


I= 400/(L + 500), 


in which Z is the length in feet of that portion of the span which 
is covered by the live load when the maximum stress under con- 
sideration is produced, and / is the percentage by which the 
maximum live load stress is to be increased. 


ART. 51. DEPTH AND SPACING. 


A comparison of a number of recent designs of plate girders 
for some of the principal railroads shows a variation in the depth 
from one-tenth to one-twelfth of the span. In one case, where 
the span is over 125 feet, the depth is only one-fourteenth of the 
span; and in a few others the limitations imposed by track ele- 
vation led to the adoption of the same relative depth. There are 
also a few cases of very short spans in which the depth is one- 
eighth or one-ninth of the span. The average ratio of the depth 
to the span is found to be the reciprocal of 10.5. 


Some specifications state that the depth of a plate girder shall 
preferably be not less than one-tenth of the span, and others 
substitute the fraction of one-twelfth, while many make no refer- 
ence to the subject. 


An interesting formula, deduced by HENnry Sziapxka, for 
finding the economic depth of plate girders, was published in 
Engineering Record, vol. 35, page 363, March 27, 1897. The 
economic depth was found to vary from one-seventh to one-ninth 
of the span under the conditions and assumptions mentioned in 
the article. 
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The spacing of deck girders, center to center, ranges from 5 
to 9 feet. Comparatively few are spaced less than 6} feet apart, 
and the larger girders are spaced in proportion to their depth. 
WADDELL’s rule makes it the nearest even foot to one-tenth of 
the span. Although in some deep girders the spacing slightly 
exceeds the depth, in general it is somewhat less, the difference 
rarely exceeding 6 inches. For the design in this chapter let 
the depth of the web plate be taken as 7 feet and the spacing 
of the girders as 8 feet. A discussion of the economic depth 
may be found in Art. 66. 


Through girders must be spaced so as to provide the necessary 
clearance specified, although in track elevation, where the bridges 
must carry many tracks at the standard distance of 13 feet apart 
between center lines, they have been spaced at the same dis- 
tance. The usual spacing ranges from about 14} feet for short 
spans to 17 feet for long spans for a single-track bridge. 


ART. 52. THE WOoopDEN FLoor. 


The floor usually consists of cross-ties of rectangular section, 
notched at least 4 inch over the flange of each supporting girder, 
certain ties being secured to each flange by a ?-inch hook bolt. 
Practice varies by making this attachment apply respectively 
to every tie, to alternate ties, or to every third, fourth, or fifth 
tie. The space between cross-ties is not generally to exceed 
6 inches nor to be less than 5 inches. 


Outer guard timbers 6 by 8 inches are laid flat and parallel 
to the track rails and notched one inch over every cross-tie, 
tc hold them in their relative positions longitudinally. Their 
attachment to the cross-ties by ?-inch bolts varies in practice in 
the same manner as that noted above for securing the ties to 
the girders. The guard timbers are spliced over a tie by a half- 
lap joint 6 inches long, and a bolt must be passed through the 
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splice to secure the ends of both timbers to the tie. The inner 
face of the guard timber is placed anywhere between 11 inches 
from the gage side of the rail head to 5 feet 4 inches from the 
center of the track. It should be placed near the end of the 
standard 12-foot tie. 


Sometimes inner guard timbers are placed with a clearance 
of 6 to 10 inches between them and the rail heads, either with 
or without angle irons to protect the outer edges, but more 
frequently old track rails are employed as the inner or true 
guard rails. 


The alternative loading given in Art. 50 causes the greatest 
‘stress in the cross-ties. The load on one wheel is 30 000 pounds, 
and it is customary to regard this load as distributed over three 
cross-ties. The live load for one tie is therefore 10 000 pounds 
and the impact 8000 pounds. Assuming the weight of the 
track at 450 pounds per linear foot, and that one tie will carry 
a length of track of 1} feet, it will be sufficiently precise to 
regard this entire load as concentrated at the track rails. The 
-cross-tie then acts as a beam whose supports are 96 inches 
apart and carrying two equal and symmetrically placed concen- 
trated loads 59} inches apart, each of which is 18 280 pounds. 


For a long-leaf yellow pine cross-tie a unit stress of 2000 
pounds per square inch in the outer fiber may be taken when 
the effect of impact is considered. If 4 be the breadth, and d 
the depth of the cross-tie, and the bending moment is equated 
to the resisting moment, both being expressed in pound-inches, 


‘there follows 
333 600 = 2000 bd?/6, 


whence 6d? = 1000. To determine the breadth, let the safe 
bearing on the side of the fiber be taken at 4oo pounds per 
square inch, The bearing area required is then 18 280/400 
= 45.7 square inches, and if the width of the base of the rail 
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be 6 inches, the breadth 4 must be 8 inches. The net depth is 
therefore 11.2 inches, making the gross depth 11.7 or 12 inches. 
Since the notch in the cross-tie is so near the section under 
the track rail, only the net depth can be used in computing the 
strength under flexure. On account of the variation in the total 
thickness of cover plates, cross-ties 13 inches deep may be 
required near the ends of the girder. 


Let the cross-ties be spaced 6 inches in the clear, and every 
alternate one bolted to the girder flange and the wooden guard 
rail respectively. At 3? pounds per foot, board measure, the 
weight of one tie 12 feet long is 360 pounds. This makes the 
weight of the cross-ties 310 pounds per linear foot. The weight 
of rails, splices, guard rails, bolts, spikes, etc., will be assumed 
at 160 pounds per linear foot. 


ART. 53. WEB SECTION. 


SPECIFICATION. — The rivets used shall be seven-eighths of an inch in 
diameter. The shearing stress in web plates shall not exceed 12 000 pounds 
per square inch; but no web plate shall be less than 3 inch in thickness. 


According to the method explained in Part II, Art. 43, the 
maximum live-load shear is found to be 155 100 pounds, and 
from the formula for the coefficient of impact given in this 
chapter, Art. 50, the corresponding impact allowance is 107 000: 
pounds. 


The net weight of one girder and one-half of the lateral brac- 
ing and cross-frames will be assumed as 45 200 pounds, which, 
with the weight of track at 235 pounds per linear foot for each 
girder, makes the dead load 64000 pounds, and the dead-load 
shear 32000 pounds, 


The total vertical shear at the support is then 294 100 
pounds, and for a specified unit shearing stress of 12000 
pounds per square inch the net section of the web must be 
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24.51 square inches, upon the assumption that the shear is uni- 
formly distributed over the sectional area. The actual distribu- 
tion of the shear is illustrated in Art. 59. The minimum 
thickness of $ inch allowed by the specification would permit 
only 18 rivets in the entire depth of 84 inches, and is hence in- 
sufficient. A thickness of 5% inch will give a net depth of 56 
inches, and if a diameter of 1 inch be deducted for each rivet 
hole in the web section, it will allow 28 rivets with an average 
pitch of 3 inches. This thickness will accordingly be used. 


The standard rivet in plate-girder construction has a diam- 
eter of {inch when cold, and the diameter of the rivet holes is 
made =); inch larger, so that the heated rivet can be readily 
inserted. All specifications agree in requiring deductions to 
be. made for rivet holes in tension members with diameters 
assumed to be {4 inch larger than that of the rivet before 
driving, but no reference is made to the corresponding deduc- 
tion in members subject to shear. 


It may be added that with the rapidly increasing practice of 
punching the holes smaller than the rivet diameter and then 
reaming the holes after the parts are assembled, or of drilling 
the holes in the solid, the reason which originally led to the de- 
duction of such a large excess for rivet holes is fast disappear- 
ing. When these methods of forming the rivet holes are 
adopted, a clause might well be added in the specification pre- 
scribing the use of the actual net section in the computations. 


ArT. 54. SECTIONAL AREA OF FLANGES. 


Since a plate girder under the action of vertical loads is a 
beam, the fundamental formula for flexure applies to it, namely, 
Man, 
c 


in which J/7 is the bending moment at any section due to the 
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external forces, S the unit stress in the outer fiber whose dis- 
tance from the neutral surface is c, and 7 the moment of inertia 
of the cross-section about the neutral axis. 


In order to transform this equation so as to be convenient for 
the purpose of design, let ¢ be the thickness and Z the height or 
depth of the web plate, while A is the area of cross-section of 
each flange, and Z, the distance between the centers of gravity 
of the flanges, usually called the effective depth of the girder. 
If the moment of inertia of each flange about its own neutral 
axis be neglected, as it is relatively small, the following expres- 
sion may be written for the moment of inertia of the girder: 


rao a(S 42M 
2 12 A 


Substituting the value of ¢ which is very nearly equal to 4 Z, and 
transposing, 
_ Mh, 
Sh Gee 


But 22/2 is approximately equal to 7,, and 48//,2 is approxi- 
mately equal to 2, whence 


Ses (1) 


that is, if the plate girder had solid sections throughout, the 
area of each flange would be less than that required to resist 
the entire bending moment, by an amount equal to one-sixth 
of the section of the web plate. 


Although the gross area of the upper half of the girder 
section may be employed, since it is under compression, only 
the net section of the lower half should be used. The method 
therefore adopted is to design the lower flange, which is sub- 
ject to tension, and then to make the upper flange of the 
same gross sectional area as the lower one. In applying the 
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above formula (1), the last term is interpreted as meaning 
one-sixth of the net section of the web plate. When stiffeners 
or splices are located at or near the section under consideration, 
the net section differs considerably from the gross section. 


If one-inch rivet holes be deducted for 4inch rivets, one- 
sixth of the net section of the web plate becomes 10.3 percent 
of the gross section when the rivets in the vertical section have 
the minimum allowable pitch of three diameters or 23 inches; 
II.1 percent for a pitch of 3 inches; 11.9 percent for a pitch 
of 34 inches; and 12.5 percent for a pitch of 4 inches, which 
would rarely be exceeded. If, however, the deduction be made 
for the actual rivet holes of fifteen-sixteenths of an inch in 
diameter, the respective percentages will be 11.5 for a pitch 
of 3 inches, 12.2 for a pitch of 3} inches, and 12.8 for a pitch 


of 4 inches. 


Some recent specifications state that one-eighth of the gross 
area of the web plate is to be regarded as effective flange area, 
but the preceding paragraph shows that this allowance is in 
many cases somewhat too large. It is not only desirable on 
theoretical grounds that the resistance of the web plate to 
flexure should be considered in the design, but also for the 
practical reason that it encourages the use of thicker web 
plates and a greater depth where this is not otherwise limited, 
thereby increasing the life as well as the stiffness of the 
structure. ; 


Turning now to the design under consideration, the bending 
moments due to the live load specified in Art. 50 are found at 
sections five feet apart, according to the method described in 
Part II, Art. 42. The absolute maximum moment due to this 
load is found to be 2 703 000 pound-feet at a section 0.2 foot 
from the center, where the moment is practically the same. 
The allowance for impact is 1864000, and the dead-load 
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moment is 640000 pound-feet, making the total bending 
moment 5 207000 pound-feet, or 62 484 000 pound-inches. 


Placing the backs of the flange angles one-eighth inch beyond 
the edges of the web plate and assuming the centers of gravity 
of the flanges to be 1.5 inches less than the distance back to 
back of angles, the approximate effective depth is 84+ 0.25. 
— 1.5 = 82.75 inches. For a: specified unit tensile stress of 
17000 pounds per square inch, and assuming 12 percent of 
the gross web section as effective flange area, the required 
net area of the lower flange, 


62 484 000 7 


ag 17 000 X 82.75 — (0.12 x om 84)= 44.42 — 4.41 = 40.01, 


the result being expressed in square inches. 


ART. 55. COMPOSITION OF THE FLANGES. 


SPECIFICATION. — About one-half of the flange section shall consist of 
angles, or else the heaviest sections of angles must be used, and the number 
of cover plates shall be as small as practicable. The cover plates shall be 
of equal thickness or decrease in. thickness outward from the angles, and 
shall not extend more than four inches or eight times the thickness of the 
outside plate beyond the outer line of rivets. The net section of the tension 
flange shall be determined by a plane cutting it square across at any point, 
and the greatest number of rivet holes which can be cut by any such plane, 
or whose centers come nearer to it than two and a half inches, are to be 
deducted from the gross section in computing the net area. The com- 
pression flange shall have the same gross section as the tension flange. 

The effective diameter of any rivet shall be assumed the same as its 
diameter before driving; but in making deductions for rivet holes in ten- 
sion members, the diameter of the holes shall be assumed to be one-eighth 
of an inch larger than that of the rivet. 


One-half of the net flange area, determined in the preceding 
article, is 20.35 square inches, and hence either 8’! x 6” or 
8" x 8’ angles are required. Adopting the latter and observ- 
ing the rest of the above specifications, the flange may be made 
up as follows (see Fig. 67): 
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2 angles, 8'’ x 8!’ x 3"; 2(11.44 — 1.50) = 19.88 square inches. 
3 cover plates, 18" x 3%’; 3(7.88 — 0.88) = 21.00 
Total net section = 40.88 square inches. 


Two rows of rivets will be required in each leg of the angles, 
the rivets in adjacent rows being staggered, and hence two rivet 
holes must be deducted 
from each angle and 
from each plate, the pitch 
of the rivets at the mid- 
die of the girder being 
certainly greater than 24 | *-~ 


inches. For location of | 
rivet lines see Art. 34. 


The center of gravity 


Fig. 67. 


of this flange section is 
next computed and found to be 0.815 inch from the backs 
of the angles, while the corresponding distance for the gross 
section of the upper flange is 0.788 inch. The correct effec- 
tive depth is, therefore, 84 + 0.25 — 1.60 = 82.65 inches, which 
makes the revised flange area required equal to 45.15—4.41 
= 406.74 square inches. As this value does not exceed the net 
section given above, the composition of the flanges needs no 
revision. 

If the section were moved so as to cut the adjacent rivets, 
the distance from the center of gravity of the net section of the 
lower flange to the backs of the angles would be reduced from 
0.815. to 0.705 inch, and the effective depth of the girder 
increased to 82.76 inches. The average value is used by some 
designers. 


In regard to the deduction of rivet holes for net section, one 
specification which is extensively adopted provides that the 
rupture of a riveted tension member is to be considered as 
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equally probable, either through a transverse line of rivet holes 
or through a diagonal line of rivet holes where the net section 
does not exceed by 30 percent the net section along the trans- 
verse line. 


By comparing the revised and provisional flange areas the 
student may gain some idea as to the relative effect of small 
changes in the effective depth or in other items affecting it, and 
thus learn what degrees of precision are required in the various 
computations. As the actual sections of shapes are subject to 
slight variation and there are inaccuracies in workmanship, it 
is sufficient in practice to determine the effective depth to the 
nearest tenth of an inch. 


While angles can be rolled of any thickness between the 
minimum and maximum given in the handbooks, the practice 
is quite extensive to use only standard angles whose thicknesses 
are expressed in full sixteenths of an inch. 


ART. 56. WEB SPLICES. 


SPECIFICATION. — Whenever practicable, plate girders shall be built with- 
out splices in the web, and when splices are necessary, their number shall be 
made as small as possible. The splice plates and rivets for the splices shail 
be such as to develop in every respect the full strength of the net section of the 
web, the main splice plates extending from flange to flange and having at 
least two rows of rivets on each side of the joints. In addition to these, two 
splice plates shall cover the vertical legs of the angles in each flange. The 
shearing stress on rivets shall not exceed 12000 pounds per square inch of 
section, and the pressure upon the bearing surface of the projected semi- 
intrados (diameter times thickness) of the rivet hole shall not exceed 24 000 
pounds per square inch. 


According to the Carnegie handbook the extreme length to 
which a sheared steel plate 84 inches wide and +% inch thick is 
rolled is 380 inches. It will thus be possible to build a girder 
whose span is 80 feet with only two web splices. 
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In Art. 54 it was shown that one-sixth of the net section of 
the web is the equivalent flange area regarded as concentrated 
at the center of gravity of the flange, and which represents the 
share of the web in resisting the bending moment at any sec- 
‘tion. The web splice must accordingly be designed to transmit 
not only the shear in the section but also its proportionate part 
of the bending moment. This is accomplished with a sufficient 
degree of precision for all purposes of design when the splice 
plates and rivets are arranged to develop the full strength of the 
net section of the web to resist. the bending moment only. 


- As not less than two rows of rivets are to be placed on each 
side of the joint, the rivets in the lower half of the splice will be 
arranged as indicated in Fig. 68, the pitch in each row when 
considered independently being 4 inches toward the neutral 
surface and 3 inches mor 
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neutral surface. 

' As the web is 4% 
inch in thickness and 
84 inches deep, and the unit stress in the outer fiber is 17 000 
pounds per square inch, the resisting moment of the gross 
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Fig. 68. 


section is 


4 x 17000 X 4% xX 84 x 84 = 8 746 500 pound-inches 


and that of the lower half is 4 373 300 pound-inches. To find the’ 
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resisting moment of the net section of the web it is necessary to 
deduct that of the diametral sections of the rivet holes in the 
outer row of the splice. Remembering that for members in ten- 
sion the diameter of the rivet holes is to be taken as } inch 
greater than that of the rivets before driving, the reduction of 
‘tensile stress in the web for a rivet hole at a distance from the 
neutral surface equal to that of the outer fiber of the web is 
17000 X I X 4% = 7440 pounds, while for one at a distance y 
from the neutral surface it is (7440 y/42) pounds. The moment 
of this stress about the neutral axis is 7440 77/42, and the sum of 
the moments for all the rivet holes in the row mz of Fig. 68 is 
7440 X y*/42 = 7440 X 4714/42 = 835 100 pound-inches. This 
leaves the resisting moment of the net section of the lower half 
of the web equal to 3 538 200 pound-inches. 


With a unit stress of 24.000 pounds per square inch for the 
bearing on the side of the rivets, the allowable bearing of a 
f-inch rivet on the ;%-inch web plate is 24 000 x $ x 44 = 9190 
pounds. The combined strength of the splice plates must equal 
that of the web, but as no metal less than 2 inch in thickness is 
allowed in good practice except for filling plates, 3-inch splice 
plates will be used. Accordingly the bearing of the rivets in both 
splice plates combined is greater than that in the web. The 
rivets are in double shear and with a safe unit stress of 12 000 
pounds per square inch, the value of a {-inch rivet in double 
shear is 14430 pounds, and hence the bearing in the web 
governs the determination of the number of rivets in the splice. 
As the outer row of rivets is 39} inches from the neutral sur- 
face, the bearing value of a rivet at the distance y from the 
neutral surface is 9190 _7/39.125, and the moment of the bearing 
is 9190 _77/39.125. The sum of the moments of the bearing 
values of all the rivets in both rows mz and vs, exclusive of 
those in the flange, is 


9190 Xy?/39.125 =9190 X 7359/39.125=1 728 500 pound-inches. 
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This result shows that twice as many rows of rivets would be 
required if no other splice plates were employed except those 
connecting that portion of the web which lies between the edges 
of the flange angles. Such an arrangement is not economical, 
since too large a proportion of the rivets are ineffective in 
resisting the bending moment. Let two splice plates 7’ x 3" 
be placed on the vertical legs of the flange angles, in order to’ 
connect those parts of the web plates which carry the highest 
unit stress. It is now required to find how many rivets, through 
these plates, are necessary to make the full strength of the 
splice rivets equal to that of the net section of the web plate. 
The resisting moment to be taken by the rivets through these 
longitudinal splice plates is 3 538 200—1 728 500= 1 809 700 
pound-inches, and hence 2y? = 1 809 700 x 39.125 /9Q190=7705 
inches*. Since the squares of 36.125 and 39.125 are 1305 and 
1531 respectively, three rivets in each row are required, making 
=y*= 8508 inches ?, that is, six rivets are needed on each side of 
the joint as shown in Fig. 68. This number of rivets can trans- 
mit into the flange angles the full tensile strength of these 
splice plates, and hence the number of connecting rivets does 
not need to be increased on that account. However, as the 
rivets, through the vertical legs of the flanges, have the ad- 

ditional duty to transmit an increment of flange stress from the 

web plate to the angles, as will be explained in Art. 59, the 
plates must be extended toward the nearer end of the girder so 
as to contain enough rivets to take both of these stresses, the 
pitch being reduced to one-half the value that would otherwise 
be used. The exact length of the plates will be found in 
Art. 59. 


If the vertical shear be taken into account, the bearing value 
of the outermost rivet is reduced from 9190 to 8640 pounds, 
since each rivet must take a shear of 3140 pounds. The allow- 
able tensile stress in the outer fiber is also reduced from 17 000 
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to 15 800 pounds per square inch, since the total vertical shea! 
at the section (12 feet from the middle) is 126 500 pounds, and 

the net section of the web is (84 — 20); = 28 square inches, 

the deduction being for 20 rivets, and the resulting unit shear 

4520 pounds per square inch. (See Mechanics of Materials, 

Art. 105.) On introducing these values in the computations, 

y* is found to be 7533 instead of 7705 inches?, thus requiring 

practically the same number of rivets. The former method, 

which is much simpler than the latter, is therefore sufficiently 

precise, as stated above. 


The outer row of rivets in Fig. 68 is arranged so as to reduce 
the net section of the web as little as possible in that part which 
takes the greatest stress. The resisting moment of the net 
section of the web is 3 538 200/4 373 300 = 0.809 times that of 
the gross section, and hence one-sixth of this or 13.5 percent of 
the gross web area may be regarded as equivalent flange area. 
This slightly exceeds the value used in Art. 54; viz. 12 percent. 


ART. 57. WEB STIFFENERS. 


In a plate-girder web which consists only of a continuous web 
plate there exist at any point compressive and tensile stresses at 
right angles to each other whose magnitudes equal those of the 
vertical and horizontal shear at that point (Mechanics of Mate- 
rials, Art. 143). The lines of the maximum compressive and 
tensile stresses cross each other at right angles at the neutral 
surface, and make angles of 45 degrees with that surface. The 
compressive stresses tend to buckle or wrinkle the web plate, 
while the tensile stresses tend to keep it straight. 


Experience has led to the custom of stiffening the web by 
means of pairs of vertical angles placed on opposite sides of the 
web plate, and riveted together, whenever the clear distance 
between the flange angles.is greater than about 50 times the 


° 
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thickness of the web plate. In the specifications this ratio is 
given as 50, 60, or 64, or even as high as 80. These stiffeners 
are usually placed at distances apart not exceeding the depth of 
the girder, with a maximum limit of 5 or 6 feet, the former value 
being more generally specified. 


Formerly the prevailing practice was to space them closer 
together toward the ends of the span as the shear increased, but 
at present the practice of spacing them at uniform intervals. 
is very common. No rational theory has been developed upon 
which the design of intermediate stiffeners may be based. 

It is not definitely known to what extent the addition of inter- 
mediate stiffeners modifies the distribution of stresses in the web 
plate of the girder. Although a few experiments have been 
made which, together with observations in the maintenance of 
girders under traffic, throw some light on the subject, it has not 
received the investigation which its importance seems to demand. 
Some of these facts are recorded in engineering periodicals, to. 
which references are given at the end of this article. 

The intermediate stiffeners should be able to transmit to the 
web the heaviest concentrated load which may come upon it in 
a deck girder, or the greatest floor beam reaction in a through 
girder. In the example used in this chapter the greatest con- 
centrated load is 30000 pounds, and the addition for impact 
24 000 pounds. With the specified compressive unit stress of 
I7 000 pounds per square inch, a sectional area of 3.18 square 
inches is required. The leg of the angle which is to be riveted 
to the web plate must not be less than 34 inches, as {-inch rivets 
should not be used in a smaller size (Art. 34). Two angles, 
34’ x 34!’ x 2”, the thickness being the least allowable, furnish 
much, more than the necessary area, but their outstanding legs 
would not give an adequate support to the 8-inch flange angles 
which transmit the load to the stiffeners. The size will therefore 
be increased to 6!’ x 34" x 3". 
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The end stiffeners must take the vertical shear from the web 
and carry it to the bearing plate. They do not act entirely as 
columns, since the load is distributed along the entire length. 
A somewhat lower working stress should be taken than that for 
simple compression, —say about 15 000 pounds per square inch. 
The sectional area of the end stiffeners must therefore be 
294 100/15 COO = 19.61 square inches. Six angles 6" x 34” x 3" 
will furnish an area of 6 X 3.41 = 20.46 square inches, and may 
hence be adopted. Sometimes it is specified that the projecting 
legs of all stiffener angles over the end bearings shall be as wide 
as the flange angles permit. This rule would accordingly re- 
quire 7’ x 34" x 2" angles. 

All the stiffeners should be closely fitted to the upper flange 
angles in the deck girders, and the end stiffeners should also be 
fitted to the lower flange angles to secure a full bearing area. 
The lower ends of intermediate stiffeners in deck girders, and 
both of their ends in through girders, require merely a neat fit 
for the sake of appearance, since they transmit no stresses 
directly to the flanges. It should be added that many specifi- 
cations make no distinctions in this respect. The number of 
rivets connecting the end angles to the web is 294 100/9190 = 
32, since the bearing value of a {-inch rivet in a ;%-inch web is 
9190 pounds. For the sake of uniformity, which simplifies con- 
struction, the same number of rivets will be used in all the 
stiffeners, and equal to that required in the inner rows of the 
web splice. This will give 3 x 19 = 57 rivets, without counting 
those which also pass through the flange angles, and whose duty 
is to carry stresses from the web into the flange. 


In girders of double-track bridges the reaction of the support 
may be so large that a sufficient number of rivets cannot be put 
into the stiffeners. Instead of using wider angles to accommo- 
date two rows of rivets each filler may be widened so as to take 
an extra row of rivets. The number of rivets then required in 


AEDS 7: WEB STIFFENERS. 163 


the stiffeners alone is governed by their value in double shear. 
Sometimes a single plate on each side of the web replaces the 
separate fillers under the two or more pairs of end angles. See 
Plate I and Fig. 30. 


The ends of plate girders should be finished with cover plates.. 
In deck girders the corners are square, but in through girders 
the upper corner is generally rounded off to a radius which 
ranges from one-half to the full length of the bed plate of the 
support. The upper flange angles are usually cut just before 
reaching the curve and spliced to angles of reduced thickness 
which extend around the curve and down the ends, although 
sometimes the flange angles themselves are extended down 
to the support (Fig. 46, Art. 44). 


The following articles give some idea of the character of the 
discussions which take place at intervals in regard to the stresses 
in the webs of plate girders and the function of stiffeners: 


Specifications for the Strength of Iron Bridges. By Joseph 
M. Wilson, and discussion by W. H. Burr and E. Thacher. 
Transactions American Society Civil Engineers, vol. 15, pages 
404, 430, 467, June, 1886. 

Vertical or Inclined Stiffeners for Plate Girders. By C. A. 
P. Turner and J. B. Johnson, Engineering News, vol. 33, page 
270, 2epril, 18057 “By C. A. P. Turner and J. P. Snow, Engi- 
neering News, vol. 33, page 339, May 23, 1895. By Henry 
Goldmark, Engineering News, vol. 34, page 43, July 18, 1895. 


Thermal Condition of Iron and Steel under Stress, and 
Measurement of Stress by Means of Thermo-electricity. By 
C. A. P. Turner. Proceedings of the Engineers’ Society of 
Western Pennsylvania, Sept., 1897. This paper contains the 
results obtained by tests of an experimental girder ro feet long 
and 2} feet deep. For a later valuable paper by Turner, see 
Transactions of American Society of Civil Engineers, Aug., 1902. 
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Spacing Stiffeners in Plate Girders. By H. T. Beach, En- 
gineering News, vol. 39, page 322, May 19, 1898. By 
Practical Bridge Builder, Engineering News, vol. 40, page 10, 
July 7, 1898. By Joseph M. Wilson and E. Marburg, Engi- 
neering News, vol. 40, pages 89 and 90, Aug. 11, 1898. By 
A. W. Buel, C. A. P. Turner, and Joseph M. Wilson, Engineer 
ing News, vol. 40, pages 154 and 155, Sept.8, 1898. By F. G. 
Skinner and C. A. P. Turner, Engineering News, vol. 40, pages. 
339 and 400, Dec. 22, 1898. By H. T. Beach, Engineering 
News, vol. 41, page 106, Feb. 16, 1899. 


Tests of the Stress in Plate-girder Stiffeners. By F. E. 
Turneaure. Engineering News, vol. 40, page 186, Sept. 23, 1898. 
. This article contains the results of six measurements of the 


stresses in the stiffeners of a 75-foot plate girder under moving 
load. 

Specifications for Steel Railroad Bridges. Discussion by 
George S. Morison and J. H. Worcester. Transactions Ameri- 
can Society Civil Engineers, vol. 41, pages 184 and 193, 
June, 1899. 

Proposed Specifications for Steel Railway Bridges. By J. W. 
Schaub, and discussion by H. E. Horton and Ralph Modjeski. 
Journal Western Society of Engineers, vol. 5, pages 355, 370, 
and 379, Oct., 1900. 


A Direct Method of Spacing Rivets and Finding the Posi- 
tion, etc., of Stiffeners in Plate. Girders. By E. Schmitt, 
With discussion. Transactions American Society Civil Engi- 
neers, vol. 45, page 550, June, Igor. 


ArT. 58. LENGTHS oF COVER PLATES. 


In accordance with the requirement of some of :the leading 
specifications one cover plate on each flange will be extended to 
the end of the girder. The others will be extended at each 
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end from 9 inches to a foot beyond the point where theory 
requires them in order to resist the maximum bending moments 
in the girder. 


The combined net area of the two flange angles and one cover 
plate is 26.88 square inches, while the equivalent flange area of 
the web is 13.5 percent of its gross section (Art. 56) or 4.96 
square inches, making the total flange area 31.84 square inches. 
The effective depth is found to be 80.9 inches, and hence the 
bending. moment that may be resisted by this section of the 
girder is 17 000-X 31.84 x 80.9/12 = 3 649 000 pound-feet, and 
this is the value of the maximum moment at 17 feet from the 
support. This location is conveniently found by means of a 
diagram (Fig. 69) whose ordinates represent the maximum bend- 
ing moments due to the live load, impact allowance, and dead 
load. Their values, expressed in kip-feet, are given in the fol- 
lowing table, one kip being 1000 pounds: 


MAXIMUM BENDING MOMENTS, 


SECTIONS. 5’ 10' 15' 20' 25! 30’ 35' 40' 


Live load | 690 LAGS URL 232007) in 2330 mmol soe le ZOnsillia703 
Impact 476 864 | 1188 | 1426 | 1607 | 1740 | 1830 | 1864 
Dead load | _ 169 315 439 540 619 675 709 720 


Total 


The combined net area of the flange angles and two cover 
plates is 33.88 square inches, which added to the equivalent 
flange area of the web gives a total of 38.84 square inches. 
The effective depth is 81.9 inches, and the corresponding bend- 
‘ing moment is 17 000 X 38.84 x 81.9/12 = 4 506 000 pound-feet, 
which is located at 24' 6'’ from the support. The approximate 
Jength of the outer cover plate will therefore be at least 
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2(40! o!’ — 24’ 6')4+ 2 x 9!’ = 32 feet 6 inches, and that of the 
second cover plate 2(40' 0’! — 17’ 0!') + 2 x 9!’ = 47 feet 6 inches. 
The exact lengths of the cover plates will be determined on the 
drawing after the rivets are located in the flanges, and the flange 
splices are located, for it is sometimes necessary to extend one 
cover plate to serve as a splice plate for another one. 
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Fig. 69. 


When the bending moments are determined by means of an 
equivalent uniform load, making the moment diagram a parab- 
ola, the lengths of cover plates may be quickly found either by . 
the graphic method given by T. K. THomson in Engineering 
News, vol. 32, page 148, Aug. 23, 1894, or by the analytic method 
given by C. W. Hupson in the same periodical, vol. 32, page 
278, Oct. 4, 1894. 


ART. 59. THEORETIC RIVET PITCH IN FLANGES. 167 


ArT. 59. THEORETIC RIVET Pitcu In FLANGES. 


The rivets uniting the web plate to the upper flange of a deck 
girder between any two given sections have two duties to per- 
form: first, to transfer from the flanges to the web whatever 
load rests directly upon the flanges in this division; and, second, 
to transmit from the web to the flanges the increment of flange 
stress developed between these sections. The required number 
of rivets must then be such as to safely transmit these vertical 
and horizontal stresses when their resultant isa maximum. The 
horizontal component of the resultant is considerably greater 
than the vertical, except near the middle of the span, where in 
many cases the latter may be even greater than the former. 


The maximum difference of flange stress between any two 
sections occurs when the difference between their respective 
bending moments is a maximum, provided the effective depth is 
the same. When the sections are taken a distance apart equal 
to dx, the difference of moments is @J/, and if the entire bending 
moment .were resisted by the flanges, the difference in flange 
stress would be @J//f,, in which /, denotes the effective depth. 
The increment of flange stress per linear unit is then @J7/h,dx, 
which by mechanics equals V/A, the vertical shear being desig- 
nated by V. This difference is a maximum when the maximum 
values of the vertical shear are inserted in the expression just 
given. Since the web plate, however, resists a part of the bend- 
ing moment, V//, must be multiplied by the ratio of the bending 
moment resisted by the flanges alone to the entire bending mo- 
ment. This ratio equals that of the area of the flanges to the 
sum of the flange area and the equivalent flange area of the web 
as explained in Art. 54. The pitch of the rivets, or their spacing 
longitudinally, is then obtained on dividing the resistance of one 
rivet by the value just found. As the rivets connecting the 
web to the flanges are in double shear, the bearing value of a 
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rivet on the web plate will usually be less than the double shear, 
and therefore measures the strength of the rivet to be used in 
the computation. 


The vertical shears whose determination was referred to in 
Art. 53 are given in the following table and expressed in kips, 
the sections being taken 5 feet apart. See also Fig. 69. 


SECTION = 0’ ot 1o’ 15' 20’ 25' 30' 35' | 40' 
Live load 155.1] 139.9| 120.6| 104.3| 89.6] 76.3| 64.6] 53.3] 42.1 
Impact 107.0) OSe1 | Ol. Gi) 72-8)| 203.10) 54:21) AGs3 38.5 Hea017 
Dead load 82:0\||2 2oi Oiler 2420' 220.0) Or 0: 260 8.0} 4.0;)- 0:0 
Total | 294.1 | 263.0] 226.2] 197.1| 168.7 | 142.5) 118.9] 95.8 


The position of the live load which causes the maximum 
shears is such that the first driver of the locomotive (Art. 50) is 
just on the right of the section. Its weight on one rail and dis- 
tributed over three ties, which, with the three spaces, cover 
42 inches (Art. 52), is 25 000 pounds. The coefficient of impact 
for the shears varies from about 0.69 to 0.73, and using the 
average value 0.71 for this load, the impact allowance is 17 750 
‘pounds. The cbrresponding weight of the track supported by 
one girder is 700 pounds, making a total load of 43 450 pounds, 
or 1035 pounds per linear inch. 


At section o’, which is at the support, each flange is com: 
posed of two angles and one cover plate (Art. 58), and accord- 
ing to the method given above the increment of flange stress 
per linear inch resisted by the flange alone is 


26.88 | 294 100 


= 306 : 
mea 80% 3069 pounds 


The ratio 26.88/31.84 refers to the tension flange, having been 
used in Art. 58, but it may be applied to the compression flange 
as being sufficiently exact for this purpose. 
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The resultant of 3069 and 1035 pounds is 3236 pounds per 
linear inch, and the required pitch is 9190/3236 = 2.84 inches, 
since the bearing value of a {-inch rivet in a 44-inch web plate 
is 9190 pounds. 

In a similar manner the pitch is.determined at each of the 
sections, the results laid off as ordinates in Fig. 70, and a curve 
drawn through their extremities. This diagram gives the theo- 
retic pitch at every point in the half span. The horizontal lines 
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Fig. 70. 
show that the pitch is 3 inches at 2.7 feet, 4 inches at 15 feet, 
5 inches at 25.2 feet, and 6 inches at 33 feet from the center of 
the support. 

If the vertical component of the rivet stress be neglected, 
the theoretic rivet pitch in the lower flange is obtained, that at 
the end of the girder being 2.99 inches, and at the middle 11.69 
inches. A comparison of these values with those found for the 
upper flange indicates the direct influence of the load supported 
by the flange, on the pitch of the rivets. 


The rivets connecting the angles and the cover plates must 
transmit that portion of the flange stress which is taken by the 
cover plates. These rivets are in single shear, and hence the 
strength of a rivet is measured by its value in single shear, 
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which is less than the bearing in either the cover plate or the 
angle. The value in single shear of a f-inch rivet at 12000 
pounds per square inch is 7220 pounds. The proportions of 
flange stress taken by one, two, and three cover plates respec- 
tively are approximately 26, 41, and 51 percent. “The rivet 
pitches at the end of the girder, and at the points where the 
second and third (or outer) cover plates terminate theoretically 
(see Fig. 69, Art. 58), are found to be 9.1, 9.1, and 8.9 inches 
respectively. 


For the purpose of comparison the rivet pitch at the end of 
the girder will also be determined by means of the horizontal 
shear. The direct effect of the vertical load on the flange rivets 


£ will be omitted in this 
1 Cover Plate 18'x% 


2 Flange Angles 8x8x#" 30 
= Ss | a on ep aa not affect the result. 
On the left of Fig. 71 

is shown a vertical sec- 


comparison, as it does 


tion of the upper half 
of .the girder at* the 
support, and on the 
right is a diagram whose 
abscissas represent the 
horizontal shear per 
linear inch, the values 
being computed (see 
Mechanics of Materials, 
aie 7 Es Art. 108) upon the as- 
ESD Sait sumption that the cover 


Neutral Surface Founds per Linearinch nlate, angles, and web 
Fig. 71. 


plate are all parts of a 
single piece of solid metal. This assumed condition is evidently 
not equal in some respects to that of the girder, in which these 
parts are riveted together. The horizontal shear in a horizontah 
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section taken midway between the two lines of the flange 
rivets is thus found to be 2714 pounds per linear inch. 


If the shear between the flange and the web be computed by 
substituting in the formula the moment of the entire section of 
both angles as well as of the cover plate, and omitting entirely 
any part of the web between the angles, the value of the hori- 
zontal shear per linear inch is 2988 pounds. This value is 
observed to be somewhat less than the horizontal shear in the 
web plate directly adjacent to the flange angles and greater 
than the shear midway between the rivet lines obtained under 
the previous assumption, and it probably corresponds more 
closely to the actual condition of the girder. The resulting 
pitch is 9190/2988 = 3.08 inches, while that found by the other 
method is 2.99 inches, or about three percent less. If, how- 
ever, in the other method the gross sections be used instead of 
the net sections, the resulting pitch is 3.03 inches, or only 1.6 
percent less, and thereby indicates the magnitude of the error 
involved in the approximation made in deducing the formula in 
Are BA: . 

The horizontal shear just below the flange angles is 84.5 per- 
cent of that at the neutral surface, while the average value of 
the horizontal shear for the entire section is 3483 pounds per 
linear inch, or 89 percent of that at the neutral surface. This 
value is also laid off in the diagram for comparison. Below 
the flange angles the abscissas represent not only the magni- 
tudes of the horizontal shear per linear inch, but also the equal 
magnitudes of the vertical shear at the respective distances 
from the neutral surface. If it be assumed that the entire 
vertical shear is resisted by the web plate alone, the average 
vertical shear per linear inch is 294 100/84 = 3501 pounds, or 
89.5 percent of the shear at the neutral surface. These values 
show how slight is the error involved in this assumption, and 
that if a proper allowance be made in adopting the safe unit 
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stress, the net area of the web section may be found with suff- 
cient accuracy by assuming the shear to be uniformly distributed. 


The length of the longitudinal splice plates for the web (Art. 
56) may now be determined. The theoretic pitch of the flange 
rivets at the joint is over 5 inches, while the adopted pitch in 
this part of the span is 5 inches, and hence the pitch will be 
reduced near the joint to 24 inches. If the plates be extended 
to the left 29 inches, they will contain 11 rivets, 54 of which are 
required for the stress due to the web splice, and the remaining 
54 for the increment of flange stress. Theoretically the plates 
need not extend an equal distance to the right of the joint, or 
toward the middle of the girder, but only far enough to contain 
6 rivets, unless more are required to transmit their stress into 
the angles by single shear. If 6 rivets are used, they will 
develop the net strength of the plates. The total length of the 
plate will therefore be 29 + 164 = 454 inches. 

In a plate girder where side plates or vertical flange plates 
are placed between the angles and the web, all the rivets 
through the side plates, whether passing also through the 
angles or not, may be counted in the number necessary to 
take the horizontal flange increment out of the web plate. 
To determine the number of rivets which must also pass 
through the vertical legs of the angles it must be consid- 
ered that they shall provide sufficient strength in double shear 
to transmit that portion of the increment of flange stress 
which is to be taken by the angles and ‘cover plates. The 
double shear will govern in this case, since its value will be less 
than their bearing either in both angles or in the combined web 
and side plates. 

For a flange of the composition shown in Fig. 35 the riveting 
should be so designed as to transfer the increment of flange 
stress from the web to the several shapes composing the flange 
in the most direct manner. 
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A purely graphic method of determining the rivet pitch is de- 
scribed in a paper by E. Scumirr in the Transactions of the Ameri- 
can Society of Civil Engineers, vol. 45, page 550, June, 1901. 
In the discussion of this paper C. B. Wine gives a series of 
diagrams for the solution of the same problem, covering a wide 
range of unit stresses and of the other factors involved. 

The practical considerations which affect the spacing of the 
rivets both longitudinally and transversely are given in the next 
article. 


ArT. 60. LOocATION OF FLANGE RIVETS. 


SPECIFICATION. — The pitch of rivets shall not be less than three diameters. 
when on the same line, nor less than two and one-half times the diameter 
when staggered. ‘The pitch in the direction of the stress shall never exceed 
six inches, nor sixteen times the thickness of the thinnest outside plate. 
When two or more thicknesses of plate are riveted together in compression 
members, the outer row of rivets shall not be more than four diameters from 
the side edge of the plate. No rivet-hole center shall be less than one and 
a half diameters from the edge of a plate, and, whenever practicable, this. 
distance is to be increased to two diameters. 


If the theoretic pitch at the end of the girder be less than. 
that required by the specification, the thickness of the web must 
be increased accordingly. Sometimes three and one-half diam- 
eters is specified as the minimum pitch in one line. The smallest 
angle that will admit two rows of {-inch rivets is 5 inches 
(Art. 34), but the rivets in flange angles are usually placed ina 
single row whenever the vertical leg of the angle is less than 
6 inches. While occasionally a single row is used in 6-inch 
angles, it is expressly forbidden in some specifications. In 
8-inch angles it is customary to use two rows, but sometimes 
three rows are inserted. The location of the pitch lines or rows 
of rivets is given in Art. 34. 

In order to facilitate shop work, the pitch of rivets in deck- 


plate girders is increased in regular groups from the minimum 
required at the ends to the maximum near the middle, the 
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number of changes being few. The object of limiting the maxi- 
mum pitch according to the specification is to secure a close fit 
in construction. The pitch is made the same in both upper and 
lower flanges for economy in manufacture. No change in pitch 
should be made between two adjacent stiffeners unless necessi- 
tated by a flange splice. The spacing in the flange angles must 
be slightly modified at the location of the stiffeners so as to give 
sufficient clearance during construction. In through girders the 


pitch is uniform in each panel. 


In the deck girder whose theoretic rivet pitch was determined 
in the last article the end pitch may be taken as 3 inches, since 
the pitch was found to be only slightly less in a distance of 
2.7 feet from section o’, or the center of the support, while a 
number of extra flange rivets may be placed in the foot or so 
which the girder extends beyond that section, and which will 
more than make up for the difference in pitch. As Fig. 70 
shows that the maximum allowable pitch of 6 inches may only 
be extended to 7 feet on each side of the middle, it is preferable 
to omit that pitch and employ the 5-inch pitch for 15 feet from 
the middle. This arrangement will then leave only one inter- 
mediate pitch, that of 4 inches. 


This specification permits two lines of rivets to be used to 
connect the cover plates to the angles, when the angles are 6 
inches or less in width, but usually requires four lines of rivets 
when the cover plates are more than about 14 inches wide. If 
in order to keep down the number of plates it is necessary to 
widen them beyond the limits already indicated, it is best to 
increase the width sufficiently to allow a row of rivets on each 
side outside of the flange angles. 


At the ends of cover plates the pitch should be reduced for 
a short distance so as to reduce the tendency to overstrain 
the rivets on account of the sudden change in flange section. 
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A. sufficient number of rivets to transmit the full stress for 
which the plate is designed may be placed at the end of the 
plate with the smaller pitch. Sometimes this pitch is limited to 
the minimum used in the flange. 

When only one row of rivets is used in each leg of the angles, 
the horizontal and vertical rivets should stagger, but when two 
rows of rivets are used in each leg of the angles, the adjacent 
rows in one angle, whether both are in one leg or not, should 
stagger. This arrangement places the rivets in the outer row 
of the horizontal leg of the angle opposite to those of the upper 
row of the vertical leg. Sometimes those in both rows of one 
leg are placed opposite points which are intermediate between 
the adjacent rivets of both rows in the other leg, but this is 
objectionable on the ground of reducing the net section through- 
out the span, except near the middle where the pitch is but 
slightly less, or equal to, the maximum allowed. 

In the example given, it was found that the theoretic pitch 
for the rivets through the cover plates and angles is about 9 
inches, which exceeds the maximum allowed. As these rivets 
must be spaced with regard to those through the vertical legs of 
the angles, the pitch must either be equal to theirs, or just twice 
as great, provided the resulting value does not exceed 6 inches. 
The values to be adopted can therefore be determined in accord- 
ance with these statements after the flange and web splices, 
ends of cover plates, and stiffeners are located on the drawing. 

It should be added that a few specifications, including those of 
WADDELL, direct that the flanges of girders carrying the vertical 
load from the ties shall have their rivets spaced uniformly from 
end to end and at the minimum distance employed. 


ART. 61. FLANGE SPLICES. 


SPECIFICATION. — Splices in flange plateg and angles must always be avoided 
when sufficiently long plates and angles are procurable, which will always be 
the case unless the span be abnormally long. Where flange splices are un- 
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avoidable, they must be so located that no two pieces of either the flange or the _ 
web shall be spliced within two feet of each other, and so that no flange and 
web spice shall occur at any point where there is not an excess of sectional 
area above the theoretical requirements. 

The saving in the cost of splices will usually compensate for 
the extra price which may be demanded for plates and angles 
of the greatest length obtainable. The object of distributing 
the splices in the different pieces, and of not allowing any flange 
splice to come too near a web splice, is to avoid abrupt changes 
in section which interfere with the proper distribution of stresses 
in the different members. 


As the web splices occur at 12 feet from the middle of the 
girder, and the outer cover plate extends a few feet farther each 
way (see Fig. 69, Art. 58), the two angles will be spliced between 
the center of the girder and the two web splices respectively. 
The first cover plate will be spliced at two points, so that the 
second cover plate may be extended sufficiently to serve at each 
end as a splice plate. 


Each of the 8’ x 8’’ x 3’ angles has a net area of 11.44 — 1.50 
= 9.94 square inches, and is to be spliced by an 8’’ x 8" angle 
cut down so as to fit the face of the flange angle, and to have at 
least the same area. This requires the angle to be seven-eighths 
of an inch thick, and each leg cut down to about 74 inches. As 
the value of a {inch rivet in single shear is 7220 pounds, 24 
rivets are required to connect the splice angle on each side of 
the joint. With a pitch of 2} inches, which is the minimum 
allowed without reducing the net section of the flange (Art. 55), 
the length of the splice angle is a little over 5 feet. This. 
would interfere with at least one pair of stiffeners, and hence it 
is desirable to reduce the length, which can be done by reducing 
the thickness of the splice angle to nine-sixteenths of an inch, 
and making up the sectional area by placing a 7’’ x 3%" flat on 
the vertical leg of the opposite flange angle, as shown in Fig. 72. 
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The flat requires 8 rivets at each end, and the angle 16 rivets, 
it being remembered that the bearing in the 3-inch flange angle 
is greater than the double shear. Accordingly all the rivets in 
the vertical leg of the splice angle also pass through the flat, 
and its length is thereby reduced one-third. It should be no- 
ticed that these splices 
are located at points ; ee , 
‘ 1 Splice Angle 78x78 xg —3'5 
where there is an / Splice Plate 7%8"—3'5" 
excess of flange area. 


iet-< the.) nearer 
flange angle be spliced 
on the left, and the 
farther angle on the 
right of the middle of 
the girder, the same ar- 


PO OMor G OL10' Oe 101, 9 
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rangement being also ; 
adopted for the upper flange, and all the splices located, so as 
not to interfere with any stiffeners. 


The net section of the first cover plate is 7.88—0.88=7 
square inches (Art. 55), and as the second cover plate, which 
has the same section, is to be extended as a splice plate, single 
shear will govern the design of the connecting rivets. The 
number required on each side of the joint is 7 x 17 000/7220 
= 17 rivets; but as the rivets are arranged symmetrically in 
pairs, 18 rivets must be used. 


Since the second cover plate is theoretically required at 17 
feet from the end (Fig. 69, Art. 58), and the 4-inch theoretic 
pitch of flange rivets begins at 15 feet (Fig. 70, Art. 59), it is 
desirable to extend the 3-inch pitch over this splice. The sec- 
ond cover plate will then extend to about 12 feet 6 inches from 
the center of the support, making its entire length about 55 feet, 
while that of the middle portion of the first cover plate is 50.5. 
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feet. These lengths are subject to a slight modification on 
account of the location of the stiffeners, which interfere some- 
what with the regularity of the rivet pitch. 


This extension of the 3-inch rivet pitch, and the use of a 24- 
inch pitch for about 2 feet at the end of the outer cover plate 
leaves less than 7 feet remaining for the 4-inch pitch. It should 
| therefore be considered whether it may not be better to omit 
that pitch altogether. 


WADDELL’s specification requires that. every non-continuous 
flange piece shall be fully spliced so that the splicing plates 
and rivets shall have a calculated strength at least 25 percent 
greater than that of the net section spliced. Under this 
requirement the computation given above would have to be 
changed accordingly. 


ART. 62. LATERAL BRACING. 


SPECIFICATION. — The lateral bracing shall be proportioned for a static wind 
load of 150 pounds per linear foot on each system. The system connected to the 
loaded flanges shall be proportioned also for a moving wind load of 300 pounds 
per linear foot. The compression flanges of the girder shall be so stiffened 
laterally that the unsupported length shall not exceed 12 times the width of 
flange. All members shall be so proportioned that the tensile unit stress 
shall not exceed 17000 pounds per square inch, nor the compressive unit 
stress to exceed 17 000 pounds per square inch reduced in proportion to the 
ratio of the length to the least radius of gyration of the section, by the 

I oe 
11.000 72 


following formula: ~ = 17 000/ (1 + ); in which # is the permis- 


sible working stress per square inch in compression, 7 the length of piece in 
inches between centers of connections, and ~ the least radius of gyration of 
the section in inches. No compression member in the wind bracing shall 
have a length exceeding 120 times its least radius of gyration. For members 
of any importance, more than two rivets are to be used for each connection. 
For unit stresses on rivets, see Art. 56. In field riveting the number of 
rivets found by the specified unit stresses shall be increased 25 percent if 
driven by hand, or to percent if satisfactory power riveters are used. 
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In the specifications which refer to the spacing of cross- 
frames, its value ranges from 12 to 20 feet. In order to make 
them equidistant in an 80-foot span, it is necessary either to 
space them 20 feet, 16 feet, or 13 feet 4 inches. Adopting 
the intermediate distance the panel length of the upper lateral 
system becomes also 16 feet for a Warren type of bracing, and , 
may be .reduced to 8 feet by adding substruts at every panel | 
point. Every alternate substrut is a member of the cross-frame 
or transverse bracing. The upper lateral system holds in line 
the compression flange of each girder. As the cover plates 
are 18 inches wide, the allowable unsupported length is 18 feet. 
The substruts which form no part of a cross-frame are there- 
tore not required on this account, but may be inserted in accord- 
ance with the best practice. They will be omitted in the lower 
system. The skeleton diagrams of the upper and lower lateral 
systems are shown in Figs. 73 and 74 respectively. 


ANZA SA SVANVARVA 


res 
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Fig. 73. 


Fig. 74. 


For the specified wind loads the maximum stresses in the 
diagonals are as follows: S,;=+22900, S;=+18 200, S;= 
+ 13 800, S; = +9700, and S,=-+ 5900 pounds. As the double 
signs are due to the wind blowing in opposite directions, and 
the reversals of stress do not take place in rapid succession as 
in stresses due to live load, it is customary not to design the 
lateral system for alternate stresses. 


Since the ratio of the length / of a diagonal to its least radius 
of gyration 7 is to be limited to 120, the least allowable radius 
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of gyration is 106/120=0.88 inch, and a reference to one of 
the handbooks shows that for a single angle no smaller size 
than 6'' x 4!’ or 5'’x 5" can be used. For the former size, in 
which //r is 120, the specified column formula gives an average 
compression per square inch of 7360 pounds, and hence the 
required area of the end diagonal is 22 900/7360 = 3.11 square 
inches. The area of a 6!’ x 4!’ x 3" angle is found to be 3.61 
square inches, while 7 is 0.88 inch, the value assumed. The 
thickness of this angle is the least allowed, but on account of 
the eccentric end connections of the angle its sectional area will 
probably have little to spare. 


Let an investigation be made to see whether the sum of the 
stresses in the outer fiber, due to both the column action and 
the eccentric connection, falls within the allowable limit of 
17000 pounds per square inch. First, let the angles be riveted 
to the connecting plates by the 6-inch leg, and let bending in a 
vertical plane be considered. According to the handbook, the 
distance from its center of gravity to the back of the longer 
flange is 0.94 inch, its moment of inertia / about the neutral 
axis parallel to the longer flange is 4.90 inches‘, and the cor- 
responding value of the radius of gyration 7 is 1.17 inches. 
The angle tends to bend so that the concave side is on the 
back of the longer flange, and since //r = 106/1.17 = 91, the 
maximum compressive stress on that side is 


Stes? 2021 op SEES ot) =II 100 pounds per square inch. 
3.61 II 000 

The bending moment due to the eccentric connection is 22 900 

x 0.94 = 21 500 pound-inchés, and by means of the formula 

deduced in Mechanics of Materials, Art. 102, the compressive. 

stress in the outer fiber on the same’side of the angle which is 

due to this moment is 
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21 500 X 0.94 
__ 22, 900 X 106 X 106 
9.6 X 29 000 COO 


Si = = 5100 pounds 


4.90 per square inch; 
in which 29 000 000 is the coefficient of elasticity. The total 
stress is therefore 11 100+ 5100= 16 200 pounds per square inch. 


A similar computation for the second case, when the angles 
are connected by the 4-inch leg, gives 8800 + 6900 = 15 700 
pounds per square inch. If, in the first case, the bending 
moment due to its own weight be included, the unit stress is 
increased 200 pounds per square inch. Repeating the com- 
putation for an angle 5!’ x 5’ x 2", the result is gooo + 5700 
= 14700 pounds per square inch. The area of both angles 
is the same, and a comparison of the maximum unit stresses 
indicates their relative strength. 


By connecting the other leg of the angle to the connecting 
plate by means of an angle clip, the eccentricity which tends to 
produce bending in a horizontal plane may be eliminated, but 
that for bending in a vertical plane still remains, since the 
entire stress is transmitted by the rivets through the connecting 
plate. Since the eccentricity is very small in the plane in 
which the angle tends to bend as a column, —that is, in a plane 
perpendicular to the neutral axis, with respect to which the 
radius of gyration is a minimum, — this investigation does not 
need to be carried further. It may be noted that the net sec- 
tion of one leg of the angle is sufficient to transmit the tension 
in the end diagonal, as this requirement is sometimes specified 
when only one leg of the angle is attached. Although the 
stresses in the remaining diagonals are less than in those at the 
end of the span, the same size is required throughout, since 7/7 


is limited to 120. 


The length of the lateral braces which are perpendicular to 
the girders is 82 inches, and hence the radius of gyration must 
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not be less than 82/120=0.68 inch. As the stress is only 
1800 pounds, a 34" x 34"x 2" angle will have abundant 
strength. No narrower angle than 34 inches will admit a 
Z-inch rivet, according to the standard given in Art, 34." The 
conditions already referred to require the same sized laterals to 
be used in the lower system as in the upper one, although the 
stresses are less than one-third as large. 


Since the connecting rivets are in single shear, their shearing 
value will govern, and as the rivets through the laterals are 
field and not shop rivets, their number must be increased 25 
percent for hand riveting. These conditions require 4 rivets in 
the connection of the end diagonal, but an additional rivet is. 
needed on account of its eccentricity. This result may be 
tested as follows: The longitudinal shear in each rivet is 
22 900/5 = 4580 pounds. If three rivets be placed in the pitch 
line which is 1? inches from the back of the 5-inch angle and 
two rivets in the line which is 2 inches from the other one, the 
center of gravity of the shearing surfaces of the rivets is 1.75 
+ 0.8 = 2.55 inches from the back of the angle, or 1.16 inches 
farther from it than the center of gravity of the angle. The 
moment of rotation in the plane of the shearing surfaces, 
caused by the stress in the angle, is therefore 22 900 x 1.16 
= 26 570 pound-inches, and this moment produces a shear in 
each rivet whose value is directly proportional to its lever arm. 
Two of the rivets are 5.1, two are 2.8, and one is 0.8 inches 
from the center of rotation, and if the shear in the most distant 
rivet is P, the moment of the shear in all the rivets is 


(hie ere dh Go ig atk 0.8") P/s.1 pound-inches. 


Equating this to the moment of rotation and solving for P, its 
value is found to be 1980 pounds. The direction of this shear 
is perpendicular to the lever arm of 5.1 inches, while that of the 
shear of 4580 pounds is parallel to the axis of the angle. Their 
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resultant is found graphically to be 5280 pounds. The allow- 
able stress for field rivets is 20 percent less than for shop 
rivets, or 5770 pounds. Five rivets are therefore required. 
The moment of rotation in a vertical plane tends to produce 
tension in some of the rivets, but as the connecting plate bends. 
easily in that direction the rivet tension must be small. No. 
less than three rivets should be used in connecting any lateral, 
even though that number is not theoretically needed. 


Although the laterals are usually designed to take the wind 
stress only, it should be remembered that their principal duty is 
to resist the lateral vibrations caused by the live load passing 
over the bridge at full speed. In view of the great increase in 
live loads, it is a question whether the assumption that these 
stresses do not exceed those computed for the wind pressure 
leads to a sufficient provision for lateral stiffness. When it is 
considered that these vibrations cause rapid reversals of stress, 
a material increase in lateral stiffness would be secured by treat-. 
ing the wind stresses as live-load stresses, and designing the 
laterals for alternate stresses. 

In designing members for alternate or reversed stresses, one 
of the best specifications is to find separately the areas required 
for both tension and compression, and to add three-fourths of 
the smaller area to the larger one in order to obtain the total 
sectional area of the member. The rivets, however, are to be 
computed for the sum of the two stresses. On applying this 
to the lateral system under consideration, the end diagonal 
of the upper system must be increased to 3 inch in thickness, 
the rest remaining unchanged. If clips be used so as to reduce 
the eccentricity of the connections, the numbers of field rivets 
required in the diagonals of the upper system are respectively 
S755) Ae 3) 


In some cases it may be advisable to go a step further and 
increase the stresses by allowance for impact. Practically the 
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same result may, however, be secured by increasing the pre-— 
scribed wind pressure. The Atchison, Topeka, and Santa Fé 
Railway uses a moving wind load of 500 pounds per linear foot 
and an equal static wind load in its standard designs for plate- 
girder bridges. 


ART. 63. TRANSVERSE BRACING. 


The form and composition of the transverse bracing were 
described in Art. 43. The object of the intermediate cross- 
frames is to increase the general stiffness of the bridge, and 
all the angles composing its horizontal and diagonal braces 
will be taken as 34/’ x 34 x 3" for the reasons indicated in 
the previous article. Each connection should have three rivets, 
and where the diagonals cross they should be riveted to a small 
connecting plate. 


The end cross-frame must transfer the reaction of the upper 
lateral system to the support. This reaction is 18 000 pounds. 
If it be assumed that one-half of the reaction is transferred 
to the support by each diagonal, the areas required in all the 
members will be less than those of the small angles already 
adopted for the intermediate cross-frames. As it is very 
important that the end bracing shall be rigid, it is best to use 
the larger shapes which are employed in the best practice. 
Each diagonal may be composed of one angle 5" x 34x 3", the 
upper horizontal of two angles 34" x 33" x 3", and the lower 
horizontal of two angles 5" x 34" x 2". (See also Plate I, Art. 
69, and the references in Art. 49.) 


ART. 64. BEARINGS AT SUPPORTS. 


The principal types of expansion bearings now in use were 
described in Art. 44. As indicated in that article there are 
considerable differences in the specifications with regard to the 
length of span below which sliding bearings and above which 
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roller bearings are to be used respectively. Most specifications 
give this span as 75 or 80 feet. A few require rollers when the 
span exceeds 60 feet, while others permit sliding up to 85 or 90 
feet. Several specifications require some form of rocker bear- 
ing or hinge joint for spans from 50 feet to 65 or 70 feet, and 
in exceptional cases even beyond this limit. 


Hinge bolsters should be used in combination with rollers in 
order to secure a uniform distribution of the load on the rollers 
with whatever deflection the girder may sustain under its live 
load. 


The expansion end of the girder shall be free to move longi- 
tudinally for a variation in temperature of 150 degrees Fahren- 
heit, but must be anchored against lifting or moving sideways. 


When cast-steel shoes are employed, as in Figs. 51 and 52, 
their design must make the following provisions: Adequate 
bearing area of the vertical ribs on the pir.; a pin of sufficient 
diameter to resist the bending moment produced on account of 
the outer ribs of one shoe being farther apart than those of the 
other shoe; vertical longitudinal ribs of the necessary strength 
as double cantilevers to carry the load from the stiffeners at the 
ends of the upper shoe to the pin, and in the lower shoe to 
distribute the pin reaction as a uniform load to the rollers; and 
vertical transverse ribs and bearing plates of ample thickness to 
make the distribution of pressure uniform transversely. These 
ribs have the additional duty of stiffening the longitudinal ribs 
and aiding them to resist any transverse horizontal thrust that 
may be brought upon them in service. If the greatest allow- 
able pressure in pounds per linear inch is specified as /=600 4, 
in which d is the diameter of the rollers, their aggregate length 
is found on dividing the gross reaction of the girder including 
the shoes by this allowable bearing. The bearing area of the 
bed plate under the rails must be such as not to exceed a safe 
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value for the material composing the bridge seat. Where im- 
pact is taken into account, this value may be taken as about 400 
pounds per square inch. WADDELL specifies permissible pres- 
sures for ten different materials. 


The anchor bolts at the fixed end must be designed to take 
the combined shear and tension due to the tendency for the cast- 
iron bolsters to slide and overturn when the brakes are applied 
to the train crossing the bridge at full speed. The horizontal 
tractive load thus applied to the girders is to be taken as 20 per- 
cent of the greatest live load that can be placed on the bridge. 


When bolsters are built up of plates and shapes, the same 
general method of design is followed. Whether two or three 
vertical plates shall be used depends upon the size of the 
girder. Transverse webs should be employed so as to secure 
the proper distribution of loading in that direction, unless this 
can readily be done by bearing plates of moderate thickness 
without too great a stress in flexure. The vertical legs of the 
connecting angles should be wide enough to allow two rows of 
rivets. It is often specified that no bearing plate, bed plate, 
vertical plate, or connecting angle should be less than three- 
quarters of an inch in thickness, and sometimes the minimum 
for the bed plate is made seven-eighths of an inch. No rollers. 
less than 3 inches in diameter are allowed, while the best prac-.: 
tice makes the minimum diameter 4 inches. 


The segmental rollers with parallel sides shown in Fig. 48, 
Art. 44, are the standard adopted by the bridge department of 
the New York Central and Hudson River Railroad. 


For additional information relating to the design of segmental 
rollers see Art. 81.. References to the bearing power of friction 
rollers are given in Art. 98. Formulas for the investigation 
and design of cylindrical rollers are deduced in Mechanics of 
Materials, Art. 156. . 
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ART. 65. ESTIMATE OF WEIGHT. 


The following weights are computed with the aid of the 
tables in a handbook: 


MATERIAL FOR ONE-HALF OF THE GIRDER. 
Flanges: 


4 angles, 8!’ x 8!’ x 3” x go! 10", @ 38.9lbs. . . . . « « 6354 pounds. 
2 cover plates, 18/! x.44!’ x 4o! 10", 

2 cover plates, 18!’ x 7 27 GE |e 26.79 lisa) s- (59 3 “3. 4532" 10 806: 
2 cover plates, 18" x 74!" x 16’ 3", cae 


Flange splices: 
2 cover angles, 7}! x 7}! x 2" x 3/5!, @ 26.6 lbs... . . . 182 
Panesar g Xe XS S!5 13.30 IDS. ee a 8 a se OF 273) 


Web: 


1 plate, 84” x ys!" x 28" 98", o 15, 06 the. . , 
BS i plate, 84! x a x 23/ 113", @ 124.9 Se ° ry ° e e ° 50909 5 099 


Web splice: 
PIPIes 30 DG aL OL AG TOsGGADSiw 1s, eniieh sh 8) teh res ts USS 
Aplates, 7!" x gu Sid Oa AOS IS. 2 ae Ps je es ale he TBS 320 


Stiffeners : 
24 angles, 6" x 34!’ x 8" x 6! 104", @ 11.7 Ibs. 2) w ce 1931 
rangle, 7" x 34! x 7 AIST G@LE EMDR oT ow... 4g, et eke, a, OR 
Gh ners, ah" x 2% 5! 3.8.93 Wbss 5s ee sre 329 
Spates 20" om 2X 5’ 87 @ SE Ibs. se ee 8 ss 1 B78 2 O4E 
1 end cover plate, 18! x 3!’ x 7/4", @ 22.96 lbs. . . . . « 168 168 
GEG Calipers bse cork Sone! < 2aiiie’ Wy “hp leutaie Yeu ores sh othr omore 19 687 


ONE-HALF OF UPPER LATERAL SYSTEM. 


Braces: 3s angle, 5 x 57” x fx 9’ 4", @ 16.2 ibs.) ee we SE 
Bangles gx 5g! x HY! xo’ 4", @ i2g lbs... . se we) 459 
24 angles, 34!" x 34!' x 3! x 6! 10", @8.5 lbs. . . ; 145 
10 connecting angles, 5’ x 34!’ x 3”, aggregating 6! 2", @ 10.4 Tbs: - 64. 
16 connecting 3! plates, Be eeeuins Bz some te. T5i5 DS. ets 6 27345 
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ONE-HALF OF LOWER LATERAL SYSTEM. 


Braces: 5-angles, 5/' x 5 x $x go 4", @ 12.3 Ibs. « . » « « « 
4 connecting angles, 5’ x 3}! x 3, aggregating 2! pe @ 

TOA) NOSs ceueep sme ‘ 
81 connecting 3/ plates, seereeunee 13. 72 cs on @ fc 5. 3 ie 


END CROSS-FRAME., 


2 angles, 5x 3hx B x8! 3Y@ 713.6 Ise ew os) we) os 
2angles,-3h!l "sh! xe" x. Gli7h4, @ OR ea oe wile ares alee. eucte 


aancles,te!! x34 x gs 6! oA a4 Mew at seit nine heen Ee 


4 connecting angles, 7!’ x 34!' x 74" x 1/83", @15 Ibs. . © « © « 
5 connecting 3!’ plates, et CPSGh ties Beatie ay ee GA 
6% washers . . . ~ . d alge S), eG a cell te alee te 


INTERMEDIATE CROSS-FRAME. 


aangles, 9h! « 3h" x BY x8" To", @iS.g Tos.) sae gas! si we on 
2 angles, 34!' x 3h! x au K16UOE@rOeh tls sms came Peart 46 
5 connecting 3" plates, hapereaditirte 4.7 sq. ft., @ 15.3 ie Saharan 


DEAD LOAD FOR ONE GIRDER, EXCLUDING TRACK. 


1 girder, 2) 99.486 Ibs. e786 “oe Leow ta ce a ate ole eG AA GLE 


ok mpper, lateral SySteii svete tai) oll eh a ciiited ars is wee imtc unre mmeT aT OY 
wot sower lateraliisySteny sol ke murahnasi ise c i Mite ete OCICS 
Pend cross frame wwe. slat come SRE hata. Gelt ed a Gee 
2 intermediate cross-frames. . . oy Jes, Fs Melis @.< eA: 
3036 pairs of rivet heads, @ 0.452 Ib. ay esg eh, taubetu ma carers, WLS 72 


Gross weight fora length of 81/8" . . . . « « « 44115 pounds. 


Net weight for a length of 80! (the span) . . . . . 43215 pounds. 


The net weight was assumed to be 45 200 pounds, and the 
difference of 1985 pounds is found to be less than one percent 
of the sum of the equivalent live load’and the actual dead load. 


The stresses will therefore not require revision. 


The following table gives the weights of the various parts 
of the structure, exclusive of track and pedestals, and the corre- 


sponding percentages of the entire weight: 
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WEIGHT PERCENTAGE 
IN OF 
Pounps. Tora, WEICHT, 


Flanges 20772 49-4 
Flange splices 546 1.2 } see 


Web 10 198 23.1 
38.7 


Web splices 640 Tits 

Stiffeners and end cover plates 6218 14.1 

Half upper lateral system I 164 2.6 

Half Jower lateral system 808 1.8 7:6 

Cross-frames I 397 Bie 

Rivets 1372 Bar Bul 
Total 44115 100.0 100.0 


As the weight of the girder depends not only upon the given 
loads, but also on the unit stresses and many other details pre- 
scribed by the specifications, it is difficult to deduce a general 
formula for the weight. The above analysis, however, makes 
it possible to estimate the total weight very closely at an early 
stage of the design, for the combined weight of the flanges 
and web plate is 73.2 percent of the entire weight of the girder 
and bracing. This percentage has but a small range for differ- 
ent specifications in combination with a large range of live 
load. 


At first, let the weight per linear foot be assumed as six to 
seven times the span in feet, the larger value being used for the 
heaviest live loads, and then let the web section and the compo- 
sition of the flange be designed in accordance with the specifi- 
cations adopted. The approximate lengths of the cover plates 
may be quickly found by dividing the maximum ordinate of the 
moment diagram in proportion to the respective flange areas, 
and locating the corresponding ordinates. If the weight of 
these items be increased by about one-third, the result will differ 
but little from the final estimate of the weight. 
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ArT. 66. Economic DEPTH. 


It is of interest to observe what absolute as well as relative 
variations in the weight will be obtained by changing the depth 
of the girder. The weight of the flanges varies inversely as the 
effective depth, while that of the web, together with its splices 
and stiffeners, varies nearly as the depth of the web plate for 
relatively small changes in depth, and these two depths differ 
only by amounts ranging from 1.35 inches at the center to 2.1 
inches at the end of the span in this example. Slight changes 
from the economic depth do not appreciably affect the weight of 
the girder, hence these variations in depth should produce about 
equal changes in the weights of the flanges and of the web with 
their respective details. The minimum material results when 
these, weights are about equal, as was shown in Art. II. 

Experience shows that in order to compute the corresponding 
weights for different depths the results will usually be suffi- 
ciently close by assuming the weights of the flanges to vary in- 
versely as the depths of the web plate. Fora depth of 96 inches 
the weight of the flanges and their splices will be about (21 772 
+ 546) 84/96 = 19 530 pounds, while the weight of the web and 
its details will be about (10 198 + 640 + 6218) 96/84 = 19 490 
pounds. This shows that 96 inches, or one-tenth of the span, 
is the depth which requires the minimum material. The reduc- 
tion in the total weight is only about 350 pounds, and the per- 
centages are 44.6 and 44.6 instead of 50.6 and 38.7 given in the 
table in the preceding article. Considerations relating to the 
cost of manufacture and the limitations imposed by required 
clearances and the grade line of the railroad, generally make the 
true economic depth somewhat less than that which gives the 
minimum weight. 

ART. 67. CAMBER. 

The extensive adoption of plate girders for increasing spans 

in recent years has led to the practice of providing a camber so 
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that when the bridge is loaded the track will not sink below the 
horizontal. According to the standards of the Northern Pacific 
Railway, for a span of about 100 feet the web plates are spliced 
so as to give a camber of one inch before the girders are erected, 
and afterwards the cross-ties are notched so as to leave a camber 
of 4 inch in the finished unloaded bridge. For a span of 80 feet 
these amounts are reduced 25 percent. 


In the track elevation in Chicago, camber was provided in 
some girders of still shorter spans, five-eighths of an inch being 
put into girders of 68 feet span, one-half of which remained in 
the unloaded spans when completed. In some others of the 
same span the initial camber was 1} inches and the final camber 
4 inch. Some specifications, however, prescribe that plate 
girders shall have no camber. 


ArT. 68. DETAIL DRAWINGS. 


Instead of publishing the general plans of the girder whose 
design, with the exception of a few minor features, is given in 
this chapter, there are shown on Plates I and II in the next 
article the full detail drawings of a girder bridge of the same 
span, this being one of the standard plans of the Northern 
Pacific Railroad. These plates are published by the kind per- 
mission of H. E. Stevens, Bridge Engineer. The plans are 
practically shop drawings, as the full dimensions are given for 
every piece and all the members and rivets are located. 


The student should examine Plate I carefully and note the 
differences between the details shown and those designed in 
this chapter. Special attention is called to the wooden floor 
and its connections; to the full-length flange angles; to the 
character and positions of the web splices; to the modification 
of the rivet spacing in the flanges on account of the stiffeners 
and‘splices; to the intersection of the rivet lines of the lateral 
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angles in the web plate of each girder; to the composition of 
the diagonals in the end cross frame; and to the connection 
by both legs of the horizontal transverse braces to the girders. 


The details of the end bearings, whose complete shop draw- 
ings are given on Plate II, require no additional explanation. 
The care with which every detail has been designed is mani- 
fest. The form of the segmental rollers and of the roller plate 
is the Morison standard, which is described in Art. 81. 


The student will also find it advantageous to make a com- 
parative study of the details of the plate-girder bridges, to 
which references are given in Art. 49. 


ART. 69. STANDARD PLANS. 


The, modern movement in American practice to standardize 
the details of construction has been extended by some railroads 
to the design of plate-girder bridges. Among these may be 
mentioned the Northern Pacific, the Harriman Lines, the Santa 
Fé System, and the Great Northern railroads. 


The standard plans of the Northern Pacific Railway include 
complete drawings of deck plate-girder bridges from 30 to 100 
feet in span, and of through bridges from 40 to 100 feet, both 
kinds varying by 5 feet in span. Inthe Journal of the Western 
Society of Engineers, vol. 6, page 51, Feb. 1901, may be found 
a paper on Northern Pacific Standard Bridge Plans by Ratpu 
Mopjrskl, who prepared them as consulting engineer. It is 
illustrated by reproductions of a number of plans and a diagram 
of weights. Since this paper was written a part of the plans 
have been redesigned to provide for a heavier loading. One of 
these revised plans is shown on Plates I and II. 


On the Atchison, Topeka and Santa Fé Railway the standard 
plate-girder bridges are divided into four classes. Class A in- 
cludes deck girders from 26 to 105} feet in length, out to out, 
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designed for economy of weight, The depth ranges from a 
little over one-seventh to a little less than one-tenth of the 
effective span. The cross-frames are only from 8 to 10 feet 
apart and divide the lateral systems into panels, intersecting 
diagonals being employed in each panel of both systems. 


Class B consists of deck girders from 26 to 85 feet in length, 
which are intended for locations where it is necessary to make 
them as shallow as the limits of deflection permit. For lengths. 
from about 45 to 85 feet the general arrangement is about the 
same as for class A, except that the depth is reduced to one- 
thirteenth or one-fourteenth of the span. The flanges have 
vertical side plates to avoid too many cover plates and to accom- 
modate the larger number of rivets needed to connect the flanges. 
to the web plates. For lengths from 26 to 42 feet, four lines of 
girders are used, and they are so spaced that each track rail is. 
midway between a pair of girders. The depth varies from 2/3!’ 
to 2'84'’, which ranges from one-eleventh to one-fifteenth of the 
effective span. There is no lateral system in this case, but the 
four girders are connected by cross-frames with solid webs at 
intervals ranging from about 6 to 114 feet. These bridges are 
proved by experience to have unusual lateral stiffness. 


Class C includes through girders from 60 to 1054 feet in 
length, designed with long panels so as to economize material 
in the floor system. The girders have the same depths as in 
class A. The panels vary in length from about 144 to 17 feet, 
and the floor beams are about 34 feet deep. In the long spans 
four lines of stringers are used in order to reduce the economic 
depth of the floor. The spacing of the girders on tangents is 
17 feet 2 inches. 


Class D consists of through girders from 26 to 105} feet in 
length, in which the floor system is designed as shallow as possi- 
ble without reference to economy in weight. The panel lengths 
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vary from about 8 to 12 feet, and four lines of stringers are used 
for all spans. 


Class B is not employed for lengths exceeding 75 feet, as the 
saving in depth would not warrant it, class C or D being substi- 
tuted for it under these conditions. Classes A, B, and D have 
lengths increasing by increments of 3 to 5 feet, and in classes 
C and D additional plans are made adapted to curves of 5 and 
10 degrees. The weights of the bridges increase in the order 
of the class letters for any given span, the shipping weights for a 
span of 60 feet, for example, comparing as the percentages 100, 
121, 156, and 176. No expansion rollers are used in any case, 
but rockers are employed at one end in spans exceeding 75 
feet in length. 

An excellent article giving a more detailed description of 
these standards may be found in Engineering News, vol. 49, 
page 482, May 28, 1903. It contains a table of the estimated 
weights of plate-girder bridges for classes A, B, C, and D, and 
for spans from 26 to 1054 feet. See also the article in Engineer- 
ing Record, vol. 48, page 598, Nov. 14, 1903. 

Eight standard detail plans of deck plate-girder bridges on 
the Harriman Lines are published in the Railroad Gazette, 1905, 
vol. 38, pages 248, 278, 310, 328, 347, 370, and 389. The 
lengths vary from 30 to 100 feet and in all cases no cover plates 
are used on: the upper flanges. 


ART. 70. FORMS OF TRUSSES, 195 


CUAPTE Re VIII. 
DETAILS OF RAILROAD PIN BRIDGES. 
ART. 70. ForMS oF TRUSSES. 


A comparison of the leading bridge specifications and railroad 
standards indicates that the preferred lower limit of span for 
plate girders ranges from 19 to 30 feet, that for riveted trusses 
from 100 to 110 feet, and that for pin-connected trusses from 150 
to 250 feet. In Igil there is a decided tendency among rail- 
road bridge engineers to raise the lower limit of spans for pin- 
connected truss bridges. 


The riveted trusses are most frequently made either of the 
Warren type or of the Warren with sub-verticals, the Pratt truss 
being employed to some extent for the longer spans. The New 
York Central and Hudson River Railroad introduced in 1899 
riveted trusses of the Baltimore type for spans from 100 to 200 
feet, which prior to that time had been applied only to: pin-con- 
nected trusses and to spans exceeding the larger limit named. 
Some details of riveted trusses are given in Chapter XI. 


The Pratt is the prevailing type for the shorter spans of steel 
pin-connected trusses. The Warren truss with sub-verticals has 
been used in a few cases like that on the terminal improvements 
at Providence, R. I. (see Railroad Gazette, vol. 27, page 457, 
July 12, 1899), and that on the terminal improvements at Rich- 
mond, Va. (see Engineering News, vol. 44, page 379, Nov. 
29, 1900). Formerly Warren pin trusses were employed more 
frequently, but it appeared later as though they would go out 
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of use entirely. Pegram trusses are used to a very limited 
extent on the Union Pacific and several other western railroads. 


As the span increases the Parker truss is usually employed, 
while for still larger spans the Baltimore and Pennsylvania 
trusses, with their subdivided panels, are successively adopted. 
The ranges of span for the Pratt, Parker, Baltimore, and Penn- 
sylvania trusses in actual use overlap one another to a remark- 
able degree. It is practically impossible to account for the 
wide variation in practice regarding the adoption of different 
types of trusses. In 1911 their upper limits of span were 287,. 
407, 5174, and 668 feet respectively. See Art. 71 in Part I. 


ART. 71. OPEN FLOOR AND STRINGERS. 


In through bridges there are generally two stringers to a 
track spaced from 64 to 8 feet apart, which support the track 
ties. The details of the ties, guard rails, etc., are about the 
same as for deck plate-girder bridges, except that alternate ties. 
are frequently extended the full width for a footwalk. A few 
railroads, like the Boston and Maine, use four lines of stringers. 
under each track, the main stringers being placed directly under 
the track rails, while the safety stringers are about 24 feet out- 
side of the others. The uniformity of the spacing of the cross- 
ties is broken by the floor beams, which support the stringers ;. 
but as the top flange of the floor beams is seldom more than a 
few inches below the tops of the ties, a derailed wheel will pass. 
over the wider space in safety. 


In some deck bridges of short span the ties are extended over 
the full width of the bridge and rest upon the chords of the 
trusses, as in the case of deck plate girders. As the span 
increases and with it the spacing of the trusses, this type of 
floor increases in cost and deflection, and is replaced by one of 
the same kind as that used for through bridges. In this case 
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the upper chords of the trusses frequently act also as safety 
stringers. See the report on bridge floors, to which reference 
‘was made in Art. 45. 


When the panels are very short, the stringers may consist of 
I-beams, but generally their construction is similar to that of 
plate girders of short span. The flanges either consist of two 
angles or of two angles with one cover plate. The practice of 
not allowing cover plates is becoming quite prevalent, since it 
affords a better bearing for the ties, and simplifies the work 
of track maintenance. In some cases the web is extended 4 or 
# inch above the flange angles, thus obviating the necessity of 
notching the ties for the full width of the flange. 


The stringers of each track are united by a lateral system 
of the Warren type attached to the upper flanges and by an 
intermediate cross-frame. Both of these features are used in 
long panels, and only one of them in short panels, some engi- 
neers using the lateral system in this case, while others use the 
cross-frame only. A cross-frame is also inserted at the ends 
of end stringers when there is no floor beam at the end of the 
bridge. The elevation of an intermediate stringer and of part 
of an end stringer, together with that of a cross or sway frame, 
is shown on Plate III. It will be noticed that there are no 
intermediate stiffeners in this example. 


While the lateral system of stringers is generally of the 
simple Warren type, sub-struts are occasionally employed at 
the other panel points, as well as where the cross-frames are 
placed. On the inset of Engineering News, Jan. I1, 1900, 
may be seen an example where a double intersection Warren 
bracing is used. This arrangement, however, is quite unusual. 


In through bridges the ends of the stringers are usually 
riveted to the webs of the floor beams between their flange 
angles by means of pairs of connecting angles and of bracket 
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angles, as indicated on Plates III and IV, Art. 82. Some- 
times, however, the upper flange angles are extended over the 
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gi tls tinuous and relieving 
the upper rivets in the connecting angles from tension when 
the adjoining panels are loaded. This arrangement also per- 
mits the ties to be spaced uniformly. 

In deck bridges the stringers frequently rest on top of the 
floor beams, as illustrated on Plate V. The lateral system of 
the bridge may then be connected to the bottom of the stringers, 
the top of the floor beams, and the bottom of the chords of the 
trusses, and thereby avoid bending the floor beam horizontally by 
the tractive force developed on applying the brakes to the train. 

When, however, the stringers are connected to the webs of 
the floor beams and the lateral system is connected to the top 
flanges of both floor beams and stringers, the web of the stringer 
may be extended far enough above the regular flange so as to 
attach secondary flange angles, on which to receive the ties. 
The projecting web and secondary flange are cut to allow the 
laterals to pass. This arrangement was adopted in the New 
Glasgow bridge, whose characteristic details are shown in Engi- 
neering Record, vol. 43, page 241, March 16, 19o1. 

The longest stringers in any simple truss bridge in America 
are in the Municipal bridge over the Mississippi river at 
St. Louis, erected in 1911, their span being 48 feet. 


\ 
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ArT. 72. SoLip FLtoors. 


Several types of the trough floors described in Art. 46 are 
used in pin-connected truss bridges as well as in girder bridges. 
Some of the references given in Art. 47 contain descriptions 
and illustrations of their details when so applied. In an article 
on the Willamette bridge at Portland, Ore., in Railroad Ga- 
zette, vol. 21, page 260, April 19, 1889, the drawings show a 
splayed-channel trough floor riveted to the sides of the stiff 
lower chord of the trusses. In Engineering News, vol. 36, page 
406, Dec. 17, 1896, may be seen the application of a trough 
system like Fig. 64, Art. 46, to the floor under the double-track 
railroad of the double-deck highway and railroad bridge at 
Rock Island, Ill. The floor is laid upon four lines of stringers, 
and continuous plates, 20’’ x 2’, are placed under the rails 
and riveted to the troughs so as to form an effective lateral 
bracing. 

In the 348-foot span of the Victoria bridge at Montreal, the 
double tracks are laid on a continuous half-inch floor plate which 
is supported by transverse 24-inch I-beams spaced only about 
14 inches apart. These I-beams are connected to the webs of 
longitudinal plate girders lying in the planes of the trusses and 
riveted to the posts below the lower chords. Longitudinal 
plates, 10'’ x 4”, are riveted on top of the floor plates under 
each rail. 


The inset of Engineering News, Aug. 24, 1899, shows the 
plan of a solid floor built up of 12-inch channels and plates on 
the upper deck of the Wells Street bridge in Chicago. Two 
channels with their webs vertical, their flanges toward each 
other, and their backs 11? inches apart are connected by a top 
flange plate. Similar pairs of channels and cover plates are 
spaced 12 inches apart in the clear and connected by 12-inch 
channels with their webs horizontal and their backs at about the 
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mid-height of the vertical channels. The ties for the tracks of 
the Northwestern Elevated Railroad were laid directly in the 
shallow troughs of this floor without any ballast. 


ART. 73. FLooR BEAMS. 


The floor beams of truss bridges are similar to those of through 
plate-girder bridges. The objection to cover plates in the case 
of stringers does not hold for floor beams. In through trusses 
a part of the web has to be cut away in order to clear the lower 
chord, and in order to secure enough space for rivets in the end 
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connecting angles the web must be extended beyond the upper 
flange. One form of construction is shown in Fig. 76. The 
web is spliced so that the end plate may extend up the required 
distance. The splice plates are continued to the end so as to 
act also as filler plates and to aid in strengthening the web 
around the cut. The connecting angles pass over the vertical 
legs of the upper flange angles, neither of the legs being cut 
away, and the curved angles pass over the lower end of the 
connecting angles. An additional pair of filler plates is there- 
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fore required under the curved angles, and they are extended 
beyond the angle to give increased strength and to simplify the 
construction. The lower flange and the bottom of the post are 
connected by a plate to which the diagonals of the lateral sys- 
tem are also attached. 


In Fig. 77 is shown the end of a floor beam in the Pratt truss 
whose side elevation is given in Fig. 111. The inner edge of 
the extended web $ ‘ ; 
plate is stiffened by Bees ass seers d 
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angles, in which case 


THE ENGINEERING RECORD. 


another pair of short regan 
horizontal angles is 

riveted to the bottom of the web plate as illustrated clearly in 
the Engineering Record, vol. 43, page 244, March 16, I90I. 
When the floor beam is not extended down past the lower 
chord, the eccentric connections of the lateral system cause a 
bending moment in the bottom of the post which is avoided in 
the forms just described. 
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In the Port Perry bridge over the Monongahela river this 
result is secured in another way. A trapezoidal web plate stiff- 
ened with angles is riveted to the bottom of the floor beam just 
inside of the lower chord and also to the horizontal connecting 
plate of the lateral system which is attached to the bottom of 
the post. The effect of this construction is to cause a negative 
bending moment in the 
floor beam which neu- 
tralizes a part of the 
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is cut away to clear 


the diagonal eye-bars 
of the truss. The 
stiffeners below the 


stringers are required 
to distribute the concentrated loads to the web of the floor 
beam, fillers being put under the angles. An example in 
which the top of the floor beam is level with the top of the 
upper chord is given in Engineering Record, vol. 41, page 126, 
Feb. 10, 1900. 


In double-track bridges the floor-beam flanges may be in- 
creased by means of side plates, as in plate girders. In the 
Bellefontaine, the Alton, and the Delaware river bridges this 
arrangement is adopted for the upper flanges only, while in the 
Rankin bridge it is adopted for both flanges. See Engineer- 
ing Record, vol. 44, page 467, Nov. 16, Igol. 
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When a floor beam is not riveted to a post, but to some plates 
or to a short member which resembles a post in construction, 
but connects with a tension member, like the sub-vertical in a 
Baltimore or in a Pennsylvania truss, or the suspender of a Pratt 
truss, as in Fig. 111, Art. 82, the floor beam is effectually stayed 
against rotation by rods extending to the adjacent panel points. 
The connection of a floor beam with the extension of a post 
below the lower chord is illustrated in Railroad Gazette, vol. 25, 
page 651, Sept. 1, 1893. 

In all of these examples a diaphragm is required in order to 
carry its share of the load from the floor beam to the outer half 
of the post. It consists of a web plate united by a pair of 
angles to the two sides of the post. 


Not many years ago end floor beams were employed in only 
a few cases, and those in trusses of large span. Now they are 
frequently used in short spans as well, and a number of rail- 
roads have adopted them as the standard construction. 


ArT. 74. INTERMEDIATE POSsTs. 


The simplest form of post consists of two channels, whose 
flanges are united by short plates at or near the ends, called 
tie plates, and by lattice bars between. When the flanges are 
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turned out (Fig. 79) as in the older practice, it is necessary to 
cut the channel flanges near the joints, as indicated in Fig. 111, 
Art. 82, When the flanges are turned in, as in Fig. 80, this 
cutting may be avoided and a stronger column secured for the 
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same out-to-out measurements. When the largest channels do 
not furnish sufficient area, the section is sometimes increased 
by adding two plates, preferably on the inside, as in Fig. 81. 
When still larger sections are required, the post is built up with 
plates and angles, as shown in Fig. 83. This form is sometimes 
said to consist of built channels. In Fig. 84 the angles are 
turned in, the advantage of so doing being the same as for 
rolled channels. The increasing area required for the posts 
toward the end of the span is obtained by increasing the thick- 
ness of the parts, or in case the thickness becomes excessive, by 
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adding an additional plate on each side, either of the full width 
of the side plates or to fill only the clear width between the 
angles. 


The posts of the Victoria Jubilee bridge at Montreal have an 
unusual composition... Two I-beams are laced together (see 
Fig. 85) for each of the posts, 20-inch and 18-inch I-beams being 
employed in the posts near the ends and middle of a span re- 
spectively. 

Fig. 84 shows how relatively narrow a post is sometimes 
made so as to be packed with the connecting diagonals in the 
upper chord. See Engineering Record, vol. 41, page 126, Feb. 
10, 1900. On the other hand a post like Fig. 83, whose plates 
are only 22 inches wide, has the backs of the angles spaced 
314 inches, in order to enter the outer spaces of the upper 
chord with its f-ur webs. See Engineering Record, vol. 41, 
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page 516, June 2, 1900. Figs. 82 and 86 show additional post 
sections, which are mainly used for the sub-verticals of Balti- 
more and Pennsylvania trusses, which support the upper chord 
midway between the long posts. The former section has also ~ 
been used for collision struts. 


Elevations of intermediate posts showing the tie plates and 
lattice bars which connect the two halves of the posts, as well 
as their-diaphragms opposite the floor-beam connections, may 
be seen on Plates III, IV, and V, and in Fig. 111. 


ART. 75.. MAIN AND COUNTER DIAGONALS. 


The simplest form used for a main tie consists of one or 
more pairs of eye-bars (Plate III). Tables of the standard sizes 
of eye-bars may be found in all of the handbooks. Sometimes, 
in order to secure stiffness in the panels of short spans requir- 
ing no counter bracing, the eye-bars are connected by riveting 
an angle to each bar and uniting the angles with lattice bars.. 
In the panels which require counterbracing the same result is. 
secured by using two pairs of angles laced together to form an 
I-section. (See Fig. 86 and Plate III.) In members with larger 
sectional areas a solid web plate is substituted for the lacing. 


When the main ties are eye-bars the counters in the same 
panel consist either of an adjustable eye-bar, or of a square bar 
with loop eyes, when the required section is small. When laced 
angles are used for the main ties, the counters have the same 
composition. 

Another method of securing greater stiffness has been adopted 
to some extent in which the counter ties are omitted and the 
main diagonals designed to take both tension and compression. 
The member is then made up either of two rolled channels laced 
‘together or of built-up channels, each one being composed of a 
web plate and two angles. The bridge over the Missouri river 
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at Bellefontaine, Mo., may be mentioned as a prominent example 
in which counterbraced diagonals are used, whose composition 
is the one mentioned last. 


The larger vibration due to adjustable counters and the great 
difficulty in keeping them in proper adjustment has led to the 
design of the other forms, and so far as they have been com- 
pared under traffic, there is little or no difference between the 
action of Pratt trusses having counterbraced diagonals which 
take both tension and compression and those in which both 
main and counter ties are riveted members. 


ART. 76. SUSPENDERS. 


In the through Pratt truss the suspender or hip-vertical is the 
vertical tie which connects the upper end of the inclined end 
post and the second panel point of the lower chord. In the 
Baltimore and Pennsylvania trusses there are not only the long 
suspenders, but a number of short ones whose duties are similar. 
These members have all the forms of section which were 
mentioned for the diagonals, whether counterbraced or not. If 
eye-bars are used, they are frequently connected by bent bars 
instead of by angles and the ordinary forms of lattice bars. (See 
Fig. 111, Art. 82.) When channels are employed, the flanges 
may either be turned in or out, and the same is true when 
the channel section is built up. The sectional area of built-up 
channels is increased sometimes by using double webs. When 
the I-section is used in a large truss, two flange plates are added 
to the two pairs of angles. For examples of the forms mentioned 
see Plates III and V, and Engineering Record, vol..41, page 516, 
June 2, 1900, and vol. 37, page 384, April 2, 1808. 


As the suspender in a through Pratt truss receives its stress 
only from loads in the first two panels, its stress changes more 
rapidly than that of any other member, and it also receives its 
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impact more directly. In order to reduce the excessive vibra- 
tion thus produced some railroads require the suspender to be 
made of a riveted post section in all cases. This arrangement 
also prevents rising driftwood from buckling the floor and 
pulling the bridge off the pier. 


In a deck Pratt truss with inclined end posts the only duty of 
the suspender is to support the lower chord members, and hence 
in this case it is made of a square bar with either upset or loop- 
welded eyes, or of two angles laced together so as to form a 
member about as wide transversely as the intermediate posts. 
The stiff member is preferable. 


Art. 77. Lower CHorD MEMBERS. 


In simple pin-connected steel trusses the lower chord mem- 
bers are very seldom made of anything else than eye-bars, 
except in the two panels at each end. The depth of eye-bars 
used in trusses of ordinary span generally does not exceed 
8 inches. On the other hand, the smaller depths are not now 
used to such a great extent as formerly, since it is considered 
desirable to use few comparatively heavy bars rather than a 
larger number of light ones. (See Plate IV.) 


The largest eye-bars that have been used in any simple truss 
bridge in this country are those of the Municipal bridge over 
the Mississippi river at St. Louis, built in 1911, their depth 
being 16 inches, the greatest thickness 2,4; inches, and with 
panel lengths of 30, 38, 45, and 48 feet. Eye-bars 10 inches deep 
are used in the Louisville, Bellefontaine, Alton, and Rankin 
bridges, the greatest thickness being respectively 23, 23, 244, 
and 2} inches. In the Bellefontaine bridge the bars extend 
over two panels of the Baltimore trusses, being 55 feet long 
between centers of pins. In Fig. 111 are shown two pairs 
of eye-bars 51’ 32” long, the inner ones being riveted to the 


208 DETAILS OF RAILROAD PIN BRIDGES. CuaAp. VIII. 


suspender and the outer ones resting on the horizontal legs 
of a pair of connecting angles. 

In the best practice the lower chord members in the first two 
panels at each end of the span.are designed to resist both ten- 


4LSSRIEXE 4 SBE XSE XE" ijt seinen ice 
2Pls (exg" CLP F518. 418 34535x 8" 2 Pls OX 
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sion and compression. This construction enables the lower 
chord to resist the compression caused by the traction load 
when the brakes are applied to the train, or the thrust of a 
derailed car on the bridge, or that caused by a derailed car 
striking the end of the truss. It also reduces vibration, and 
increases the stiffness of the truss, especially in short spans. 
The principal forms of section are shown in Figs. 87 to 93 
inclusive. Fig. 91 gives the section used in the end panels 
of the Alton bridge, and Fig. 92 those in the Bellefontaine 
bridge. 

In a few cases the lower chord of pin-connected trusses is 
constructed with plates and angles from end to end. Fig. 93 
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gives the section in a panel toward the middle of one of the 
fixed spans of the United States bridge at Rock Island. In the 
end panels of the bridge only two webs are employed. Fig. 94 
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gives the section of the lower chord of the International bridge 
at Buffalo. The chord is made very deep in order to resist 
the flexure caused by the floor beams, which are spaced only 
half the distance between the panel points 
of the trusses. This construction was used 
to secure a shallow floor. The floor beams 
consist of 24-inch I-beams, and the stringers 
of 4 lines of 15-inch I-beams. See Engi- 
neering Record, vol. 43, page 567, June 15, 
IQOI. 


The bridge department of the Baltimore 


and Ohio Railroad has designed some spans 4/56%6%2" 2 Pils 4082" 
in the vicinity of 150 feet in which the use 25.273x3; 2Pls 38x 
of eye-bars is restricted to the end ties and te Had 

the entire bottom chord, all the bars being laced together in order 
to eliminate as far as possible the vibration of these members. 
Sometimes the eye-bars in the end panels only are laced in- 
stead of using members composed of plates and shapes, as 
shown in Fig. 111, Art. 82. The use of bottom chords which 


are stiff throughout is also referred to in Chapter XI. 


ArT. 78. UPPER CHORD AND END Posts. 


One of the simplest sections of an upper chord member is. 
shown in Fig. 95. The flats below the channels are used to 
balance the section about a horizontal axis passing through the 
centers of the channel webs. These are often omitted,. but 
unbalanced sections are not regarded favorably by the best 
designers. When the section is so small that the required 
thickness of the metal is less than the minimum allowed, the 
cover plate and flats are omitted and then the top of the mem- 
ber is laced as well as the bottom. 

The compositions indicated in the two examples given in 
Figs 96 and 97 are much more frequently employed for ordi- 
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nary spans. In the one case the section is balanced by means 
of flats, while in the other the lower angles are increased in 
size for the same purpose. The former method is preferred, 
as it simplifies the construction at the joints where pin plates 
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‘must be attached to the sides in order to secure sufficient bear- 
ing on the pins. In Fig. 98 the section is balanced by using 
two angles instead of one at the bottom of each web plate. 
At the panel points the horizontal legs of the inner angles 
are cut to afford the necessary clearance for the posts and 
diagonals. The latticing is connected to the inner angles only. 
This section is taken from the Northern Pacific Railway’s 
standard pian for a 200-foot through pin bridge dated Oct. 5, 1899. 


I Cover Plate 34" 3" / Cover Plate 43'x3" 1 Cover Plate 278x = 
2 Web Plates 26'« 72" 2 Web Plates (inside) 254'x%  2—24"I-Beams 
1 Web Plate 26'x#" 2 Web Plates (outside) 25¢ xz /00 lbs 
8 Angles 534" 7% 4 Plates 12'x %" 2 Web Plates 20x" 
2 Flats 4B 8 Angles 6x4 Z" 2 Flats 7£"x $" 
1 Flat 8x" 4 Flats 4’x1" 

Fig. 99. Fig. 100. Fig. ror. 


Additional area is obtained not only by increasing the thick- 
ness of the plates and shapes, but also by putting additional 
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web plates in the clear space between the angles or by placing 
a web plate of the full depth inside of each of the others. 
Fig. 99 shows a section containing three webs, and in this case 
also the outer webs are strengthened in the manner just de- 
scribed. The maximum upper chord section of the Belle- 
fontaine bridge is given in Fig. 100. That of the Delaware 
river bridge is similar to this except that the inner upper 
angles are placed on the outside of the inner webs as indicated 
on Plate V, which shows some details of another bridge on the 
same division of the Pennsylvania Railroad. 


Fig. 102 gives the composition of the largest section of the 
upper chord of the Monongahela river bridge at Rankin, Pa., 
its sectional area being 334.52 square inches. It is the largest 
chord section of any simple truss in use (1902). It will be 
noticed that the flats are placed opposite the vertical legs of the 
angles instead of being riveted to 
their horizontal legs. The chords ic OS" dic-- 125-9 -1 OF > 
of the heavy truss in the Monongahela ; 
river bridge at Port Perry, Pa., are 
a little wider, but the depth and area 
are less. The composition is as fol- 
lows: 1 cover plate, 50’ x8"; 2 pairs 
of outer web plates, 30" x12"; 2 pairs (Cover Plate 4858" 
of inner web plates, 30 x 3"; 4 upper 4 Web Plates 33% 13" 
angles, 4" x 4"x 8"; 2 outer lower Hea 
angles, 6’ x 4" x 3"; 2 inner lower He aces 
angles, 6" x 6’ x £"; 2 outer flats, 

6" x 4"; and 2 pairs of inner flats, 6" x 3". The arrangement 
of the shapes is similar to that in Fig. 102, except that the 
outer flats are placed between the outer angles and the web 
plates. Five intermediate lines of rivets, with a large pitch, are 
used to connect the several pairs of web plates. The light truss 
in the same bridge has only three webs. In both bridges the 
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ends of the chords and end posts where pin bearing is required 
have short angles placed opposite the upper angles and ex- 
tended the full length of the pin plates. 


The new trusses of the International bridge at Buffalo, erected 
in 1901, have upper chords of a very unusual section, shown in 
Fig. 101. Toward the ends of the span the side plates are 
reduced, and finally omitted. The lacing at the bottom consists. 
of 34!’ x 23" x 3" angles. At the panel points portions of the 
inner flanges of the I-beams are cut away to provide the clear- 
ance needed to pack the web members. 


When the chords and end posts have either three or four 
webs, it is important that their ends be prevented from shifting 
their relative position after the pin holes are bored, or else 
trouble is caused in erection. The same conditions apply to the 
sections where the chords are spliced. This is accomplished by 
means of transverse diaphragms, as indicated on Plate V. It 
will be noticed that between the inner and outer webs the 
diaphragms consist simply of two angles, while between the 
inner webs plates are also used. 


The construction of end posts is usually the same as that of 
the chords in the same span, the variations rarely being more 
than those between the upper chord members in different 
panels. Occasionally the width of the end post may be dif- 
ferent from that of the upper chord, but this is rather 
exceptional. 


ART. 79. LATERAL BRACING. 


Formerly the upper lateral ties of through bridges consisted 
of adjustable square bars or round rods connected either to the 
top of the upper chord or to the middle of its inner web by 
means of connecting plates and pins. In long spans two sets 
of ties were often used connected to the top and bottom of the 
chord respectively. This construction is now seldom employed, 
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nearly all the standard specifications for railroad bridges stating 
that stiff members are preferred for the lateral bracing. Those 
who still use the adjustable members claim that they are not 
only much lighter, but that the upper chord can be more 
thoroughly lined up by this means. The object of the stiff 
laterals is to secure greater lateral stiffness in the bridge, as 
wellas to avoid the difficulty of maintaining the rods in proper 
adjustment. Many specifications state that it is preferable to - 
avoid altogether the use of adjustable members in trusses, 
lateral and sway bracing. 


Stiff lateral diagonals are most frequently composed of single 
angles as illustrated in Plate III, and Fig. 111. Sometimes two 
angles placed, back to back are employed. In order to give 
greater vertical stiffness to these members a section like Fig. 
86 is used, consisting of two pairs of angles laced together, the 
‘depth of the section being equal to that of the upper chord so 
that the connection with it may be made on both top and bot- 
tom. (See Plate VII , Chap. XI.) Laterals of this type are 
used in the Delaware river bridge. Occasionally in short 
spans the composition is modified by latticing two single angles’ 
instead of two pairs of angles. This form is used in the Mo- 
nongahela river bridge at Rankin, Pa., the size of both angles 
being 33’’ x 34. x 2. The long span over the same river at 
Port Perry has adjustable rods. 


The various sections described are used also for lower laterals 
of through bridges. Although adjustable laterals are still used 
occasionally in the upper system, only stiff diagonals .are em- 
ployed at present in the lower lateralsystem. This statement also 
applies to the bridge at Port Perry, whose lower laterals consist 
of two pairs of angles latticed together. As these laterals are 
not connected to the stringers, they are stiffened in a horizontal 
direction by means of four horizontal members of similar com- 
position which are connected at their extremities to the laterals 
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at their quarter points, thus forming a rectangle in plan. The 
laterals stiffen each other also by the connection at their 
centers. Attention is called to the forms of splices used for 
both upper and lower laterals on Plates III and VII. 


The connections of the lower laterals to through trusses is: 
often very eccentric, causing large horizontal bending moments 
in the ends of the floor beams. This is avoided, in the best 
designs, by using larger connecting plates, and by incurring the 
cost of somewhat greater inconvenience in field riveting. In 
the upper lateral system the effect of eccentricity is not so seri- 
ous, since the stresses are smaller and the connection is made to. 
the stiff upper chord. Let the student observe the character of 
the lateral connections in this respect on Plates III, IV, VI ,. 
and VII . 


The construction of the upper lateral system in deck bridges. 
is practically the same as that of the lower system in through 
bridges, and that of the lower system of deck bridges the same 
as that of the upper system of through bridges. Sometimes the 
lower laterals are omitted in alternate panels, while in other 
cases they are omitted entirely. The latter arrangement is 
adopted in the standard plans for pin-connected deck bridges. 
on the Northern Pacific Railway. 


The lateral struts which are perpendicular to the upper 
chords of through trusses form also a part of the transverse 
or sway bracing. Sometimes the rest of the sway bracing con- 
sists merely of brackets connecting the lateral struts to the 
posts of the trusses, while at other times this is connected to 
a lower or intermediate strut by means of two or more web 
members as shown in the next article. In short spans the 
lateral strut is composed of two pairs of angles placed back to 
back and laced together as in Fig. 86, its depth being equal to 
that of the upper chord to whose upper and lower flanges it 
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is riveted by connecting plates. (See Plates III and VII.), 
Occasionally the upper angles are placed with their horizontal 
flanges on the lower side, extended across the top of the chord 
and riveted directly to it. Where the upper chord is rather 
deep and the trusses are separated by double tracks, the angles. 
are often placed in the corners of a rectangle as in Fig. 82, 
Art. 74, and laced on the four sides. Two channels laced 
together are occasionally used. Another form of section is 
that in which the lacing of the first form mentioned is replaced 
by a solid web, forming practically a small plate girder. 


When the web connections of the sway bracing are rather 
close together, the lateral strut is sometimes reduced to a single 
pair of angles (Plate IV) or to one pair of angles with a web 
plate between, the latter form being shown on Plate VII. In 
double-track bridges this section is increased in stiffness hori- 
zontally by using bulb angles instead of the ordinary angles. 


The composition of lower lateral struts in deck bridges com- 
_ prises all the forms mentioned above except those containing a 
solid web plate with either one or two pairs of flange angles. 


Art. 80. PorRTAL AND Sway BRACING. 


When the required clearance extends to within two or three 
feet of the top of the lateral strut, the intermediate sway brac- 
ing of a through bridge consists merely in connecting the 
strut to the post at each end by means of a bracket or knee 
brace. (See Plates III and VI .) When there is more head 
room one of the simplest styles of bracing consists of a lattice 
girder, with a double system of webbing, as shown on Plate IV. 
The lower flange is placed as low as the head room will allow. 
With increasing depth four systems of webbing may be used, an 
example of which is given on Plate VII. For other examples, 
see the inset of the Engineering News, Jan. 11, 1900. Where 
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the depth is large, the lower strut is sometimes made like the 
upper or lateral strut. It will be noticed that the bracing on 
Plate VII also contains a small 
bracket. The use of brackets 
is generally confined to cases 
where the depth is small. 
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bridge. An example of this form may be seen in Engineer- 
ing Record, vol. 37, page 386, April 2, 1808. 


The small connecting plates shown in the top view and sec- 
tion are intended to connect with a longitudinal strut which 
helps to stiffen the lateral struts in a horizontal direction, since 
it is also attached to the lateral diagonals at their intersection. 


Fig. 105 shows two forms of intermediate sway bracing, one 
between the long posts of the trusses in which a quadruple sys- 
tem of diagonals is used, and the other between the sub-vertical 
struts with only two diagonals. In both cases the: upper and 
lower struts are composed of a plate and a pair of bulb angles. 
In some cases the single pair of diagonals is used throughout 
the span, and occasionally a sub-vertical is suspended from the 
intersection of the diagonals to support the center of the lower 
strut. With further increase in depth the sway bracing is 
sometimes divided into two panels, one above the other, by 
means of an intermediate horizontal strut. In the Engineering 
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Record, vol. 44, page 467, Nov. 16, 1901, may be found an illus- 
tration of the sway bracing at the middle of the span of the 
Rankin bridge. The lateral strut consists of two pairs of angles 
Gx 4" x8" ae by a system of double intersection 
lacing with 3" x 2” x ,'' angles; the other two struts consist 
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of two pairs of 5" x 34’ x 3" angles laced with bars so as to be 
18 inches deep, and the two diagonals in each panel are com- 
posed of two 3" x 3" x 3" angles placed back to back. Toward 
the end of the span the bracing has only one panel, and at some 
intermediate points a single pair of diagonals crosses the two 
panels intersecting the middle strut at its center. 
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In the shorter spans of the Victoria Jubilee bridge at Montreal 
the upper strut is made up of two pairs of 6" x 33x 3" angles 
laced, the lower strut of one web plate, 10” x 3", and two flange 
angles, 6!’ x 34”, each of the two intersecting diagonals of one 
angle, 4''x 3" x 3", and the sub-vertical of one angle, 3! x 3" x 3". 
In the long span the composition is the same except that the 
angles and plate are increased in size. 


The general character of the sway bracing of deck bridges is 
about the same as for through bridges. One example of both 
the intermediate and the end sway bracing is shown on Plate V. 
Another example may be found on the inset of the Engineering 
News, Nov. 29, 1900, and a third one in the Engineering Record, 
vol. 41, pages 125 and 126, Feb. 10, 1900. 


Adjustable rods are still used to some extent in the sway brac- 
ing of both through and deck bridges, but the practice is not 
generally regarded with favor. 


A number of the forms employed for intermediate sway brac- 
ing are also used in portal bracing, the details being made 
stronger, however, on account of the greater duty of the latter. 
Plate IV shows a portal having flanges with unequal-legged 
angles of ample size, and with deep plates to receive the connec- 
tions of the web members, which consist of two systems of diag- 
onals. The wide plates are continued around the ends of the 
portal, and extended into the bracket, so as to make a very rigid 
connection with the inner sides of the end posts. As indicated 
on the plate, this is a standard design of the Northern Pacific 
Railway. In the reference to Engineering Record mentioned 
in the preceding paragraph may be seen the view and details of 
a portal only about 4} feet deep at the middle, with double in 
tersection webbing. The lower flange is curved down at the 
ends to form the flanges of the brackets, and solid web plates. 
form the bracing in the end panels. The standard portal of the 
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New York Central and Hudson River Railroad is given on Plate 
VEL; Chap. XL. 


In some cases where the head room is limited the portal brac- 
ing consists practically of two complete double intersection lattice 
girders with their connecting end brackets, one riveted to the top 
and the other to the bottom flanges of the end posts, the cor- 
responding flanges of both girders being united by lacing. (See 
Fig. 6, Art. 3.) A plate is sometimes substituted for the upper 
lacing. An example of a double portal bracing, but of somewhat 
different design, is shown on Plate VI . Undersimilar conditions 
of limited head room the portal bracing is occasionally composed 
simply of a plate girder and of brackets with solid webs. 


Perhaps the best illustration of the application of a lattice 
portal bracing to a bridge of long span is that of the Bellefon- 
taine bridge shown in Fig. 105. The top strut consists of a 
web plate 30" x 3" and two bulb angles 9!'x 33" x 74", the lower 
strut of one plate 27” x 3", one angle 4" x 34''x 4", and one bulb 
angle 9" x 34" x 3g", and each of the twenty diagonals of a 
single 5" x 5''x 3" angle. The plates extend around both sides 
of the bracing similar to that on Plate VII, and with neatly 
rounded corners. 


The present practice in the design of portals for bridyes 
whose depth affords adequate room consists in using relatively 
few members with sufficient strength to secure that degree of 
lateral rigidity which is now regarded as so essential. The 
members are all made of the same depth as the end posts, so 
as to permit them to be riveted to both the top and bottom 
flanges of the end posts. An excellent example of such a 
design is the portal of the United States bridge at Rock Island, 
Ill. The view given in Fig. 106 is that of the portal of the draw 
span, but it has the same construction as those used on the fixed 
spans. In the 216}-foot fixed spans the lower strut has one 
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cover plate 163" x 3", four angles 3''x 3'’x 3", and is laced on 
three sides. The diagonals have two pairs of angles 5'""x 3" x 3", 
with one line of lacing. The upper strut has an upper cover 
plate 17} x 3", three angles 3" x 3" x 3", one angle 4" x 4" x3", 
and a lower cover plate 7” x 2". It is laced on two sides, one 
side being perpendicular to the flanges of the end post, and the 
other in the plane of the beveled end of the end post. The pro- 
vision of connecting plates with curved edges indicate that some 
attention was paid to esthetic considerations in this design. 


The portal of the Delaware river bridge near Philadelphia is 
divided into two panels, one above the other. Fig. 107 indi- 
cates that the lower strut is practically a plate girder whose 
depth equals that of the end posts, while the middle strut and 
the diagonals consist of two pairs of angles laced together. 
The top strut is of novel design. In composition it resembles 
that of an upper chord member, but the two web plates are 
respectively perpendicular to the flanges of the end post and of 
the upper chord, and both the cover plate and the lower lacing 
are bent to the angle made by the end post with the adjoining 
upper chord member. Square connections could thus be made 
on one side with the portal diagonals and on the other side with 
the top laterals, which also consist of two pairs of angles laced 
as deep as the chords. 


Another portal containing some new details is that of the 
Union Railroad Bridge at Rankin, Pa., shown in Fig. 108. 
Both the upper and the lower struts consist practically of two 
plate girders whose flanges, each having only one angle, are ex- 
tended across the end posts, and riveted to them on the upper 
and lower sides respectively. The girders have their corre- 
sponding flanges laced together with a single system of diagonals 
composed of single angles. Double triangular brackets with 
solid webs and connecting plates are also used. In addition 
to the diagonals of the portal, a strut of the same composition as 
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the diagonals connects the middle of each horizontal strut with 
the intersection of the diagonals. 


The portal bracing of the bridge erected by the same railroad 
at Port Perry differs from this one by substituting for the strut 
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Fig. 108. Portal of Rankin Bridge. 


just mentioned one of only two angles laced in a similar way, 
but extending horizontally across the intersection of the diag- 
onals, and riveted at each end to the top and bottom of the end 
post. The upper strut is also different in containing only four 
angles laced on the four sides. 
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This bridge contains the unusual feature of a double plate- 
girder portal bracing, connecting the feet of the end posts on 
their top and bottom flanges. The web plates of each of these 
girders are not continuous, but are connected by angles to the 
webs of the stringers, and thus to each other. The flanges, 
however, are continuous and are field-riveted to the webs. They 
consist of single angles. The function of this bracing is per- 
formed in many other bridges by an end floor beam riveted to 
the end posts. 


The composition of the sway and portal bracing of the Vics 
toria Jubilee bridge is given in Engineering Record, vol. 38, © 
page 488, Nov. 5, 1898. Each of these contains only two struts 
and two intersecting diagonals. 
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Pedestals, friction rollers, and bed plates, similar to those de- 
scribed in Art. 44, are used also for truss bridges. Two exam- 
ples of expansion bearings containing cylindrical rollers are 
given on Plate III and in Fig. 111. 


Complete detail drawings of pedestals, nests of cylindrical 
rollers, and rail plates, together with the castings for the fixed 
bearings, may be found on the insets of the Engineering News 
for Jan. 5 and Feb. 2, 1899. The nests contain 7 rollers each, 
their diameters being 4} and 4§ inches respectively. 


Fig. 109 shows the details of a standard expansion bearing, 
designed by GrorcE S. Morison, which contains somé valuable 
improvements over those employed in Europe. The steel rollers 
are 12 inches in diameter and spaced 6 inches between centers. 
The sides are parallel near the top and bottom, and hollowed 
out along the middle to facilitate cleaning with a brush. Con- 
tact between the parallel sides of the rollers prevents them from 
tipping over, but an additional provision against it is afforded 
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by means of the side plates, which engage stud bolts screwed 
into the ends of the rollers. The clearance between the hook 
of the upper plate and the square ends of the lower plate allows 
a linear movement of y=span /3000 in both directions from the 
mean position. The rollers rest on a rail plate consisting of 
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T-rails riveted to a plate, with their tops afterward planed and 
polished. In large bridges the rail plate is bolted to the cast 
basé, which is directly supported by the pier masonry. As the 
dust accumulates it is readily removed by passing a long-handled 
brush between the rails. . 


226 DETAILS OF RAILROAD PIN BRIDGES. CHAP. VIII. 


On top of the rollers rests a steel casting with its lower sur- 
face polished, and this in turn supports another casting by 
means of a block of polished steel called a rocker plate. The 
rocker plate fits into a socket in each casting, the surfaces of 
contact being segments of horizontal circular cylinders, whose 
axes are respectively parallel and perpendicular to the direction 
of the rollers. The radius of curvature in each case equals the 
length of one side of the square rocker plate. The upper cast- 
ing sustains the pedestal, which in turn supports the end pin of 
the truss, and the connecting bolts pass also through the flanges 
of the stiff lower chord. The object of the rocker plate is to 
allow the bridge to adjust itself when erected, so that the bear- 
ing on the rollers, and hence also that on the bed plate, may be 
uniform. This eliminates the unequal distribution of load, 
which would otherwise be caused by imperfect workmanship in 
the construction of the truss and its supports. To secure the 
transverse stiffness of the lower ends of the end posts, they are 
preferably connected by an end floor beam which is riveted to 
them after the bridge is swung. The side plates project above 
and below the rollers respectively, thus acting as guides to pre- 
vent any lateral movement of rollers or casting. 


In the vertical line of dimensions in Fig. 109 the next to the 


=e) 


highest one should read a , while the value 0.2321 6 


does not belong to c, but to the dimension directly above c. The 
safe load given in the table is that recommended by the designer, 
no addition being made to the live load for impact. The allow- 
ance for impact is included in the unit stress adopted. See 
Transactions of American Society of Mechanical Engineers, 
vol. 15, page 153, 1894, and vol. 16, page 724. 1895, for an account 
of the evolution of this bearing and some illustrations of its 
application. The description and detail drawings of a modified 
form of this bearing, in which a pin casting takes the place of 
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the usual bolster and of the top casting and rocker plate, thus 
materially reducing the height required, may also be found in 
Engineering Record, vol. 32, page 93, July 6, 1895. 


In order to avoid the danger of the rollers getting out of place 
under the frequent jars to which the lighter bridges are subject, 
another improvement has been added by fitting steel plates into 
grooves cut in the ends of the middle roller, the plates project- 
ing beyond the surface of the roller and forming teeth to engage 
spaces cut into the rail plate below and the bearing plate above. 
The details of this device may be seen on Plate II. 


A side elevation of the fixed and expansion bearings of the 
Davenport, Rock Island and Northwestern Railroad bridge at 
Rock Island, IIl., may be seen in the inset of Engineering News, 
Jan. 11, 1900. This is a different type of bearing from the 
standard described above. The I-beams extend under both 
bearings over the full width of the pier. 


The 6-inch segmental rollers of the International bridge at 
Buffalo are illustrated in Engineering Record, vol. 43, page 567, 
June 15, 1901. They are 3 inches wide, but have cylindrical 
spaces 6 inches long cored out of their sides and separated by 


’-inch vertical webs. The rollers are 3 feet § inches long. 


Fig. 110 gives the details of the 12-inch rockers with parallel 
sides used in the truss shown on Plate V. The center roller 
has a spur or gear tooth at each end on both top and bottom, 
and these enter slots in the roller bed plate and the shoe re- 
spectively, thus retaining the rollers in their proper position. 
Grooves in the centers of the rollers engage longitudinal center 
strips to prevent the trusses from shifting sideways. The figure 
also indicates the construction of the pedestal and bed plate at 
the fixed end of the span. 


In the Delaware river bridge seven segmental cast-steel 
rollers 18 inches in diameter are used to take care of a truss 
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reaction of 1200 tons. The rollers are of the same type as those 
mentioned in the preceding paragraph, and are 8} inches wide 
and 8 feet 24 inches long. The gear teeth on the middle roller 
are 7 inches long. A view of the fixed and expansion bearings 
on one pier is shown in Engineering Record, vol. 40, page 5960, 
Nov. 25, 1899. 
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Variations in the composition of members throughout the 
span, the relations between the forms and dimensions of con- 
necting members, and many of the smaller details related to the 
connections at the joints can best be studied by consulting the 
general drawings of different trusses. The following references 
are given to enable the student to become familiar with recent 
practice in these respects, no reference being included whose 
date precedes 1895, and only a few that are earlier than 1898. 
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Recent Small Bridges on the Baltimore & Ohio Railroad. 
a he Gaz., V. 27, py 34, Jan. 18, 1895. 

Trunk Line Deck Bridge. Eng. Rec., v. 33, p. 58, Dec. 28, 
1895. 

Victoria Jubilee Bridge at Montreal; Grand Trunk Railway. 
Eng. News, v. 38, p. 130, Aug. 26, 1897; Eng. Rec., v. 38, 
p-. 488, Nov. 5, 1808. 

Superstructure of the Delaware River Bridge at Bridesburg, 
Philadelphia, for the Pennsylvania & New Jersey Railroad Com- 
pany. By Pau, L. WorFet. Proc. Engrs. Club of Phila., 
$307, Vv. 14, p. 154; Eng. Ree., v. 40, p. 594, Nov. 25, 1890. 

New United States Rock Island Bridge. Eng. Rec., v. 37, 
p- 384, Apr. 2, 1898; Eng. News, v. 36, p. 406, Dec. 17, 1896. 

Newport and Cincinnati Bridge. Eng. Rec., v. 37, p. 448, 
Apr. 23, 1898. 

Standard Plans for 120-foot Pony-truss Bridges. Northern 
Pacific Railway. Eng. News, v. 41, p. 14, Jan. 5, 1899. Stand- 
ard Plans for 130-foot Through Truss Bridges. Eng. News, 
v. 41, p. 60, Feb. 2, 1899. 

Complete detail drawings. These standards were superseded by later 
standards referred to in Art. 102, but they will furnish the student a good 
opportunity for comparative study. The 120-foot truss is replaced in the 
new standards by a through riveted truss. 

Bridge 69, New York Division, Pennsylvania Railroad. Eng. 
Rec, v. 39, p. 371, Mar. 25, 1399. 

Description and partial detail drawings of one of the spans of the double- 
track deck bridge over the Schuylkill River near Girard Avenue, Philadelphia. 
The illustrations are reproduced in Plate V, and in Fig. 110. Many of the 
details are referred to in the preceding articles of this chapter. The structure 
was designed for heavy traffic under comparatively high speeds. (See Proc. 
Engrs. Club of Phila., v. 14, p. 302, Jan., 1898, for an account by JosepH T. 
RICHARDS of the operation of moving aside the old Whipple truss bridge and 
putting this new bridge in its place in two minutes and twenty-eight seconds, 
on Oct. 17, 1897.) ‘ 
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Short-span Railroad Bridges. Eng. Rec. v. 40, p. 7I7, 
Dec. 30, 1899. 

Davenport and Rock Island Bridge over the Mississippi 
River. _ Eng) News, v.43) p. 20, Jam, 21, 1000. 


Lehigh Valley Railroad Bridge at Easton, Pa. Eng. Rec., 
Vv. 41, p. 124, Feb. 10, 1900. 


Bridge Work on the Baltimore & Ohio Railroad. Eng. Rec., 
VAT, Do 27, Nlat..22, 1600, 

Special Bridge and Viaduct Construction in Western Pennsyl- 
vania. Eng. Rec., v. 41, pp. 465 and 516, May 19 and June 12, 
1900. 


Terminal Improvements of the Chesapeake & Ohio Railway 
at Richmond, Va. Eng. News, v. 44, p. 379, Nov. 29, 1900. 


Northern Pacific Standard Bridge Plans. By RAtpH Mobp- 
JESKi.- - Jour. W. Soc. Engrs;, -v.-6, p: 51, Peb., 1901. 


Reconstruction of the Glasgow Bridge on the Chicago & 
Alton Railway. “By W. D. Taytor. Eng. Kec., v. 43; p. 241, 
Mar. 16, I9OI. 


International Bridge, Buffalo. Eng. Rec., v. 43, p. 566, 
June. 15;amg01. 


The Rankin Bridge. Eng. Rec., v. 44, p. 465, Nov. 16, 1901. 


Die Briicke der Pennsylvania-Eisenbahn tiber den Delaware 
bei Philadelphia. Von F. C. Kunz. Allgemeine Bauzeitung, 
Wren, Fleft: 1, 1toor. 

Description of the design, construction, and erection, illustrated by numer- 
ous views and a number of large plates showing many of the details of the 
fixed and swing spans. Analyses of their weights are included. (See Figs. 
ro and 107.) 

Chesapeake & Ohio Railroad Bridge at Richmond, Va. Eng. 
Rec., v. 45, p. 290, Mar. 29, 1902. 
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Heavy Double-track Skew Bridge. Eng. Rec., v. 45, p. 435, 
May 10, 1902. 

Four-truss Double-deck Railroad Bridge. Eng. Rec., v. 46, 
pp. 338 and 364, Oct. 19 and 18, roEz> v. 49, p. 170, Feb. 6, 
1904. 

Pennsylvania Railroad Bridge at Fifty-second Street, Phila- 
delphia. Eng. Rec., v. 46, p. 308, Oct. 25, 1902. 


Standard Plans for Bridges on the Atchison, Topeka & Santa 
Fé Railway. Eng. News, v. 49, p. 482, May 28, 1903. 


Plattsmouth Bridge of the Burlington. R. R. Gaz., v. 35, 
p- 564, Aug. 7, 1903; Eng. Rec., v. 50, p. 240, Aug. 27, 1904. 


Five-hundred-foot Channel Span of the Clairton Bridge. 
Eng. Rec., v. 49, pp. 323 and 383, Mar. 12 and 26, 1904. 


New Westminster Bridge over the Fraser River, British Co- 
lumbia. Eng. Rec., v. 49, pp. 544, 582, and 644, Apr. 30, 
May 7 and 21, 1904; Eng. News, v. 53, pp. 611 and 647, June 
15 and 22, 1905. 

Woodsville Railroad and Highway Bridge. Eng. Rec., v. 49, 
Pp. 793, June 25, 1904. 

Kaw River Bridge of the Chicago Great Western and the 
Missouri Pacific. R. R. Gaz., v. 37, p. 195, July 29, 1904; Eng. 
Ree, vi'55, px 3054 Mar, 23,7 F907. 

Standard Bridges on the Harriman Lines. R. R. Gaz., v. 39, 
pp. 224, 256, 274, and 310, Sept..8, 1§, 22, amd Oct, 6, 100s. 

New Bismarck. Bridge of the Northern Pacific. R. R. Gaz., 
v. 40, pp. 174 and 197, Feb. 23 and Mar. 2, 1906; Eng. Rec., 
V. 53, p. 234, Feb. 24, 1906. 


All-steel Open-floor Railroad Bridge. Eng. Rec., v. 53, p. 777, 
June 23, 1906. 
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Reconstruction of the Parkersburg Bridge on the Baltimore & 
Ohio Railroad. Eng. Rec., v. 55, p. 318, Mar. 9, 1907. 

Big ‘Lazer Creek Bridge. Eng. Rec:, v.57, p. 716, June 6: 
1908. 

Replacing the Clyde River Bridge of the West Shore Rail- 
road.. Eng. Rec., v. 58, p. 463, Oct. 24, 1908. 


River Spans of the St. Louis Municipal Bridge. Eng. Rec., 
V.,60, p. 487,-Oct30, 1900; ‘v.62, p: Oat, Det.<3, 19¥O: 

Superstructure of the McKinley Bridge at St. Louis. By 
HM MORsE. Eng. ,.Ree., ¥."G1, p..§72, Apt. 130, 10105) Ene, 
News, v. 64, p. 85, July 28, 1910. 

Superstructure of the Mobridge Bridge on the Chicago, Mil- 
waukee & St. Paul Railway. Eng. Rec., v. 61, p. 762, June 11, 
IQIO. 

Design and Erection of the Missouri River Bridge for the 
Pacific’) bxtension of the C. M.& St..Po Ry. By | 24 PRion. 
Eng. News, v. 64, p. 196, Aug. 25, 1910. 

Miles Glacier Bridge, Alaska, on the Copper River & North- 
western Railway. Eng. Rec., v. 62, p. 153, Aug. 6, IQIO. 
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CHAPTER: IX. 
DESIGN OF A PIN TRUSS BRIDGE. 
ART. 83. SPECIFICATIONS. 


Let it be required to design a single-track through railroad 
bridge whose trusses are of the Pratt type 
and whose span is 175 feet between centers 


of end pins. The cross-ties, foot planks, nm 
and guard timbers are to be of long-leaf ae 
Southern yellow pine, the truss pins of 
medium steel, and the rest of the structure 
of soft rolled steel. 

The trusses are to be spaced 17 feet ee 


center to center and the clear openingisnot  \,-Sesej ee 
to be less than that shown in Fig. 112. 


LOADS. 


The live load is to be class Q of WADDELL’s compromise standard system 
(Art. 32), but the equivalent live loads given on the diagrams in WADDELL’S 
specifications are to be used instead of the actual wheel concentrations. 

The effect of impact and vibration shall be added to the maximum stresses 
resulting from the above live load, and is to be determined by the following 
formula : 


in which 7 is the impact, S the computed maximum live-load stress, and Z the 
length of the loaded distance in feet which produces the maximum stress in 
the member. 

To provide for wind stresses due to the pressure of the wind on the truss 
and train, as well as for lateral vibrations from high-speed trains, the wind load 
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on the lower lateral system of through bridges shall be 600 pounds per linear 
foot, 450 pounds of this to be,treated as a moving load, and as acting on a 
train of ‘cars at a line 6 feet above base of rail; and the static wind load on 
the upper lateral system shall be 150 pounds per linear foot. 


The total traction load on any portion of the bridge is to be taken as 
20 percent of the greatest live load that can be placed on that portion. No 
percentage of impact is to be added to traction loads. 


UNIT STRESSES. 


No metal less than three-eighths of an inch in thickness shall be used 
except for filling plates. 


All parts of the structure shall be so proportioned that the sum of the 
maximum loads, together with the impact, shall not cause the tensile stress to 
exceed 15000 pounds per square inch. The same limiting unit stresses shall 
also be used for members stressed by wind pressure, or momentum of moving 
train. Net sections must be used in all cases in calculating tension members, 
and, in deducting rivet holes, they must be taken one-eighth of an inch larger 
than the size of the rivets. The net section of any tension flange or member 
shall be determined by a plane cutting the flange square across at any point. 
The greatest number of rivet holes which can be cut by any such plane, or 
whose centers come nearer than two and a haif inches to-said plane, are to 
be deducted from the gross section when computing the net area. 


For compression members, this permissible stress of 15 000 pounds shall be 
reduced in proportion to the ratio of the length to the least radius of gyration 
of the section by the following formula : 

15 000 
hoa are 
ae : 


13 500 72 


in which Z is the permissible working stress per square inch in compression, é 
the length of piece in inches, between centers of connections, and 7 the 
least radius of gyration of the section in inches. No compression member, 
however, shall have a length exceeding roo times its least radius of gyration, 
except those members of trusses whose main function is to resist tension and 
all compression members for wind bracing which may have a length not 
exceeding 120 times the least radius of gyration. 


Members subject to alternate stresses of tension and compression ir 
immediate succession (as counter stresses in web members of trusses) shall 
be so proportioned that the total sectional area is equal to the sum of the areas 
required for each stress. 
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In case the maximum stresses due to wind added to the maximum stresses 
due to vertical loading (including impact) shall exceed 19 000 pounds per 
square inch, properly reduced for compression, addition must be made to such 
sections until this limit is not exceeded. The permissible stresses for the con- 
nections shall be increased proportionately. Should the stresses be reversed 
in any possible case, proper provision must be made for such stresses in. the 
opposite direction. 


To insure the stability of bridges under increased live loads, a live load 
shall be assumed Ioo per cent greater than that previously provided for in this 
specification. If the resultant stress per square inch in any member is more 
than twice the permissible stress previously specified, additions must be made 
to the sections until that limit is not exceeded. 


The shearing stress on rivets, bolts, or pins shall not exceed 11 000 pounds 
per square inch of section; and the pressure upon the bearing surface of the 
projected semi-intrados (diameter times thickness) of the rivet, bolt, or pin 
hole shall not exceed 22 000 pounds per square inch. In field riveting, the 
number of rivets thus found shall be increased 25 percent if driven by hand, 
and to percent if satisfactory power riveters are used. The amount of field 
riveting must be reduced to a minimum, without, however, diminishing the 
number of rivets requisite for strength and rigidity. Whenever it is prac- 
ticable, all designs are to be so made that the field rivets can be driven readily. 
For members of any importance, more than two rivets are to be used for each 
connection. Rivets are not to be used in direct tension. 


If the extreme fiber stress resulting from the bending due to the weight 
only of any member does not exceed Io percent of the specified unit stress, 
the effect of such bending may be ignored; but if it does so exceed, its effect 
must be combined with those of the other stresses, using, however, for deter- 
mining the sectional area, a unit stress Io percent greater than that specified. 


In general, all trusses shall have main end posts inclined. The effective 
length of pin-connected spans shall be the distance between centers of end 
pins of trusses. The effective depth shall be the perpendicular distance 
between gravity lines of chords, which lines must pass through the centers of 
pins. 


GENERAL PRINCIPLES OF DESIGNING. 
[From WADDELL's Specifications.] 


The axes of all members of trusses or girders, and those of lateral systems 
coming together at an apex of a truss or girder, must intersect at a point when- 
ever such an arrangement is practicable ; otherwise the greatest care must be 
employed to insure that all the induced stresses and bending moments caused 
by the eccentricity be properly provided for. 
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Truss members and portions of truss members must always be arranged in 
pairs symmetrically about the central plane of the truss, except in the case of 
single members the axes of which lie in said central plane of truss. 


In proportioning main members of bridges, symmetry of section about two 
principal planes at right angles to each other is to be attained wherever prac- 
ticable ; but in designing top chords and inclined end posts, this rule cannot 
be followed. 


{n both tension and compression members the center line of applied stress 
must invariably coincide with the axial right line passing through the centers 
of gravity of all cross-sections of the member taken at right angles thereto. 


The principle of symmetry in designing must be carried even into the 
riveting; and groups of rivets must be made to balance about center lines and 
central pianes to as great an extent as is practicable. 


In all structural metal work, excepting only the machinery for operating 
movable bridges, no torsion on any member shall be permitted if it can possibly 
be avoided ; otherwise the greatest care must be taken to provide ample strength 
and rigidity for every portion of the structure affected by such torsion. 


In all main members having an excess of section above that called for by 
the greatest combination of stresses, the entire detailing is to be proportioned 
to correspond with the utmost working capacity of the member, and not merely 
for the greatest total stress to which it may be subjected. In this connection, 
though, the reduced capacity of single angles connected by one leg only must 
not be forgotten. 


Designs must invariably be made so that all metal work after erection shall 
be accessible to the paint brush, excepting, of course, those surfaces which are 
in contact with each other or with the masonry. This requirement rules out 
all closed columns of every type and description. 


In general, details must always be proportioned to resist every direct and 
indirect stress that may ever come upon them under any probable circumstances, 
without subjecting any portion of their material to a stress greater than the 
legitimate corresponding working stress. 


In all designs simplicity in both main members and details is to be con- 
sidered of the greatest importance. In all structures rigidity is to be considered 
quite as important an element as mere strength. 


In all designing true economy must be given the utmost consideration ; and 
no useless material must be employed, every pound of metal in the structure 
having a legitimate function; but economy of material must not be quoted as 
an excuse for using inferior details or scamping the work in respect to strength, 
rigidity, or appearance. 
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In all structural work the subject of esthetics must be duly considered; and 
all designs are to be made in harmony with the principles thereof, to as great. 
an extent as the money available for the work will permit, or as the environ- 
ment of the structure calls for. 

For convenience of reference the remaining items of the 
specifications are printed in the following articles to which they 
relate. In the extracts from specifications which are printed in 
this chapter, slight modifications are sometimes made for the 
sake of simplifying the problem for the student who is taking 
his first lessons in designing, rather than to express disagreement 
with the original provisions. 


Seven panels will be adopted for the trusses, making the panel 
length 25 feet. Six panels would make the panel length over 
29 feet, thus giving a comparatively heavy floor system; and 
since the spacing of the trusses is 17 feet, it would give poorer 
proportions to the lateral systems, and therefore render them 
less effective. On the other hand, eight panels make the panel 
length less than 22 feet, which is rather short for a bridge of 


this span, 
ART. 84. FLoor TIMBERS. 


SPECIFICATIONS. — Cross-ties, foot planks, and guard timbers shall be of 
long-leaf Southern yellow pine. The wooden floor shall be so designed 
as to insure safety from passing trains for the railroad employees. The 
spaces between cross-ties shall, in general, not be less than five inches nor 
more than six inches wide. The sizes of the cross-ties shall be such as to 
give the requisite resistance to bending, under the assumption that. the load on 
‘one pair of wheels is distributed equally over three ties, the effect of impact 
being considered. No cross-tie shall be less than seven, or preferably, eight 
inches wide, nor less than six inches deep, nor less than 1o feet long. 

Cross-ties shall be notched not less than one-half inch over the stringers 
and be given a full and even bearing on the flanges ; and each alternate cross- 
tie shall be secured thereto at each end by a $-inch hook bolt, having at the 
hook end a square shank, at least two inches long, to prevent the bolt from 
turning. All timber bolts shall be of soft steel with cold-pressed threads. 

Outer guard timbers shall be 6’ x 8”, laid flat, notched one inch over the 
cross-ties, and placed so that their inner faces shall be just twelve inches from 
the gage planes of the rail. Each guard timber must be bolted to each alter- 
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nate cross-tie by a $-inch screw bolt, the head of which shall be countersunk 
‘into the wood by means of a cup-shaped washer. Each guard timber must be 
spliced over a cross-tie with a half-and-half joint of at least six inches lap, 
through which must pass a $-inch screw bolt. Guard timbers shall extend 
over all piers and abutments. 


Inner guard rails shall consist of steel track rails securely fastened to the 
cross-ties, so that the outer sides of the heads shall be just five inches from. 
the gage planes of the track rails. 


The allowable tension in the extreme fibers of long-leaf Southern yellow 
pine timber in bending, the effect of impact being considered, shall be 2000 
pounds per square inch. 


In estimating the dead load the weight of yellow pine shall be assumed at 
3% pounds per foot, board measure, and that of the rails, spikes, and joints at 
160 pounds per linear foot of track. 


The greatest stress in the cross-ties is produced by the 
alternative loading specified. (See Arts. 32 and 83.) The 
weight on one axle is 58000 pounds. The impact is also. 
58000 pounds. If the cross-ties be 8 inches wide and spaced 
6 inches in the clear, three ties and spaces will cover a length 
of 34 feet. Assuming the total weight of the track as 450 
pounds per linear foot, the weight for a length of 34 feet 
is 1575 pounds. The total load on three ties is therefore 
117575 pounds, and for each rail on one tie 19 600 pounds. 
The dead load is relatively so small that it may be assumed 
to be also concentrated at the track rails, without appreciable 
error. . The stringers are spaced 6} feet apart (Art. 85). The 
cross-tie is a beam with two concentrated loads, each of 19 600: 
pounds, spaced 4 feet 11} inches apart and placed symmetri- 
cally with respect to the supports furnished by the stringers. 
The bending moment is therefore 181 300 pound-inches. For a 
unit stress of 2000 pounds per square inch and a width of 
8 inches, the required depth of the cross-tie is found to be 
8.24 inches. A depth of 9 inches will accordingly be taken. 
If the width were 7 inches, the depth would also be 9 inches, but 
this width makes the compression under the rail rather high. 
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Let the cross-ties be alternately 10 and 14 feet in length, 
_ the additional length being required to support a 2-inch plank 
footwalk on each side of the track. A computation of the 
weight of the track shows that it equals about 440 pounds per 
linear foot. 

ArT. 85. TRACK STRINGERS. 


SPECIFICATIONS. — The stringers shall be spaced 6} feet between centers. 
Stringers for truss bridges shall invariably be built of plates and angles, and 
no cover plates will be allowed for the flanges. Their depths shall be made 
not less than the most economic ones in respect to weight of metal required, 
provided that the bridge clearance will permit, and never less than one-twelfth 
of the span. The stringers are to be riveted to the webs of the floor beams. 
No splices will be allowed in their flanges, nor any in their webs, provided 
that sufficiently long web plates are procurable. The compression flanges 
shall be made of the same gross section as the tension flanges ; and they shall 
be so stiffened that the unsupported length shall never exceed twelve times. 
the width of flange. 


Rigid diagonal bracing of angles is invariably to be used between the top. 
flanges of stringers, and rigid cross-frames are to be employed near all ex- 
pansion points. If the panel length exceed thirty feet, there shall be a cross- 
frame at mid-length between the contiguous stringers of each track; but for 
all shorter panels the rigid lower lateral diagonals which are riveted to the 
bottom flanges will stiffen the latter sufficiently. 


The effective length of the stringers shall be the distance between centers. 
of floor-beam webs. The effective depth shall be the distance between the 
lines passing through the centers of gravity of the sections of the upper and 
lower flanges. The unit stress in the net section of the tension flange shall 
not exceed 15 000 pounds per square inch. The web shall be regarded as re- 
sisting its proportion of the bending moment. The shearing stress in the 
web plate shall not exceed 10000 pounds per square inch. See other unit 
stresses in Art. 83. The web shall have stiffeners riveted on both sides, at 
intervals not exceeding the full depth of the web plate when its thickness is 
less than one-sixtieth of the unsupported distance between the flange angles. 
The end stiffeners are to be faced or otherwise treated so as to make the 
stringers of exact length throughout, and so as to effect a uniform bearing of 
the end stiffeners against the webs of the floor beams. The general rules for 
riveting applied to the design of plate girders (Chap. VII) are to apply also 
to stringers.. Flanges of stringers carrying the vertical load from the cross- 
ties shall have their rivets spaced uniformly from end to end, and at the mini- 
mum distance employed. 
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Since the design of a plate girder is explained in detail in 
Chapter VII, and a stringer is a plate girder of short span and 
simple form, only the principal results of the computations are 
given in this article, with but very brief descriptions of the 
methods employed. 


The span of the stringer equals the panel length of the truss, 
or 25 feet. The equivalent uniform live load for a span of 25 
feet is 9850 pounds per linear foot per track, and the maximum 
bending moment for one stringer is 384 800 pound-feet. The 
coefficient of impact for the same span is 0.923, and the cor- 
responding moment, 355 100 pound-feet. The weight of the 
track carried by one stringer is 220 X 25 = 5500 pounds, while 
the weight of one stringer and of half the lateral bracing is 
assumed to be 5100 pounds, making the dead load 10600 
pounds. The dead-load moment is 33 100, and the total bend. 
ing moment 773 000 pound-feet. 


The diagram of end shears gives 146000 pounds for a span 
of 25 feet, making the vertical live-load shear at the end of each 
stringer 73 000 pounds. The allowance for impact is 67 380 
pounds, and the shear due to dead load 5300 pounds, thus giv- 
ing a total vertical shear of 145 680 pounds. 


Since the specifications require the depth to be taken large 
enough to make the weight of metal a minimum, let the depth 
of the web plate be taken as 42 inches, or a little less than one- 
seventh of the span. The method of determining this value, 
as well as the approximate weight of the stringer, will be ex- 
plained later in this article. Let the web project one-half inch 
above the upper flange angles, so that the cross-ties need to be 
notched only over the web plate and not over the full width of 
the flange. 


For the specified shearing stress of 10 000 pounds per square 
inch the net section of the web must be 14.57 square inches. 
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A thickness of 7%"’ allows for 9 rivet holes of 13" diameter, or 
only 8 of 1’ diameter. This is probably just about sufficient 
for the net section, which is that through the inner line of 
rivets in the end connection of the stringer. This thickness, 
however, requires stiffeners to be used, which may be avoided 
by increasing the thickness to 3’. As flange angles 6 inches 
wide are most suitable for stringers without cover plates, the 
clear distance between flange angles is about 29} inches. It 
will be economical to do this, since seven pairs of stiffener 
angles, 34" x 34" x 2'’, weigh about 400 pounds, while the in- 
creased weight of the web plate is only about 220 pounds. 
The extra material in the web plate also increases the stiffness 
of the stringer. 


The outer row of rivets in the 6-inch flange angles is 2} 
inches from the backs of the angles (Art. 34). According to 
the method explained in Art. 56, a section of the web plate 
passing through the outer rivets of the flanges has its resisting 
moment reduced to 88.4 percent of that of the solid plate, and 
hence one-sixth of this, or 14.7 percent of its gross section, 
may be used as equivalent flange area. This gives 0.147 X 41.5 
x 4 = 3.06 square inches, provided the half inch which the web 
plate projects above the top flange is neglected. If the section 
be taken through the inner rivets, which are 4? inches from the 
backs of the angles, the corresponding values are 91.4 percent, 
15.2 percent, and 3.15 square inches. It will be observed that 
the ratios for the equivalent flange areas are a little over one- 
seventh. 


For the specified tensile stress of 15 000 pounds per square 
inch and an estimated effective depth of 38.2 inches for the sec- 
tion through the outer rivet holes and the back of the lower 
flange angles placed 4" below the edge of the web, the required 
met area of the lower flange is 
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773 OOO X 12 


= 16.18 square inches, 
38.2 X 15 000 


and that of the flange angles alone is 16.18 — 3.06 = 13.12 
square inches. Two angles 6" x 6" x 3" give a net area of 
2 (7.11 — 0.625) = 12.97 square inches. If the section be taken 
through the inner rivet holes, the effective depth is 38.45 inches, 
and the required net area of the flange angles is 


16.08 — 3.15 = 12.93 square inches. 


In order to avoid using angles 43" thick let the backs of the 
lower flange angles be placed }" instead of 4!’ below the edge 
of the web plate. In this case the smaller effective depth be- 
comes 41.5 +4+—1.73 — 1.68 = 38.34 inches. This reduces the 
required net area from 13.12 to 12.97 square inches, and hence 
the 6" x 6" x 8" angles may be accepted. 


Let the rivet pitch in the flanges be determined next. The 
maximum vertical shear at the end is 145 680 pounds, and the: 
increment of flange stress per linear inch (see Art. 59) is 


12.97 ,. 145 680 
16.03 38.34 


The vertical load on the flange, including impact, is 


= 3075 pounds. 


52 790/42 = 1257 pounds. 


The resultant of these horizontal and vertical components is: 
3325 pounds. The allowable bearing value of a §" rivet in a 3" 
web plate is 9630 pounds, and hence the theoretic rivet pitch at 
the end is 9630/3325=2.90 inches. In accordance with the 
specifications a uniform pitch of 2 inches will be used through- 
out. 


Since the vertical angles which connect the end of the 
‘stringer to the web of the floor beam are to be straight, fillers. 
whose thickness equals that of the flange angles are placed. 
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under the connecting angles and made wide enough to receive 
an extra row of rivets beyond the angles. The value of a %" 
rivet in single shear at 11 000 pounds per square inch is 6610 


pounds, while the bearing value is 9630 pounds, as stated in the - 
preceding paragraph. As the rivets connecting the angles and 


the fillers to the web plate are in double shear, the bearing 
value of the rivets will govern in determining the number re- 
quired to transmit the shear from the web plate into the con- 
nections. This number is therefore 145 680/9630 ==.L0: 


In finding the minimum number of rivets which must pass 
through the angles, the value of the rivets in double shear will 
govern, since that is less than their bearing in the two angles 
combined, or in the web and filler plates combined. The number 
required must therefore not be less than 145 680/13 220= II. 
Those passing also through the flange angles cannot be counted 
in either number, since their duty is to transmit the flange 
stresses. 


The rivets connecting the other legs of these angles to the 
web of the floor beam are field rivets, and since there are two 
rows of rivets in single shear, the number in each angle must 
be one-fourth greater than 11, which gives 14. While this 
number of rivets may be crowded into a single row, it makes 
the pitch about 2% inches, and it is therefore preferable to 
use 6" x6" angles. By counting the rivets in the flange 
angles, the number in the other leg of each angle is 15, and 
as the rivets in the adjacent rows must stagger, it is necessary 
to put 15 rivets into the other leg also. The thickness of 
the connecting angles cannot be determined theoretically ; but 
experience shows that i," will be sufficient, although }" is 
frequently employed. As the web is 3" thick and the stringer 
has to be faced at the ends, the angles will be made 4" thick. 
The filler plates must then be 9’ x 3". Fig. 113 shows that 


—_ 
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all the necessary conditions are satisfied by placing 6 rivets 
in the fillers outside of the angles. 


Sometimes fillers are used in practice whose width does not 
exceed that of the angles; but such an arrangement is not to 
be approved. If in the above example 16 rivets could be 
put through the connecting angles in the space between the 
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Fig. 113. 


flange angles without reducing the pitch below the minimum 
allowed, the connection would not have the same degree of 
strength; for some tendency to bend the rivets is developed 
in transferring the entire shear directly from the web to the 
angles, to resist which extra rivets would be required. With 
the arrangement shown in Fig. 113 extra rivets are often 
necessary when only a single row of rivets is placed in the 
angles in order to keep the pitch from exceeding the maxi- 
mum allowed in the row outside of the angles. 
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The skeleton diagram of the lateral system is given in Fig. 
114. According to the specifications the upper flange must 
be stayed laterally at intervals not exceeding 12.56 feet, and 
this condition is satisfied by the arrangement shown. It also 
makes the connections with 
both girders exactly alike, so 


a 


r 


that the same patterns may © 

Hewaced Storasboth. a. The: . gee Fd ETT 
stresses S, and S,, due to 
the wind load, are found to be +4970 and + 3830 pounds, 
respectively. The length of a lateral is 90 inches, and hence 
the least radius of gyration must not be less than 90/120=0.75. 
This requires the use of 4" x 4" angles, and with a minimum 
thickness of 3" the area is considerably in excess of that required 
for the stresses, including those due to eccentric connections. 


The final estimate of the weight of the stringer is now com- 
puted with the aid of the tables in a handbook. 


Pounps. 
4 flange angles, 6 x 6! x §! x 24! 114", @ 24.2 Ibs. « « . 2416 
1 webipiate, 42" Ki x 24) 11g! @)7-4 Ibs... 3 +s 6s) 1782 


4 connecting angles, 6” x 6" x 3!’ x 3/43", @19.6lbs. . . 264 
Aller, foe 2! 54" @ 19.03 Ws.) 37 shel 0 Ne en) “986 


Half lateral system: 


21 lateral angles, 4!’ x 4!’ x 3x 7! 4", @9.8 lbs. . . . « . 180 


2 connecting plates, 8! x 3" x1! 8", @t1o.2lbs. . . . . 34 
I connecting plate, 8” x 3!’ x 11" (corner clipped). . . . 8 
238 pairs of rivet heads, @ 0.369 1b... . « 2 » © © 88 

GUND Sg IE BS OE ee ee ka ge ea a. 8 


In addition to their own weight and that of their lateral sys- 
tem, the stringers support a part of the weight of the lower 
laterals of the bridge and of their connections to the stringers. 
The assumed weight of 5100 pounds exceeds that just obtained 
by a sufficient amount to avoid the necessity of revising the 
moments and shears due to the dead load. It should also be 
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remembered that the end connections are really supported by 
the floor beam, and their weight therefore causes no stresses 
in the stringers. 


The weight of one stringer and one-half of the lateral system 
is distributed as follows: 


WEIGHT IN PERCENTAGE OF 
Pounps. ToraL WEIGHT. 


Flanges 2416 
Web plate 1782 


End connections with floor beams 450 
Half lateral system 222 
Rivet heads _ 88 
4958 100.0 100.0 


This table also shows that the specification in regard to the 
depth of the stringer is practically satisfied, for the weight of 
the flanges is only 184 pounds greater than that of the web, in- 
cluding the end connections. The percentages of these two 
items are 48.7 and 45 respectively. This indicates that theo- 
retically the total weight is near the minimum. As it seemed 
probable that a depth of 44 inches might give better results, 
another design was made which gave the following weights: 
Flanges, 2187 pounds; web plate, 2098 pounds; end connec- 
tions, 459 pounds; rivet heads, 78 pounds; lateral bracing, the 
same as before; and the total, 5055 pounds. The web had to 
be increased in thickness to 5%" in order to avoid the use of 
stiffeners, and the flange angles were reduced in thickness to 
;?;'"._ In this case the weight of the flanges is less than that of 
the web, and hence the depth of 42" gives practically the mini- 
mum material. 


The above analysis of the weight of a stringer is also useful 
in checking the assumed weight after but few preliminary com- 
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putations are made to determine the web and flange section. 
In an example published in the first edition of this part of the 
text-book, in which flange cover plates and web stiffeners were 
employed, the live load being only about three-fifths as heavy, 
and the economic depth 38 inches, the combined weight of the 
flanges and web plate was found to be 77.6 percent of the entire . 
weight. This indicates that even in extreme cases the variation 
in this percentage is not very large. 


ArT. 86. FLoor BEAms. 


SPECIFICATION. — The effective length shall be the perpendicular distance 
between the central planes of trusses. All spans shall have end floor beams 
riveted rigidly to the trusses, to support the stringers. The intermediate floor 
beams in through bridges are to be riveted between the posts. For unit 
stresses see Art. 83. Most of the specifications relating to stringers apply 
also to floor beams. 


For convenience in erection, bracket angles are riveted to the 
lower flange of the floor beam or to the web just above the flange, 
on which to support the stringers until their end-connecting 
angles are riveted to the floor-beam webs. 


Assuming that the vertical legs of the flange angles do not 
exceed 4 inches, it is found that a depth of 54 inches will bring 
the top of the cross-ties between 2 and 3 inches higher than the 
top of the floor beam, provided the bracket angle has a 5-inch 
vertical leg and is riveted to the lower flange angles. 


The floor beam carries, in addition to its own weight, two con- 
‘centrated ioads 3! 3'’ from its center, each load consisting of the 
maximum sum of the adjacent reactions of the stringers on both 
sides. This sum includes the weight of one stringer, and of 
the track which it supports, and the corresponding live load. 
Using the same values as in the preceding article, the dead load 
of one stringer is 5500 + 5100 = 10600 pounds. The equivalent 
uniform live load must be taken for a span of two panel lengths, 
or 50 feet, and by means of WaADDELL’s diagram it is found to be 
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8000 pounds per linear foot per track. The live load at each 
stringer connection is therefore 4000 x 25 = 100000 pounds. 
The allowance for impact is 85 700 pounds, and the total load 
196 300 pounds. The approximate weight of the floor beam is 
assumed to be 4200 pounds. 


The maximum vertical shear is 198 400 pounds, and for the 
allowable shearing stress of 10 000 pounds per square inch, the 
net section of the web is 19.84 square inches. A thickness of 
4’ will allow for about 14 rivet holes in the net section of the 
splice, which is probably sufficient. Assuming one-eighth of 
the gross section as the equivalent flange area of the web plate, 
its value is 3.37 square inches. 


It is desirable to determine the rivet pitch approximately 
before the flange angles are definitely selected, in order to. 
know whether the rivets can be placed 
in a single row. The effective span 
of the floor beam is 17 feet, the dis- 
= tance between the centers of trusses. 
Ferverseteeeen ed ee * The bending moment due to the two 
concentrated loads is 1 030 600 pound- 
feet, and that due to the weight of 
the floor beam is 8900 pound-feet, 
making the total 1039500 pound- 
feet. The moment diagram is shown 
in Fig. 115, the moment due to dead 
load being laid off below the axis. Assuming an effective depth 
of 53 inches, and using the specified unit stress, the required 
net area of the lower flange is 


96300 16s. 


196300 (bs. 
/ 


Uniform Load = 4200 /bs. 


Zs 


"7050600 lb-ft 


8900 lb-tr 


Fig. 115. 


1039500 X 12 


53 X 15 000 — 3.37 = 12.32 square inches. 


The approximate increment of flange stress: per linear inch be- 
tween the end and the stringer connection is 12.32 x 15 000/63 
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= 2934 pounds. The pitch is, therefore, about 9630/2934 = 
3.28 inches, the bearing of a #’’ rivet in the 4’ web plate being 
9630 pounds. This ipaieaes that only one row of rivets is 
needed to connect the flange angles to the web. 


Let the following composition of the flange be taken, which 
furnishes a net area of 12.30 square inches: 


2 angles, 5" x4” x 9", 2 (4.75 — 1.13) = 7.24 square inches. 
I cover plate, 11!’ x 9", (6.19 — 1.13) = 5.06 
= 30 


The center of gravity of the solid section of the upper flange 
is 0.55’’ below the backs of the angles, and that of the net 
section of the lower flange is 0.60'’ above the backs of the 
angles, the rivet holes in the vertical legs of the angles being 
also deducted, since they are less than 2} inches from the sec- 
tion through the rivet holes in the horizontal legs of the angles 
and in the cover plates. Placing the backs of the angles }' 
beyond the edges of the web plate, the effective depth is 54+ 
0.25 — 0.60 —0.55 = 53.1 inches. This. value reduces the re- 
quired net area of the flanges to 15.66 — 3.37 = 12.29 square 
inches. The above composition of the flanges may therefore 
be adopted, provided it is found later that the equivalent flange 
area of the web is not less than that assumed. 


As shown in Fig. 116, the web plate will be spliced in order 
to allow the bottom of the floor beam to be on the same level as 
that of the post, that the connecting plates of the lateral system 
may be riveted to both, and also to allow the end web plate to 
be extended above the upper flange for the connection to the 
post. The method of designing this splice is the same as that 
explained in Art. 56. The rivets in the lower half of the inner 
row of rivets are located at the following distances from the 
neutral surface, all expressed in inches: 0, 3.5, 6.5, 9.5, 12.5, 
15.5, 18.5, 21.5, and 24.625. The last distance is that of the 
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rivet in the flange angles. The squares of these numbers are: 
O, 12.25, 42.25, 90.25, 156.25, 240.25, 342.25, 462.25, and 606.37. 
Their sum is 1952.1 inches*. The resisting moment of the 
lower half of the solid web plate is 1 822 500 pound-inches, and 
the moment deducted by the rivet holes in this row is 7500 x 
1952.1 /27.125 = 539 750 pound-inches, 7500 pounds being the 
tensile strength deducted by one rivet hole at the distance of 
the outer fiber, or 27.125 inches, from the neutral surface. If 
the outer row of rivets had the same number of rivets as the 
inner one, the resisting moment of the net section would be 
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1 282 750 pound-inches. It must be a little larger than this 
because the net section of the web allows only 14 rivet holes. 
The sum of the moments of the bearing values of the rivets in 
the web plate is 9630 X 1952.1/24.625 = 763 400 pound-inches, 
9630 pounds being the bearing value of the rivet which is 24.625 
inches from the neutral surface. This leaves a moment to be 
resisted by the rivets in the outer row of 519 350 pound-inches, 
and requires jy? (see Art. 56) to be 1328 inches2 Let the 
rivets be omitted whose distances are 3.5, 9.5, and 15.5 from 
the neutral surface, making =y* equal to 1609.3 inches 2. 
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On revision the reduction of resisting moment due to the 
rivet holes in the outer row is 7500 x 1609.3/27.125 = 445 000 
pound-inches, making the net resisting moment of the web 
plate 1377500 pound-inches. The required moment of the 
bearing values of the rivets in the outer row is then, 614 000 
pound-inches and yyr= 1570 inches*. This indicates that the 
strength of the splice is practically equal to that of the net 
section of the web plate, the rivets in the flange angles being 
included in both rows. That is allowable, because in this case 
the flanges have a large excess of section at the web splice, 
and the spliced plates extend clear to the left end of the beam. 
As the right-hand row contains only 11 rivets, the web has 
sufficient area to resist the shear. 


The net section of the web plate is I 377 500/1 822 500= 
0.756 or 75.6 percent of the strength of the gross section, and 
hence one-sixth of this, or 12.6 per cent of the gross sectional 
area of the web plate, equals its equivalent flange area. This. 
gives 3.40 square inches, which agrees almost exactly with the 
assumption previously made. 


The upper cover plate is extended to the post, it being slotted 
at the end to allow the projecting web plate to pass through. 
The lower cover is extended as far as the connecting plate for 
the lateral system permits. The rivet pitch may next be revised. 
The increment of flange stress per linear inch is 


12.30 198 400 

= = 2027 pounds, 

15.70 53.1 etek , 
and the pitch is 9630/2927 = 3.29 inches. It may therefore be 
made 3}" in the spaces outside of the stringers, but is preferably 
reduced to 3 inches. In the space between the stringers the 
pitch is made 6 inches, the maximum allowed. 


In the design of the stringer it was found that 30 field rivets 
are required to connect the two end angles of each stringer to 
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the floor-beam web. It remains to determine how many are 
required to carry the whole load of 196 300 pounds at each pair 
of stringer connections. Since the rivets are in double shear, 
their bearing in the web of the floor beam will govern, and the 
number is 196 300/9630=21 shop rivets or 26 field rivets. The 
number previously found will therefore be used. 


The equivalent flange area of the web which must be used 
in the final determination of the net flange area is that of a 
section taken through one of the rows of rivets in the stringer 
connection. Fora section through the outer row in which the 
rivets are farther from the neutral surface, their distances being 
3.5, 8.5, 13.5, 18.5, and 24% inches respectively, the resisting 
moment is 81.6 percent of that of the solid plate, and hence its 
equivalent flange area is 13.6 percent of 27 square inches, or 
3.67 square inches. The composition of the flange therefore 
requires no revision. 


In the end connection of the floor beam, the number of shop 
rivets required to transmit the shear from the web into the 
fillers is 198 400/9630 = 21, and the number needed to carry it 
into the angles is 198 400/13 220=15. To connect the end 
angles to the post requires 198 400/6610 = 30 shop rivets, but 
as field rivets are used their number must be increased to 38. 


The splice plates are extended to the end of the beam in 
order to act also as fillers under the end angles and to transfer 
the stresses to these angles in the most direct manner. An 
additional pair of plates is placed on the sides of the floor beam 
around the corner cut, in order to strengthen the web around 
the cut and also to serve as fillers for the curved flange angles. 


The following table gives the weight of one floor beam: 


Pounps. 
2,flange angles, 5’ x 4" x 2" % 16’ 18”) @ 16.2 Ibs. < Se ee nes} 
2 flange angles, 5’ x 4” x "x 14' 4”, @16.2 lbs... . . . 464 


wt ou 
I cover plate, 11!” x "x 16’ 18”, @ 21.02 Ibs. « . 2 6 - 339 
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. Pounps. 
Peover plate Bl X47," X10" 4%, @ 21.02 Ibs. ws os) ek 238 
I web plate, 54”x $x 11' 114”, @o1.84 lbs. » . . = 1022 


2 web plates, 237 x 4” x 7’ sy’, @ 40.59 lbs. (less 223 Ibs. ) 5 Ser 
4 splice plates, 303” x 3" x 3’ 8”, @ 58.83 lbs. (less 226 lbs.) . 637 
4 filler plates, 27’ x 4 yr x 2’ 10”, @ 45.92 lbs. (less 201 Ibs.) . 316 
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The weight is distributed as follows: 


WEIGHT IN 
Pounps. 


Flanges : 1564 


Web plates 1405 
Splices, end connections, etc. 1726 
Rivet heads 220 

Total 4915 


This analysis shows how much material is required in order 
to bring the bottom of the floor beam even with the bottom of 
the post and to clear the chord bars. As shown in Fig. 116, 
there are five plates riveted together to form the web around 
the corner cut. As so large a percentage of the weight of the 
floor beam is concentrated near the ends, no revision is needed 
on account of the difference between the assumed and the 
actual weights. 

The design of the end floor beam is left as an exercise for 


the student. See Plate IV for an example showing the form 
and details of its end connections. The design of the end floor 
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beam cannot be completed until after that of the end posts to 
which it is connected. 


ArT. 87. STRESSES IN TRUSSES. 


The following data and dimensions are tabulated below for 
convenient reference: 


Span, center to center of end pins . Ramee Labia ious i7dsxoys 
Depth, between centers of chords . 2. . . . . «+: 31’ 0% 
Width, between centers of trusses . . . . .. . 7 0” 
Numb ero, Panels: tus te, euleuie ts on relounre io are 7 

Baie ten oti airs aameg neue A eee os oi 


Length of end post, center ae eee ie pins, 39. oee¥ = 391193915 


0 = 38° 53° O = 55° 47’ 
tan 6 = 0.8065 tan 6’ = 1.4706 
sec 0 = 1.2847 sec 6 = 1.7784 


The angle which the diagonals of the truss make with the 
vertical is 0, and that of the diagonals of the lateral systems 
with the struts is #’. The opposite truss has the same letters 
as the one in Fig. 117, except that the letters are primed. 


The weight per linear foot of the track is 440 pounds, that ot 
the stringers and floor beams is 594 pounds, and that of the 
trusses and lateral systems is assumed to be 1336 pounds, 
making a total of 2400 pounds. The dead panel load per 
truss is 30000 pounds; one-third of which will be applied at 
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the upper panel points, and the remainder at the lower panel 
points. 


The equivalent uniform live load is shown by the diagram to: 
be 6325 pounds per linear foot per track, which gives a panel 
load per truss of 79 100 pounds. The panel load for the sus- 
pender £0, however, is equal to the floor beam reaction, or 
100 COO pounds. 


The specified wind load will be considered as equally divided 
between the windward and leeward panel points of each lateral 
system. The panel load for the upper system is 1875 pounds. 
The panel loads for the lower system are 1875 and 5625 pounds 
respectively for the static and moving wind loads. The panel 
load for the overturning moment of the wind pressure on the 
train is 7080 pounds, the distance from the base of the rail 
to the lower lateral system being estimated as 4.7 feet. 


The stresses in the trusses and lateral bracing were computed 

according to the methods of Part I, and are given in the follow- 

‘ing tables, their values being expressed in kips, one kip being 
equal to 1000 pounds : 


Enp Post. Urprer Cuorp. Lower CuHorp. 
aB Ne Cy DE bc ca de 

Dead load —115.6 |.—121.0 | —145.2] + 72.6] +121.0 | +145.2 
Live load — 304.8 | —319.1 | —382.8) +191.4 | +319.1 | +382.8 
Impact allowance —192.6 | —201.6 | —241.9 | +121.0] +201.6 | +241.9 
Wind overturning: 

On truss, east — 26.4) — 16.5 | — 16.5} + 16.5 | + 16.5 | + 16.5 

On truss, west + 26.4] + 16.5] + 16.5] — 16.5] — 16.5 | — 16.5 

On train, east — 27.3] — 28.6) — 34.3] + 17.1] + 28.6) + 34.3 

On train, west + 27.3] + 28.6] + 34.3] — 17.1} — 28.6] — 34.3 
Wind on truss, east Oo | + 16.5] + 16.5 | + 27.6} + 33.1 
Wind on truss, west — 11.0] — 16.5 | — 27.6) — 33.1 | — 331 
Wind on train, east + 49.6| + 82.7] + 99.3 
Wind on train, west — 82.7| — 99.3} — 99.3 
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DIAGONALS. VERTICALS. 
Be Cd De Ef Fg Bb (a3 Dd 
Dead load + 77.1)+ 38.5 o |—38.5/—77.1|-+ 20.0|— 40.0]/—10.0 
Live load + 217.8|+145.2|+87.1|+43.6|+14.5|+ 100.0| —113.0|—67.8 


Impact allowance |+145.2|+102.5|+65.4|+34.8|+12.5|+ 85.7/— 79.38/—50.9 
Wind overturning: ; 
On train, east + 19.5/+ 13.0/+ 7.8/+ 3.9/+ 1.3;/+ 7.1/— 10.1/— 6.1 
On train, west — 19.5|— 13.0/— 7.8/— 3.9;/— 1.3;— 7.1|/+ 10.1|+ 6.1 


The stresses in CD are the same as those in DE, except for 
wind on truss, west, which is + 11.0 instead of + 16.6 kips. 
The stresses in ad are the same as those in dc, except those in 
the last four lines of the table, for which the following values 
are to be substituted: 0, — 16.5, 0, and — 49.6 kips. 


The wind stresses in the upper laterals, expressed in kips, 
are: BC', + 13.3; CD', + 6.7; DE',o; while those in the struts 
are: BB', —3.8; CC',— 5.6; DD',— 1.9. The wind stresses 
due to both static and moving wind loads in the lower laterals 
are :-a0', + 80.0; dc', + 56.2; ca', + 35.3; de’, + 17.2; while those 
in the struts are: (aa';— 22.5; °00', — 37.5; 6c’, —24.1;) and 
dd', — 12.3. 


ART. 88. SEcTIONS oF INTERMEDIATE Posts. 


SPECIFICATION. — The effective length shall be the greatest length between 
points of the axis that are rigidly held in the direction in which the strength is 
being considered. The least width of posts in pin-connected trusses shall be 
limited to Io inches. 

Let it be required to design the section of the post Ce. Neg- 
lecting the wind stresses, which are relatively too small to affect 
the result according to the specified unit stresses, the total 
stress to be considered is 232 800 pounds. A trial shows that 
15-inch channels are required. Taking the radius of gyration 
about the neutral axis perpendicular to the web of the channels 
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as 5.43 inches, the value of 7/7 equals 31 x 12/5.43 = 68.5. By 
means of a table of unit stresses for values of //r in the specified 
column formula ranging from 10 to 120, the corresponding 
average unit stress is found to be 11 110 pounds per square inch, 
which requires a sectional area of 232 800/II 110 = 20.96 square 
inches. Referring to the handbook, it is found that two 15-inch , 
channels, each weighing 40 pounds per linear foot, will give an 
area of 23.52 square inches. As the radius of gyration of these 
channels agrees with the value ‘assumed, no revision is needed, 
and these channels are accordingly adopted. The flanges will 
be turned inward so as to avoid cutting them near the pin con- 
nections. It remains to determine the distance back to back of 
channels, in order that the moments of inertia about the two 
rectangular axes through the center of the section may be equal, 
thus rendering the column of equal strength against lateral 
flexure in these two directions, provided it may be equally free 
to bend in either direction. Let x be this distance, then by the 
application of the principles of moment of inertia (see Text-book 
on Mechanics of Materials, Arts. 43 and 76) there results the 
equation 


2 X 347.5 = 2 [9.39 + 11.76 ($4 — 0.783)? ] 


whose solution gives x= 12.29 inches. In this equation 347.5 
inches‘ is the moment of inertia of one Seen about the axis 
AB (Fig. 118), 9.39 inches* is 
the moment of inertia about the 
axis CD, and 0.783 inch is the 
distance from the axis CD to 
the back of the channel, all 
these elements being given in 
the handbook. Some of the handbooks also give the distances 
back to back of channels, in order to make the radii of gyration 
equal, 
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In a similar manner it is found that two 12-inch 25-pound 
channels are needed for the post Dd, the radius of gyration 
being 4.43 inches, the average unit compression 9850 pounds per 
square inch, the required sectional area 13.06 square inches, and 
the area furnished by the channels 14.70 square inches. The 
distance back to back of channels for equal radii of gyration is 
10.07 inches. The channels in the posts are placed with their 
webs parallel to the plane of the truss. 


Since all the post channels must have the same spacing, in 
order that the lengths of the floor beams may be the same, and 
as it is also important to make that distance as small as possible, 
because the width of the upper chord depends upon it, a com- 
putation may be made to see what the spacing of the channels 
in Cc must be, so that its area shall just equal that required. 
The value is found to be 10.31 inches. A uniform spacing of 
103 inches will accordingly be adopted. 


ArT. 89. SECTIONS OF DIAGONALS AND SUSPENDER. 


SPECIFICATION. — Counter-stresses must be provided for wherever caused 
by the increased live load (see Art. 83) ; and in case of reversal of stress the 
member must be designed to resist such reversal. The use of more than a 
single system of cancellation in bridges shall be confined entirely to lateral 
systems and sway bracing, except that in the middle panels of trusses two: 
rigid diagonals connected at their intersection may, for appearance, be em- 
ployed, provided that either diagonal have sufficient strength to carry the 
entire shear in either tension or compression, and that the adjacent vertical 
posts be figured accordingly. All through spans shall have stiff end vertical 


suspenders. 

Since the minimum stress in Bc is a tension of 48 800 pounds, 
it may be composed of one or more pairs of eye-bars. The wind 
stress may be neglected in designing the member according to: 
the specifications. For the unit tensile stress of 15 000 pounds 
per square inch, the sectional area must be 440 100/15 000 = 
29.34 square inches. Two eye-bars, 8" x 13", provide an area 
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of 30 square inches. For a depth of 7 inches the thickness 
‘would have to be 24 inches, which is not so desirable. The 
thickness of eye-bars ranges in practice from one-fourth to one- 
seventh of their depth or width. These limits are exceeded 
only in rare instances. 


In accordance with the specifications no counter-tie is allowed 
in the third panel, and hence the diagonal Cd must be designed 
to take also a compression equal in magnitude to the tension 
eiveneunatae table, for “27, in Art. 87. Let two 15-inch’ so- 
pound channels be tried. The required net area for tension is 
286 200/15 000 = 19.08 square inches. The radius of gyration 
7= 5.23 inches, the length /= 477.9 inches, //y= 91.4, the al- 
lowable average unit compression = 9260 pounds per square 
inch, and the required area for compression is 39 900/9260 = 
4.31 square inches. The net section must therefore exceed 
19.08 square inches, while the gross section must not be less 
than 23.39 square inches. The gross section of these channels 
is 29.42 square inches, their web thickness is 0.72 inch, and 
the grip of the rivets in their flanges is 0.625 inch. Except 
near the ends the only rivet holes are those in the flanges needed 
for the lacing. The end connections require pin plates to be 
riveted to the webs, and in channels of this size four lines of 
rivets will be used. As parts of the stay plates and pin plates 
‘will be opposite each other, it will be necessary to deduct the 
area of four rivet holes in the web and two in the flanges of 
each channel. This leaves a net section of 29.42 — 5.76 — 2.50 
= 21.16 square inches. The 45-pound channels will not do, as 
their net area falls below that required for the tension alone. 


It remains to test the section by the provision of the specifi- 
cations which is intended to make allowance for future increase 
of the live load. The area required for tension and compression 
~inder the increased live-load stresses are 17.80 and 6.54 square 
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inches respectively. The 50-pound channels may therefore be 
adopted. 

According to the specifications each of the diagonals in the 
middle panel must be designed to take the entire stress in 
either tension or compression. The net area in tension is 
152 600/15 COO= 10.17 square inches. As the diagonals are 
riveted to common connecting plates at the middle, the length to 
be used in the column formula is one-half of the total length of 
De, or 239 inches. Let two pairs of angles, 5" x 34" x 3%", laced 
together so as to form a section like Fig. 86 be tried. The 
lacing will be 3" thick, and hence the space between the backs 
of the angles must be ?”. The radius of gyration 7= 2.60. 
inches, //ry = 91.9, =9210 pounds per square inch, and the 
required gross area is 152 600/9210=16.57 square inches. 
The angles have a gross area of 17.88 square inches, and pro-. 
vide more than the needed net area when a rivet hole is de- 
ducted from both legs of the angles. 

The suspender, 40, will be designed as a stiff member for 
the reasons given in Art. 76, its composition being made like 
that of the intermediate posts. Its required net sectional area 
is 205 700/15 0O0OO= 13.71 square inches. Two 12 inch 30-pound 
channels will be selected, as they will furnish 13.80 square 
inches, after deducting two rivet holes in both the web and 
flanges of each channel. The net section is at the connection 
to the upper pin plates, and by staggering the rivets in the three 
rows connecting the webs to the pin plates it may be arranged 
that the flange rivets through the stay plates shall be in the 
same cross-section as the middle rivets in the webs, thus increas- 
ing the available section to 14.74 square inches. | 


The insufficient provision frequently made for counter-stresses. 
in railroad bridges is discussed in a paper by H. S. PricHarp, 
in Transactions American Society of Civil Engineers, vol. 42, 
page 547, Dec., 1899, 
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ArT. 90. Lower CHorpD SECTIONS. 


SPECIFICATION. — For single-track spans the two panels of the lower chord, 
at each end, shall preferably be made rigid members. 

If the wind stresses be neglected, the required net area for 
the lower chord member cd is 641 700/15 000 = 42.78 square 
inches, while if they be included, the net area is 797 100/19 000 
=41.95 square inches. The larger area must be taken. Four 
taken. Four eye-bars 8" x 13’ give 44 square inches, and 
are therefore chosen. 


In the case of de the greater sectional area is obtained by 
omitting the wind stresses, its value being 769 900/15 000 = 
51.33 Square inches. Four eye-bars, 8’’ x 13’, are needed whose 
combined sectional area is 52 square inches. 


The stresses which govern the design of ad and dc are the 
same, and hence a single member may be extended from a to c. 
The required net area is 385 000/15 000 = 25.67 square inches. 
Let ac be composed of two built channels, like Fig.90. Since 
the eye-bar heads of the 8-inch eye-bars are 17 inches deep 
according to the handbook, let the web plates be made 18 inches 
deep so as to avoid cutting the angles in order to pass the eye- 
bar heads at c. Selecting 2 web plates 18” x }"’, and 4 angles 
35" x 34” x 2”, the rivets in the end pin plates can be so arranged 
as not to deduct more than 3 rivet holes in each web plate and 
one in each angle, giving a net area of 26 square inches. 


The specifications also require that, if the unit stress due to 
the weight of a member is greater than 10 percent of the safe 
value allowed, the sectional area must be increased. Accord- 
ing to the first method given in Mechanics of Materials, Art. 
103, the stress in an eye-bar 8 inches deep and 25 feet long, due 
to its own weight, is found to be 1187 pounds per square inch, 
which is less than the above limit. 
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The formula is S,= 


in which J7 is the bending moment of the flexural forces, ¢ the 
distance from the neutral surface to the outer fiber in which the 
tension S, occurs, / the moment of inertia of the cross-section, 
nm and m numbers depending upon the arrangement of the ends 
and the kind of loading, P the longitudinal tensile force, / the 
length of the member, and £& the coefficient of elasticity of the 
material. The flexure of the eye-bar under its own weight cor- 
responds to that of a simple beam uniformly loaded, and hence 
m/n=9.6. The same result is obtained for any thickness of 
bar, and hence a single determination only is required for all 
bars of the same depth and length. The second and more 
accurate method given in the same article gives a stress of 1176 
pounds per square inch. The value of £& for soft steel is taken 
as 26000 000 pounds per square inch. 


The results of some experiments on the relative strength of 
eye-bars and built members of various forms of section are given 
in a paper entitled ‘Recent Tests of Bridge Members,’ by J. E. 
GREINER, in Transactions American Society of Civil Engineers, 
vol. 38, page 41, Dec., 1897. 


ART. 91. DIAMETERS OF PINS. 


SPECIFICATION. — The stress in the outer fibers of pins shall not exceed 
25 000 pounds per square inch, the points of application of the stresses in the 
connecting members being taken at the centers of bearings. In designing all 
pin-connected work ample clearance for packing must be provided, and ample 
room must be left for assembling members in confined spaces. Lower chords 
are to be packed as closely as possible, and in such a manner as to produce 
the least bending moments on the pins, but adjacent eye-bars in the same 
panel must never have less than a one-half-inch space between them, in order 
‘o facilitate painting. The various members attached to any pin must be 
packed as closely as practicable, and all interior vacant spaces must be filled 
with steel fillers, where their omission would permit of the motion of any 
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member on the pin. All bars are to lie in planes as nearly as possible parallel 
to the central plane of the truss, no divergence exceeding one-eighth of an 
inch to the foot being permitted. 


In order to find the bending moment in the pin at d it is 
necessary to determine provisionally the thickness of the pin 
plates for the post Dd and the diagonals Cd and Ed. As the 
specifications do not permit countersunk rivet heads in metal 
less than 5" thick, one pin plate of this thickness will be placed 
on each side of the web of each channel in the post. These 
plates and the webs will furnish sufficient bearing area for a 
pin whose diameter is not less than 54 inches. The pin cannot 
be less than 8 X 15 000/22 000 = 5.46 inches for 8-inch eye-bars, 
in order to provide adequate bearing area for the eye-bars. 
Assuming that the RE, will not exceed 6 inches in diameter, it 
is estimated that a ;%" pin plate will be required on each side 
of the webs of the ee composing Cd, in order that the net 
sectional area at the pin hole shall not be less than 40 percent 
in excess of that of the net section elsewhere. The diagonal 
Ed is connected to the pin by means of pin plates only whose 
combined thickness on each side is 1 inch, the angles being cut 
off so as not to interfere with the post. 


The horizontal forces in the chord bars and diagonals produce 
flexure in the pin in a horizontal plane, the bending moment 
being designated by J/,, while the vertical forces,in the diagonal 
and post produce a moment J/,, their resultant being 


M=V Mi + M?. 


In order to reduce J/,, the bearings of the diagonal are placed 
‘ outside of and next to those of the post. The eye-bars in the 
chord alternate in direction so as to allow space between adja- 
cent bars of the same panel for painting. To reduce J/,, one of 
the smaller bars is put on the outside. The arrangement, or 
packing, of the eye-bars, etc., on one side is indicated in Fig. 119. 
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A clearance of ;J,"’ is allowed between eye-bars, and 3" where 
one or both of the adjacent members contain countersunk rivet 
heads. The stresses marked on the chord bars are the safe 
values for their actual sections. The stress in Cd is that 
required to make the algebraic sum of all the horizontal forces. 
acting on the pin equal to zero. The straight sides of the 
equilibrium polygon are drawn by considering the stresses 
applied at the centers of the respective bearings, as specified, 
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Fig. 119. 

while the curved lines give the form of the diagram when the 
stresses are regarded as uniformly distributed on the bearings. 
The curves are parabolas, the points of tangency lying in the 
ordinates through the sides of the eye-bars, and other members 
(Part II, Art. 10). The original diagram was drawn full size 
for the linear dimensions, and the pole distance made equal to 
100000 pounds. The ordinate at the post bearing, where JZ, is 
a maximum, measured 2.50 inches, making 


M), = 2.50 X 100 000 = 250000 pound-inches, 
M, = 74 400 X 1.49 = 110 900 pound-inches, 


74 400 pounds being the vertical component of the stress in Cd 
which corresponds to the horizontal component of 60000 
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pounds, while 1.49 inches is the distance between the centers 
of bearing of the diagonal and post. Both horizontal and 
vertical moments are uniform between the two sides of the post, 
as there are no forces acting on the pin within those limits. 
The resultant (7 is 273 400 pound-inches, but since this value is 
less than J/, at the inner bar of dc where there is no J/,, the 
maximum moment is 423 000 pound-inches. According to the 
handbook this requires a pin 53 inches in diameter, whose resist- 
ing moment is 436 800 pound-inches. 


In a similar manner the bending moments are found in the 
pin at c, it being estimated that two pin plates are required for 
each half of the stiff chord member dc, one 8" and the other 3!" 
in thickness. The greatest value of J, is 446000 pound- 
inches at the post bearing, while J7, is 295000 pound. 
inches, making JZ = 529 500 pound-inches. A 6-inch pin 
whose resisting moment is 530 200 pound-inches will therefore 
be required. 


If the outer eye-bars in cd be reduced in thickness to 14 inches 
and the inner ones increased to 13 inches, the other members 
remaining the same, J/, is reduced to 340000 pound-inches, 
and MW to 443 500 pound-inches, thus requiring a pin 53? inches 
in diameter. This change makes a still larger reduction in the 
moments on the pin at d, and indicates the method by which 
the diameter of the pin may be brought within given limits 


when desired. 


The bending moments on the pins at @ and # need not 
usually be found, as they are smaller than those at ¢ and d, 
The pins at those panel points will, however, be made the same 
size, so as to reduce the total thickness of pin plates otherwise 
required. Pins 6 inches in diameter will then be adopted at a, 
c, d, and B. Those at C and D will be designed after the 
upper chord sections are determined. 
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ART. 92. UPppER CHORD SECTIONS. 


SPECIFICATION. —In members subject to compression, rivets shall be so 
spaced that they shall not be farther apart in the direction of the stress than 
sixteen times the thickness of the thinnest external plate connected, and not 
more than fifty times that thickness at right angles to the direction of the 
stress. 


The standard diameter of the head of an 8-inch eye-bar when 
the pin does not exceed 6 inches is 17 inches, according to one 
of the handbooks. If the eye-bars of Lc are placed inside of 
the upper chord, the web plates must be at least 18 inches deep 
to provide ample clearance. The width of the chord must also 
be determined at this panel point. For a single-track bridge of 
175 feet span a composition like that shown in Fig. 96 is appro- 
priate. In Art. 88 the distance back to back of the channels in 
the posts was found to be 10% inches, and hence those in the 
suspender will be spaced the same distance. The pin plates on 
the outside of the suspenders are estimated to be 42" thick. 
Considering one side only for simplicity, and allowing 4" for a 
clearance next to the pin plate, 14" for the thickness of one eye- 
bar in Be, 4! for another clearance, 2” for a jaw plate, and 3" 
for a pin plate, both connected to the inside of the upper chord 
web, and 3" for the thickness of. web plate, the distance from 
the center of the suspender to the outside of the chord web 
plate, or to the backs of the angles, is found to be g} inches, 
and if the angles be 34 inches wide, the cover plate must be 26 
inches wide. The lines of rivets connecting it to the angles are 
23 inches apart, and hence the cover plate must be ;%" thick to 
satisfy the requirement of the specifications regarding the max- 
imum spacing of rivets at right angles to the direction of the 
stress in compression members. 


Since the specified unit stress involves the radius of gyration, 
an approximate value must be assumed. A convenient rule 
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makes the radius of gyration about a horizontal axis equal to 
four-tenths of the depth out to out. This depth is estimated to 
be 19.44 inches, making r= 7.78 inches, //r = 38.6, p = 13 510 
pounds per square inch, and the required sectional area 


641 700/13 510 = 47.50 square inches. 


The composition of the section is as follows: 
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Placing the backs of the angles 4’ beyond the edges of the web 
plates, the center of gravity is found to be 0.21" above the 
center of the web plates. The pin may accordingly be placed 
with its axis passing through the centers of the web plates, for it 
is found that an eccentricity of 0.24'’ would 
just make the negative moment due to the 
maximum direct compression equal in mag- 
nitude to the positive bending moment pro- 
duced by the weight of the chord. 


The following computation gives the mo- 
ment of inertia with reference to the neutral axis AZ in Fig. 1202 
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For convenience the moment of inertia is first computed for a 
horizontal axis through the centers of the web plates and then 
reduced to the neutral axis. The radius of gyration is 


r= Aa 8.00 inches, 
48.61 


and the revised area is found to be 47.25 square inches. 


As the stress in CD is larger than that in BC, and its addi- 
tional sectional area will be placed in the sides, leaving the 
‘ cover plate and flats unchanged, its radius of gyration will be a 
little smaller than that for BC, and hence x = 7.78 inches will 
again be assumed. The approximate sectional area for CD is 
then 769 900/13 510 = 56.99 square inches. Using the same 
composition as for BC except to increase the thickness of the 
web plates to 14’, the area is 57.61 square inches. The moment 
of inertia is then computed to be 3350.2 inches?, the radius of 
gyration 7.71 inches, and the revised required area 57.07 square 
inches. The use of 5%," 


satisfy the requirements, but the gross area is then 58.37 square 


angles and §"’ web plates would also 


inches. The former composition also has the advantage in not 
requiring the pin plates at C and J to connect to the angles, but 
only to the web plates because the entire increment of chord 
stress is taken by the web plates. The section for DZ equals 
that for CD. 


Inspection shows that the moments of inertia around the 
neutral axis CD in Fig. 120 are respectively greater than those 
computed for the sections of both chord members, and hence the 
values of 7 determined above are the least radii of gyration re- 
quired in the column formula. 


The diameter of the pin at C may now be determined. The 
pin plates on the post Cc are 3%,’ thick, and those on the diagonal 
Cd are approximately ;°."’ thick, one plate being placed on each 


side of each channel web. One 2” pin plate is also needed on 
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the outside of each web plate of the chord if the pin is not less 
than 5 inches in diameter. Remembering that the channels in 
the post are spaced 103” back to back, and allowing for a clear- 
ance of }/’ between the adjacent pin plates of the posts and 
diagonals, the distance from the center of one of the chord 
bearings to that of the diagonal is 2.796 inches, and from the 
latter to the center of the adjacent post bearing is 1.526 inches. 
Since the chord section is continuous past the pin, the maximum 
bending moment on the pin occurs when the stress in the diag- 
onal isa maximum. The full strength of the net section of €@ 
is 21.16 X 15 000 = 317400 pounds. Its horizontal component 
of 199 200 pounds equals the corresponding increment of chord 
stress, and its vertical component of 241 400 pounds is the cor- 
responding stress in the post. M/,=99 600 x 2.796 = 278 500 
pound-inches, and 7, = 120 700 X 1.526 = 184 200 pound-inches, 
their resultant J7 being 333 900 pound-inches. This requires a 
pin whose diameter is 5} inches. The same size will be adopted 
for that at the panel point D. | 


In case it be desired to reduce the thickness of the flats, an 
alternative section may be designed by increasing the horizontal 
legs of the angles to a width of 5 inches. Since the gage of the 
5-inch leg for a single row of rivets is 3 inches, a flat 6 inches 
wide will not extend beyond the back of the angle. This width 
requires a thickness of # inch for the flats and increases the 
total chord section by 0.32 square inch, but reduces the eccen- 
tricity of the neutral axis to 0.18 inch. If, however, the flats 
be taken 7 inches wide, their required thickness is 3 inch, the 
corresponding increase in chord section being only 0.08 squaré 
inch, while the eccentricity is increased to 0.24 inch. 


ArT. 93. SEcTION oF INCLINED END Post. 


SPECIFICATION. — The inclined end post must be so proportioned that the 
algebraic sum of the stresses per square inch resulting from the direct com- 
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pression and the maximum bending moment due to the wind pressure shall 
not exceed 19,000 pounds per square inch. Every column that acts as a beam 
also must have solid webs at right angles to each other, as no reliance shall 
be placed on lacing to carry a transverse load down the column. 

The maximum direct compression in the end post @# is not 
quite as large as that in BC, but its length is greater, being 
477.9 inches. Its sectional area will therefore not differ much 
from that of BC. Using the value obtained for BC of r= 8.00 
inches, //r = 60.0, g = 11 840 pounds per square inch, and 
the approximate sectional area is 613 000/11 840 = 51.78 square 
inches. The following composition is adopted, as a test shows. 
that no revision is needed: 
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The wind stresses, according to the specifications, are not large 
enough to affect the area required to resist flexure in the plane 
of the truss, but must be considered in computing the stresses 
due to transverse flexure. 


The end posts form a part of the portal which resists the 
wind pressure carried by the upper lateral system to the portal 
strut. The end posts bend in the plane containing their center 
lines. It is necessary then to compute the unit stress in the 
outer fiber of each end post due to its combined action as a 
column under the given direct compression and as a beam sub- 
ject to the bending moment produced by the wind loads, and to 
compare it with the greatest allowable unit stress. If it exceeds. 
the allowable value, the sectional area must be increased until 
the unit stress falls within the given limit. 

The moment of inertia with reference to the axis CD in 
Fig. 120 is computed as follows, it being remembered that the: 
backs of the angles are 19 inches apart: 
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This computation indicates that the center line of each flat and 
the rivet line of the corresponding angle lie in the same vertical 
plane. Any eccentricity in the connection of the flats would 
develop secondary bending stresses. The radius of gyration 
with reference to the same axis is 


= 499355 =2.0.70 inches, 


53-09 


Let the upper part of the end post be regarded as fixed at 
the lower portal strut by the portal bracing, and the lower end 
as fixed at the pin by the ped- 
estal and the end floor beam. 
The drawing of the floor beam 


gives 4’ 83’ as the distance from 
the base of rail to the bottom 
of the floor beam, and 103!’ from 
the bottom of floor beam up to 
the pin center. The clear head 
room required is 23 feet, and 
hence the distance from the 
center of the lower chord to the 
top of the clearance must not 
be less than 26/ 9f'’. Allowing 
from .tortow 12 inches. for the 
width of the lower portal strut, 


the inclined distance from the 


lower pin of an end post to the 
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bottom of the portal strut is readily found by means of a dia- 
gram to be just 35 feet. Let the distance be taken as 422 
inches. The point of inflection is at the middle of this length. 


Fig. 121 indicates the action of forces on the portal, it 
being assumed that the reactions at the feet of the end posts 
are equal. The transverse bending moment in each end post 
is therefore 5625 x 211 = 1186900 pound-inches. By the 
first method given in Mechanics of Materials, Art. 102, the 
unit stress in the outer fiber is found to be 


Sn ee oe TOO AO aro ie ene 
rs: Pl __ 666 700 x 422 
6E 4993-5 ~ 626 000 000 


making the maximum compressive stress equal to 666 700/53.09 
+ 3920 = 16 480 pounds per square inch. As this value does 
not exceed the specified limit of 19 000 pounds per square inch, 
no change is required in the composition of the end post. 


The general formula given in the text-book just mentioned 
is the same as that quoted in Art. 90, except that the sign in the 
denominator is changed to minus. The form in which it is 
here given is adapted to the special case of the end post whose 
elastic line corresponds to that of one-half of a beam whose 
ends are fixed and loaded at the middle. Accordingly, #=192, 
n=8, and the / in the general formula equals 2 / in the formula 
given in this paragraph. 

A beam whose span is /, fixed at both ends, supporting a 
concentrated load Q at the middle, and subject to a longitudinal 
compression ?, has a maximum compressive stress at the ends, 
or at the load, whose value is 

Ma Oc 


Ss 
Ao ae 


tan } 82, 


in which A is the area of cross-section of the beam, c¢ the 
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distance from the neutral surface to the outer fiber whose unit 
stress is S, and @=(P/Z/)}, in which Z is the coefficient of 
elasticity of the material. Applying this formula to the case 
of the end post, and remembering that / in this formula equals 
twice that used in the special approximate formula of the 
preceding paragraph, the true maximum compressive stress 
is found to be 


__ 666 700 
53-09 


or 270 pounds less than the approximate value first obtained. 


+ 3654 = 16 210 pounds per square inch, 


ART. 94. LATERAL BRACING. 


SPECIFICATION. — All lateral bracing shall be made of shapes which can 
resist compression as well as tension. In detailing struts composed of 
four angles with a single line of lacing, the clear distance between backs of 
angles shall never be made less than three-quarters of an inch, in order to 
permit the insertion of a small paint-brush. The stiff diagonals of the lower 
dateral system, of which there shall be two in each panel, shall be riveted 
rigidly to the stringers where they cross them, so as to transfer in an effective 
manner the thrust of braked trains to the truss posts without causing the floor 
beams to bend horizontally. In designing short members with riveted con- 
nections the sectional area of the piece shall be increased from ro percent 
for 6” x 31’ angles to 25 percent for equal-legged angles beyond the 
theoretical requirements for the direct stresses, so as to compensate for the 
secondary stresses due to the eccentric grip of the rivets. 


The most approved type of laterals for the upper system of 
through spans consists of two pairs of angles with one system 
of lacing between them, the depth of the member being equal to 
that of the upper chord. As the computed wind stress.is only 
13 300 pounds in one of the end laterals under the assumption 
‘that it resists the entire shear in the panel, it is clear that the 
stress alone cannot determine the section to be used. Since the 
principal duty of the lateral bracing is to resist the lateral vibra- 
tion caused by the live load, and to hold the chord in line, it is 
‘important that they should have ample section to insure the 
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necessary stiffness. By using 3" rivets in the connections, and 
6!’ rivets in the lacing, the angles may be reduced in size to 
3!’ x 24 x 8", the longer legs being horizontal. For the 
required depth the lattice bars must be at least 3" thick, and 
hence the backs of the angles are spaced 3" apart. This makes 
the least radius of gyration 1.63 inches, and //r=97.5, the 
length from the center, where the laterals are riveted to a. 
common connecting plate to the end connection, being about 
159 inches. If the entire stress be resisted by one lateral as. 
a column, the required area is 1.63 square inches, while only 
0.89 square inch net section is needed for the same amount of 
tension. The section may then be adopted, although there is. 
considerable excess of strength. If only two angles were laced 
together, they would have to be 44" x 3! in size in order that 
the ratio 7/r should not exceed 120, as specified for compres- 
sion members. When the ratio falls beyond this limit, or when 
only single angles are used, they can be regarded merely as. 
tension members, and the lateral system becomes correspond- 
ingly less efficient. 


The net strength of the lateral when one rivet hole is 
deducted in each leg of the angles is 5.24 x 15 000 = 78 600 
pounds, and hence the connections require 16 shop rivets or 20 
field rivets }" in diameter. 


The stresses in the upper lateral struts are so small that 
their section is not determined theoretically. The student 
should consult some standard plans for bridges governed by 
approximately similar conditions and adopt the composition 
shown. See Plate IV for an example of a lateral strut which 
also forms the upper chord of the sway bracing. 


Since the lower laterals are to be riveted to the lower flanges. 
of the stringers, it is estimated that the greatest distance between 
the centers of connections is about 94 inches. In the first panel 
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the stress corresponding to the total shear is 80000 pounds. 
Let the laterals be so designed as to resist either this entire 
amount in tension or half of this amount in both tension and 
compression, under the specification for alternate stresses, the 
wind stresses being treated as live-load stresses, but without 
any impact allowance. Placing two angles 34" x 34" x 8" back . 
to back, the required area for compression is 4.29, while that for 
tension is 2.67 square inches, making a total of 6.96 square 
inches. The gross area furnished is 7.96 square inches, which 
covers an allowance of more than 12 percent for the effect 
of eccentric connections. Deducting one rivet from each 
leg of the angles for {" rivets, the net section is 5.46 square 
inches, while a tension of 80000 pounds requires only 5.34 
square inches. 


In a similar manner the laterals in the second panel require 
two angles 34" x 34" x 7%", while in the third and fourth panels 


Ba 


two angles 34" x 3" x 2” may be used. 


The connections require 13 shop or 16 field rivets in the first 
panel, 9 shop or 12 field rivets in the second panel, and 8 shop 
or 10 field rivets in the third or fourth panels, in order to de- 
velop the full strength of the net sections of the laterals. 


The results of tests made by J. E. GREINER on the relative 
strength of single angles when connected by one or by both 
legs are recorded in Transactions American Society of Civil 
Engineers, vol. 38, page 63, Dec., 1897, while those made by 
C. F. LowerH are given in Journal of the Association of Engi- | 
neering Societies, vol. 8, page 268, May, 1889. 


In order to comply with the specification which aims to pre- 
vent horizontal bending in the floor beams, due to the thrust of 
braked trains, WADDELL further specifies that the lateral diago- 
nals and the stringers are to be made to form complete horizon- 
tal trusses by running angles between the stringers at the level 
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of the bottom flanges. Such angles are represented diagram- 
matically by the lines mm! and un! in Fig. 122. As the equiv- 
alent uniform live load for a panel length of 25 feet is 9850 
pounds per linear foot per 
track, the total thrust of 
the brdked train per panel 
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Sate “!- friction being 20 percent 
i (Art. 83). Dividing this 


¢ Lower Chord is between the two stringers, 
yrgae and assuming that the en- 
tire stress is taken by the truss dun'a', the stress in zu!’ is 16 800 
pounds, and that in zd or in z'a' is 26 800 pounds. If the truss 
cmm'c' is assumed to act in conjunction with the other, the 
stresses will be divided accordingly. The smallest laterals 
have sufficient strength to take the stress of 26 800 pounds, 
either in tension or compression. A single angle, 34/’ x 34" x 3", 
having a gross sectional area of 2.48 square inches, and a net 
area of 2.10 square inches, is found to have an excess of strength 
to provide for the eccentricity of its connections, even if it be 
subject to the entire stress of 16 800 pounds. The stress of 
26 800 pounds requires 5 shop rivets or 6 field rivets, while that 
of 16800 pounds requires 3 shop rivets or 4 field rivets. A 
detail of this kind and the connection of a lateral to one of the 
stringers may be seen on Plate VI. 


ART. 95. PorTAL AND Sway BRACING. 


SPECIFICATION. — All through spans shall have stiff portal bracing at each 
end, connected rigidly to the end posts. The bracing shall be made as deep 
as the specified clear head room will allow. When the height of the trusses 
is great enough to permit it, there shall be used at each panel point a rigid 
bracing frame riveted to the top lateral strut, and to the posts, and carried 
down to the clearance line. When the truss depth is not great enough for 
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this detail, corner brackets of proper size, strength, and rigidity are to be 
riveted between the posts and the upper lateral struts. 


Fig. 123 gives a sketch of the general arrangement of the 
portal bracing to be designed, and the principal dimensions 
required to compute the bending moments to be resisted by the 
flanges of the lattice girder. The upper flange of the bracing 
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Fig. 123. 


extends beyond the upper chords of the truss. The given 
forces are those obtained in designing the end post, and the 
reactions at the bottom of the figure are applied at the points 
of inflection of the end posts. 


Let the shear be divided equally between the two diagonals 
cut by any section parallel to the end posts, and let the diagonals 
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be designed according to the specification for alternate stresses, 
the wind stresses being treated as live-load stresses for the 
same reasons as those given in the preceding article. The 
stress in each angle is then 7 360 x 1.2875 = + 9 480 pounds. 
Assuming one angle 34!’ x 3!’x 2", and the distance between 
centers of connections as about 38 inches, the ratio //r is 61.3, 
and the sectional area for compression is found to be 0.81 
square inch, while that for tension is 0.63 square inch, making 
the total less than that furnished by the angle, which is 2.30 
square inches. It is not advisable, however, to reduce the size 
of the angle. The number of 7’ rivets required in the con- 
nection of each web angle to the flange is 2 x 9480/6610= 3. 

According to the specifications the upper or compression 
flange of a plate girder is to be supported laterally at intervals 
not exceeding twelve times its width. The flanges of the 
portal bracing differ from those of a simple girder in having 
their stresses increase from the middle toward the ends, while 
those in the girder flanges increase from the ends toward the 
middle. The ratio of the laterally unsupported length of a 
flange of the portal bracing to its width may accordingly be 
taken considerably larger than twelve, say eighteen or twenty. 
This condition requires angles 5 inches wide. Assuming two 
flange angles 5'’ x 34/’ x 8’, and neglecting the web plate on 
account of the splice at the section through the end of the 
bracket, the effective depth is found to be 76.1 inches. 

With the forces shown in Fig. 123, the bending moments 
in a section against the inner web plate of the left-hand end 
post are — I 441 000 and — I 155 000 pound-inches, the centers 
of moments being in the neutral axes of the upper and lower 
flange angles respectively. When the forces are reversed in 
direction, the upper forces exchanging sides, the corresponding 
bending moments are +1 283 000 and +1 568 000 pound-inches. 
The area required to resist the alternate compression and ten- 


ART. 66; PIN PLATES. 281 


sion in the lower flange is 1.26 + 1.12 = 2.38 and in the upper 
flange 1.37+1.01=2.38 square inches. The flanges must also 
resist a compression of 3800 pounds (Art. 87). The gross area 
of the assumed angles is 6.10, and the net area 4.60 square 
inches, one rivet hole being deducted from each leg of the 
angles. The angles, therefore, have more sectional area than 
necessary, but cannot be reduced in size without violating the 
‘specifications. 


The statement made in the preceding article with reference 
to the: design of the lateral struts applies to the entire inter- 
mediate sway bracing, of which the strut forms a part. The 
student should consult standard plans and make a comparative 
study of the details of the sway bracing. (See Plates IV and 
VII, and Art. 82.) 


ArT. 96. Pin PLATES. 


SPECIFICATION. — Rivets shall not be countersunk in plates less than seven- 
‘sixteenths of an inch in thickness. 

Pin plates shall be used at all pin holes in built members for the double 
purpose of reinforcing for the metal cut away and reducing the unit pressure 
on pin and bearing to or below the specified limit. They shall be of such 
size as to distribute properly, through the rivets, the pressure carried by such 
plates to both flanges and web of each segment of the member; and they 
shall extend at least six inches within the tie plates of said member, so as to . 
provide for not less than two transverse rows of rivets there. 

It is always better, whenever practicable, to avoid cutting away the ends of 
channels, but if they must be trimmed, the ends must be reénforced so that 
the strength of the member shall not be reduced by the trimming. 

In riveted tension members, the net section through any pin hole shall have 
an area 40 percent in excess of the net sectional area of the body of the 
member. The net section outside of the pin hole along the center line of 
stress shall be at least 70 percent of the net section through the pin hole. 


In designing the pin plates of the various members of the 
truss, it is necessary to observe not only the specification printed 
at the head of this article, but also the general one in Art. 83, 
which requires that in all main members having an excess of 
section above that called for by the greatest combination of 
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stresses, the entire detailing is to be done for the utmost working 
capacity of the member, and not merely for the greatest total 
stress to which it may be subjected. 

The maximum pin bearing at the bottom of the post Ce equals. 
the maximum vertical shear in the diagonal Bc, and according 
‘to the rule just quoted, the value to be used in designing the 
pin plates of the post is the vertical component of the full 
' working strength of Bc, which is 30 x 15 000/1.2847 = 350 300 


B Cc D B Fi G 


Fig. 124. 


pounds, the sectional area of Ac being 30 square inches, and 
1.2847 the secant of the angle which it makes with the vertical. 
As the diameter of the pin is 6 inches (Art. 91), the bearing 
required on each side of the post is 350 300/(2 x 6 x 22 000) 
= 1.327inches. The thickness of the channel web is 0.524 inch, 
and hence two pin plates are required whose thicknesses are 
respectively ;'g and 3 of an inch. The outer pin plate cannot 
be less than ;'; inch, according to the specifications, since its 
rivets must be countersunk. If both plates be extended the 
same distance above the pin, the number of rivets required 
to connect them will be determined entirely by their bearing 
value in the channel web, or 0.875 x 0.524 x 22 000 = 10 090 
pounds for each rivet. The distribution of stresses between 
the pin plates and channel is in direct proportion to their 
respective bearings on the pin, and hence the stress taken 
by both pin plates is 0.813 x 175 100/1.327 = 106 500 pounds. 
Their full bearing value, however, is 0.813 x6 X 22 000= 107 300 
pounds, and therefore this stress is to be used according to 
the specifications. The number of rivets required is then 


ART. 96. PIN PLATES, 283 


107 300/10090 = 11. Fig. 125 shows the arrangement of the 
rivets. The outer pin plate on each side is extended to the 
foot of the post so as to act 
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must be % inch thick, the 2B KEKE NS 185K TEB'0" 
minimum allowed. The full Fig. 125. Fig. 126. 
bearing value of both plates is 0.813 x 54 X 22000= 93 900 
pounds, requiring 10 rivets to transmit their stress into the 
channel web. A symmetrical arrangement requires II rivets, 
as indicated in Fig. 125. The sizes of the pin plates and 
their riveting for the post Yd are given in Fig. 126. 


Since the suspender Bd is a tension member, its net sectional 
area at the pin hole must be 4o percent in excess of the net 
area in its main body. The area for each side is therefore 
13.80 x 1.40/2=9.66 square inches. The simplest arrange- 
ment is to use one pin plate 14" x ;°,", giving a net area at the 
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pin of 10.24 square inches, but on computing the distance 
required beyond the pin hole it is found to be 6 inches, which 
exceeds the limit allowed by the upper chord. Using one pin 
plate 12" x %,"" on the outside, and another 93” x $" on the 
inside, the net area obtained is 9.67 square inches. The net 
areas of the pin plates are 2.62 and 1.31 square inches, while 
their full tensile strengths are 39 300 and 19650 pounds 
respectively. It is found that their bearing on the pin is below 
the specified limit. The value of a rivet in single shear is 
6610 pounds, and its bearing in the web of the channel is 
0.875 X 0.513 X 22 000=9870 pounds. If the inner plate be 
shorter than the outer one, it requires 19 650/6610 = 3 rivets. 
Their bearing value in the web is 9870 x 3=29 610 pounds, 
leaving a balance of 19 650+ 39 300 — 29 610 = 29 340 pounds 
to be taken by the additional rivets in the longer 
plate, and this requires 29 340/6610= 5 rivets. 
If both plates have the same length, the num- 
'ber of rivets needed is 58950/9870=5 rivets. 
To reduce the effect of eccentricity, both plates 
are lengthened somewhat beyond the limits indi- 
cated bygthe preceding computations. (See Fig. 
127.) It must be remembered that in designing 
this member an allowance was made for two rivet 
holes in the flange and two in the web of each 
channel, and hence only two rivets are placed in 
any section below the top of the tie plates which 
are shown on the sides of the member. The distance beyond 
the pin is 9.67 X 0.70/1.326=51 inches, according to the 
specifications. 


a wh Lea os 
2PIs. 953-19" 82 
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Fig. 127. 


The net area at the pin holes in the diagonal Cd must not be 
less than 21.16 X I.40= 29.62 square inches, or 14.81 square 
inches for each side of the member. By turning outward the 
flanges of the channels the cutting needed to avoid interference 
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with other members of the truss is reduced to a minimum. At 
the lower end the flanges must be cut down flush next to the 
eye-bars, and hence two pin plates, each 4 inch thick, are 
required on each side. The net areas of the channel and of 
the inner and outer pin plates are 7.34, 4.50, and 3.00 square 
inches respectively, making a total of 14.84 square inches. 
Since the bearing of the rivets in the web of the channel, whose 
thickness is 0.72 inch, is greater than the double shear, the 
number of rivets in each pin plate is governed by single shear. 
The inner plate requires 4.50 x 15 000/6610=11 rivets, and 
the outer one 3.00 x 15 000/6610= 7 rivets. But the full bear- 
ing value of the inner pin plate is only 66000 pounds, which 
being less than its full tensile strength will slightly modify the 


2-15"L° 50 /bs. 
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distribution of stress beyond the pin. As several rivets are 
placed there to keep the plates in contact, they will have ample 
strength to transfer the stress. Since this member is also sub- 
ject to compression, both pin plates will be made the same 
length in order to give additional stiffness to its forked ends. 
On account of this extension in length the number of rivet lines 
is reduced from four to three, and this requires a net area at 
the pin of 15.82 square inches, and a change in the thickness 
of the pin plates to 3% inch in order to conform to the specifica- 
tion quoted from Art. 83. The required number of rivets is 
increased by one for each plate. The distance beyond the pin 
is 14.84 X 0.70/1.97 = 5% inches. (See Fig. 129.) 

At the upper end of Cd the flanges of the channels need only 
to be cut down to 2} inches, thus leaving a clearance of + inch 
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between them and the upper chord with plates. The required 
sizes of the pin plates are marked on Fig. 128. The net areas 
of the channel, and of the inner and outer pin plates, are 
respectively 9.37, 4.27, and 2.53 square inches, making a total 
of 16.17 square inches. The stresses taken by the pin plates 
are 64 100 and 38000 pounds, while the required numbers of 
rivets are 10 and 6 respectively. The plates are extended 
farther so as to pass the tie plates. 


As shown in Fig. 130, the angles in the diagonal dZ have to 
be cut off entirely one foot from the pin center in order to avoid 
interference with the post channels of Dd. The entire stress 
must, therefore, be carried to the pin by the pin plates. The 
full strength of dF is 17.88 x 9210 = 164 700 pounds, since the 
area was determined by the compressive stress. The linear 
bearing on the pin for each side of the member cannot be less 
than 164 700/(2 x 6 X 22 000)= 3 inch. The full compressive 
strength of the member does not determine the net area required 
at the pin hole. If it be 
assumed that the entire shear 


in the panel causes tension in 


PPIs 4a 36" FS SKIBKIG” only one of the diagonals, the 
2 Als. 14x8"-2'9 net area would be 152 500/ 
Fig. 130. 


15 OOO= 10.17 square inches. 
The corresponding area at the pin is, therefore, 7.12 square 
inches for each side, and if the pin plates be taken 14 inches 
wide, the total thickness must be 0.80, or say I inch, to allow 
something for excess of section in the member. Let two plates 
be used, each one-half an inch thick. The shorter one requires 
41 200/6610= 7 rivets, and both of them need 82 400/6610= Be 
rivets. The pin plates are to extend 7.12 x 0.70/I=5 inches 
beyond the pin. Let the same arrangement be used also at 
f. The pin plates are slotted and attached to the inner sides 
of the angles so as to reduce the effect of eccentricity. 
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The net sectional area of the stiff lower chord member which 
will be made continuous from a to ¢ (Fig. 124) is 13 square 
inches on each side of the member. The composition of this 
section at the pin and the full tensile strength of each plate or © 
shape are as follows: 


Net SEctTIon. STRESSEs. 


* 1-web plate, 18! x 3! 5-00 sq. ins. 75 000 lbs. 
2 angles, 33!" x 34! x }!! 5-50 82 500 


I pin plate, 11 x }! 2.50 37 500 
I pin plate, 17!! x 3" 5.62 84 300 


Total 18.62 


In determining the net section at the pin, two rivet holes are 
also deducted. (See Fig. 131.) At the end of the pin plates 
the web takes a stress of 112500 pounds, and the two angles 
82 500 pounds, three rivet holes being deducted from the web 
section and one from that of each angle. Since the web’s share 
of the stress is just equal to that carried past the pin by the 
web as well as that of the narrower pin plate, the only stress 
that has to be transferred to the angles is that from the wider 
pin plate. The number of rivets connecting the latter to the 
angles must not be less than 84 300/6610= 13, while only 
6 rivets are needed 


to connect the nar- a 
2 Web Plales 18'x3 


rower pin plate to A Angie SHORE 
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past the pin, none 
of the rivets on the 
right of the pin should be counted in the 13 required. In 
order to avoid reducing the net section of the member, the 
rivets in the tie plates are given the same pitch as those in 


Fig. 131. 
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the vertical legs of the angles until the pin plates are passed 
On dividing the stress in proportion to the bearing on the pin, 
the 4" web and 4" pin plate take 60000 pounds each, while the 
$" pin plate takes 75 000 pounds. This stress due to bearing 
in the 4" pin plate exceeds that which it can carry past the pin 
by 60000 — 37 500= 22 500 pounds, and hence 3 rivets are 
required on the right of the pin to transfer this excess to the 
web and to the other pin plate. More than this number are 
inserted (Fig. 131). 

The pin bearing at panel point C in the upper chord is to be 
designed to take the horizontal component of the full tensile 
strength of the diagonal Cd, or 199 200 pounds. The linear 
bearing on each side is 199 200/(2 X'5.25 X 22 000)= 0.863 inch, 
and hence a pin plate of the mini- 


mum allowable thickness is required. 
As the web plate is 44 of an inch 
thick, the pin plate’s share of the 


Plates 11k 8 IG bearing is 99600 x 6/17 = 35 200 
Fig. 132. 


% 


pounds. Since the only change in 
the section of the upper chord at C is in the web plates, the 
stress in the pin plate must be transferred to the web plate, 
and therefore requires 35 200/6610=6 rivets. Most of these 
are to be placed on the right-hand side of the pin, but in so 
small a plate the appearance is improved by making both sides: 
alike, as shown in Fig. 132. 


At the hip joint 4 (Fig. 124) the entire stress in the upper 
chord member AC and that in the end post @B are transferred 
to the pin, all the plates and shapes except the hinge or lap 
plates being faced parallel to the bisecting plane of the angle 
and about 4 inch from it. The hinge plates of each member 
consist of two plates, located on the inside in one case and on 
the outside in the other, and extend past the pin. Their pur- 
pose is to prevent any accidental blow from displacing these 
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members, and to facilitate the erection of the truss. The com- 
bined pin plates on both members must be arranged with 
respect to each other so as to provide a clearance of at least 
3 inch between them. The full strength of the chord BC is. 
48.61 X 13 580=660 100 pounds, while that of the end post aB 
is 53.09 X II 740=623 300 pounds. The linear bearings required 
for each side on a 6-inch pin are respectively 24 and 23 inches.. 


End Post aB 
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Fig. 133. 


Fig. 133 shows the thicknesses and the arrangement of the pin 
plates, and the bearing stresses which they take. It is to be 
remembered that the distance back to back of the angles, or out 
to out of the web plates, is the samé in both members. Beyond 
the pin plates the stresses in the plates and angles composing 
the chord BC must be directly proportional to their gross areas. 
Considering only one side of the member, the division of stresses 


is as follows: 


Gross AREAS. STRESSES. 


3 cover plate 5.685 
I upper angle 2.87 8.555 sq. ins. 116 200 lbs. 


1 web plate 7.88 107 000 

1 lower angle 2.87 

1 flat 5-00 7.87 106 goo 
24.305 sq. ins. 330 100 lbs. 
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Since nearly all the stresses in the pin plates must be trans- 
ferred to the angles, the ideal arrangement of pin plates would 
be to have the same thicknesses on the outside of the vertical legs 
of the angles as (in.symmetrical order) on the inside of the web 
plates, the plates outside of the angle being either of equal 
thickness or of regularly decreasing thickness. The plate next 
to the angle should be the longest and the outside one the 
‘shortest, those on the inside of the web being of the same suc- 
cessive lengths to make the entire arrangement symmetrical. 
Such a plan can be carried out completely in connection with 
the middle web of a chord having three webs, but with the out- 
side webs it can only be approximated. 
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Fig. 134. 


In this case the lengths are preferably made to alternate on 
the opposite sides of the web or angle, the filler plate being 
made a trifle longer than the next one on the outside merely for 
the sake of appearance. The object of this method is to trans- 
fer the stresses from the pin plates to the respective shapes 
composing the body of the chord by the most direct route and 
to put as many of the rivets in double shear as possible. Its 
application to the chord BC is illustrated in Fig. 134. 
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The web plate takes 107 000—57 750=49 250 pounds more 
stress than it gets directly from the pin bearing, and as the 
zz’ plate, which also serves as a filler between the upper 
and lower angles, is not directly connected to the angles, it will 
be assumed that 49250 pounds of its stress is transmitted 
directly into the web plate, and that the balance of its stress, 
or 8500 pounds, is to be transferred to the angles indirectly 
through all the other plates, including the web, in proportion 
to their respective thicknesses. The division gives plates 1, 2, 
and 3 (see Fig. 133) extra stresses of 2100, 2600, and 2100 
pounds respectively. The total stress in plate 1 is then 68 100 
pounds, and 11 rivets in single shear are required to transfer its 
stress to the upper and lower angles. Let the length of the 
plate be extended to include 6 rivets in the shorter angle, since 
its stress is to be divided about equally between the upper and 
lower angles. (See Fig. 134.) These 12 rivets also pass through 
plate 2, and being thus in double shear, their bearing in the 
angle will determine the stress which they can take out of 
both plates 1 and 2. This bearing value is 12 x 8430=101 200 
pounds, while the combined stress in both plates equals 153 200 
pounds, leaving a balance of 52000 pounds to be taken by 
additional rivets in single shear. The number required is 
52000/6610=8. Plate 2 is accordingly extended to engage 
4 rivets in each angle beyond the extremity of plate I. 


The combined strength of plates 1, 2, and 3 is 221 300 pounds, 
while the bearing value of the 20 rivets which are in double 
shear is 168600 pounds. The balance requires 52 700/6610 
= 8 rivets in single shear. Plate 3 is therefore extended 4 rivet 
spaces beyond plate 2. The number of rivets required to carry 
the stresses from the filler plate 4 to the web and to plate 2 is 
(49 250+ 1800 + 2600)/6610 = 9. Many more than this num- 
ber must be inserted to keep the plates in contact and to give 
the necessary stiffness in compression. It will be noticed that 
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3 rivets are placed between the angles in the last vertical row 
in each pin plate, while in the other rows alternate rivets are 
omitted, the resulting pitch being the maximum allowed. The 
rivet pitch in the angles is 3 inches, and this pitch is to be con- 
tinued far enough to satisfy the specification that at the ends of 
compression members the pitch shall not exceed four times the 
diameter of the rivets for a length equal to twice the width of 
the member. Beyond that limit the pitch is increased to a 
distance somewhat less than 6 inches, depending upon the 
lacing. | 
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Fig. 135. 


In the same manner the lengths of the pin plates on the end 
post and their riveting may be determined. Fig. 135 shows the 
result for the upper end of the end post. That for the lower 
end differs from this only in the effect of the additional vertical 
load transferred by the end floor beam (see Plate IV). In order 
to provide for the connection of the portal bracing, the middle 
row of rivets shown in Fig. 135 will be replaced by a double 
row of field rivets, the outer rows in the web plate being moved 
a little closer to the angles. 
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When a pin plate is shorter than its width, it is desirable to 
investigate it as a beam with its reactions at the rivet lines of 
the angles, and the load at the pin. In the case of the hinge 
plate on the end post-it was found that a solid plate 13.6 inches — 
long at its center is required. If the plate did not extend be- 
yond the pin, its length would have to be increased. 


In the upper chord and end posts of Fig. 111, Art. 82, the 
cover plate is 34 inches wide, and in order to avoid an excessive 
thickness of pin plates on the webs, short intermediate web 
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Fig. 136. 


plates or diaphragms are inserted which also aid in a more 
direct distribution of stresses from the pin to the plates and 
shapes composing the member. 


The results of some pin-plate tests are published in a paper 
by T. H. Jounson read before the Engineering Society of West- 
ern Pennsylvania, and reprinted from its Transactions in Engi- 
neering Record, vol. 28, page 39, June 17, 1893. 


Fig. 136 shows an actual example which illustrates a fre- 
quent practice of inserting in the pin plates a sufficient number 
of rivets to carry their respective stresses out of the plates, but 
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without any regard to where those stresses are to be transmitted. 
The effect of this arrangement is to stress the web plates near 
the end of the member far beyond the safe value. It will be 
observed that only three rivets in the lower angles and four in 
the upper ones are in double shear, and that the wide 3-inch 
outer pin plate should be considerably extended to engage 
additional rivets through the angles, while the inside plate 
should be made longer than any other one. 


Another typical example of an inefficient design, but which 
gives an appearance of adequate strength, is that in which the 
filler plate is extended about twice as far as any other pin plate, 
and contains as many rivets as can be crowded in with a 3-inch 
pitch in both longitudinal and transverse directions. 


Art. 97. Tiez PLATES AND LACING. 


SPECIFICATION. — At the ends of compression members the pitch of rivets- 
shall not exceed four diameters of the rivet, for a distance equal to twice the 
greatest width of the member. 


All segments of compression members connected by lacing only, shall have 
tie plates placed as near the ends as practicable. The tie plates shall have a 
length not less than the greatest width of the member, and a thickness not less. 
than one-fortieth of the distance between the lines of connecting rivets, meas- 
ured at right angles to the length of the member. 


Single lattice bars shall have a thickness of not less than one-fortieth, and 
double bars connected by a rivet at the intersection of not less than one-six- 
tieth of the distance between the rivets connecting them to the members; and 
their width shall be: 


For 15" channels, or built sections with| | . Hite 

7 i 2} inches (}" rivets). 
1” or 4” angles jor 
For 12” and 10” channels, or built 


: : 2} inches (}" rivets). 
sections with 3’’ angles 2 maches (ae tivets) 


For 9’ and 8” channels, or built sec- 


f : 2 inches (3 rivets). 
tions with 23’ angles } Creavets) 


The distance between connections of lattice bars shall not exceed eight times. 
the least width of the segments connected. 
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In order to determine how close to the end of any member 
the tie plate — also called stay or batten plates — may be placed, 
it is necessary to draw the limiting outlines in direction as well 
as position of all the members which meet at the same panel 
point. Some clearance must be allowed so as to facilitate erec- 
tion, and the riveting in the other leg of the angle or in the web: 
of the channel, as the case may be, affects the location of the 
end rivet in the tie plate. The length*of the tie plate must not 
only comply with the specification, but it is frequently made a 
little longer than the minimum limit so as to conform to the 
necessary spacing of the lattice bar connections. Where a tie 
plate is close to a web diaphragm of a member its length may be 
reduced. In tension members the tie plates are usually shorter 
than in compression members. 


In members built up so as to require rivets between those 
connecting the lattice bars to the member, the space between 
adjacent connections is preferably a multiple of the rivet pitch, 
the latter not being expressed closer than a full eighth of an 
inch. In double lacing the multiple may be that of any number 
whether odd or even, but in single lacing the number should be 
an even one. In single lacing that on opposite sides of the 
member is arranged so that if both are projected ona parallel 
plane the combined projections are symmetrical about the cen- 
tral axis. The bars generally make an angle with a plane 
perpendicular to the axis of the member, not to exceed 30 
degrees for single lacing nor 45 degrees for double lacing. 
Some specifications limit the distance between the connections 
to eight times the least width of the segments connected, or to 
the width of the channel plus nine inches. The spacing should 
also be such as to provide adequate openings for painting the 
interior surface of the member. In members of minor impor- 
tance or in tension members the angles may slightly. exceed 
tnese values. WADDELL’s specification mentions only single 
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lacing and prescribes lacing angles to be used when bars exceed- 
ing 24/’ x 4’ would otherwise be required. 


The American Bridge Company’s Standards for Structural 
Details contains a table giving the maximum distances between 
connecting rivets for different thicknesses of bars, in accord- 
ance with the specification at the beginning of this article, the 
standard form and length of the ends beyond the rivets, and 
the ordered as well as the finished lengths of the bars. Exam- 
ples of tie plates and lattice bars in both single and double lac- 
ing are shown in Figs. 111 and 134 and Plates IV, V, and VII. 


Sometimes where the tie plates of posts cannot be placed 
very close to its ends, as in the case where the flanges are turned 
outward and cut off to clear the upper chord, short middle web 
diaphragms are inserted which extend to within a few inches of 
the pin. This diaphragm may be composed either of a channel 
or of a plate and two angles. 
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SPECIFICATION. — Every span must be provided with some means of 
longitudinal expansion and contraction due to changes of temperature over 
a range of one hundred and fifty degrees Fahrenheit. Every span must be 
anchored at each end to the pier or abutment in such a manner as to prevent 
the slightest lateral motion, but so as not to interfere with the longitudinal 
motion of the trusses due to changes of temperature or loading. 


The greatest allowable pressure upon expansion rollers of fixed spans, 
when impact is considered, shall be determined by the equation ~ = 600 a, 
where # is the allowable pressure in pounds per linear inch of roller, and 
@ is the diameter of the roller in inches. The least allowable diameter for 
expansion rollers is four inches. The bearings shall be-so designed as to 
permit a free movement of the rollers in the longitudinal direction of the 
span sufficient to take up the extreme variations in length due to temperature 
changes and deflections, and at the same time prevent any transverse motion 
of the end of the span. 


All shoe plates, bed plates, and roller plates are to be so stiffened that the 
extreme fiber stress under bending, when impact is included, shall not exceed 
16 000 pounds per square inch. Bed plates shall be so proportioned that the 
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pressure upon masenry (including impact) will not exceed 4oo pounds per 
square inch. 


Pedestals shall be either of cast steel or built up of plates and shapes. 
In built pedestals, all bearing surfaces of the base plates and vertical bearing 
plates must be planed. The vertical plates must be secured to’ the base by 
angles having at least two rows of rivets in the vertical legs; and the said 
vertical plates must bear properly from end to end upon the base. No base 
plate, vertical plate, or connecting angle shall be less in thickness than three- 
quarters of an inch.. The vertical plates shall be of sufficient height and 
must contain enough metal and rivets to distribute properly the loads over 
the bearings or rollers. The bases of all cast-steel pedestals shall be planed, 
so as to bear properly on the masonry or rollers. All rollers and the faces of 
base plates in contact therewith are to be planed smooth, so as to furnish 
perfect contact between rollers and plates throughout their entire length. © 
All pedestals, whether built or cast, must have one or more diaphragms 
‘between webs, carried up as high as the general detailing will permit, so as 
to transmit any transverse horizontal thrust to the base without overstraining 
the webs by bending in their weakest direction. 


The details of expansion bearing are described and illustrated 
in Arts. 44 and 81, while the design of such bearings was fully 
outlined in Art. 64 with reference to their use in plate girders. 
As the same principles apply equally to the design of the end 
bearings of trusses, the external forces, although larger, acting 
in the same manner, it seems unnecessary to extend the treat- 
ment of this subject. To explain and illustrate the design of 
all the details of the bearing of the truss under consideration 
in this chapter would also require more space than can well be 
spared for the purpose. 


Attention should be called, however, to experimental investi- 
gations of the stresses in friction rollers. The papers named 
below give additional references to theoretical investigations 
and experiments. A Review of Professor Grashof’s Investi- 
gation of the Carrying Capacity of Rollers and Balls, by Cari 
G. Bartu, may be found in Proceedings of Engineers’ Club of 
Philadelphia for 1893, vol. 10, page 259. A valuable paper by 
C. L. CRanDALL and A. Marston, entitled Friction Rollers, is 
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published in Transactions of the American Society of Civil 
Engineers, vol. 32, page 99, Aug., 1894, with additional discus- 
sion on page 270. It contains the results of extended experi- 
ments on rollers of cast iron, wrought iron, and steel, and of 
the study of glass rollers under pressure by means of polarized 
light. A number of specifications have since been revised in 
conformity with the conclusion reached in this paper that the 
safe pressure varies directly as the diameter of the rollers, 
instead of as the square of the diameter, as implied in most 
of the specifications then in use. See also, MERRIMAN’s Me- 
chanics of Materials, Art. 156. 


The design of segmental rollers is discussed in the references 
given in Art. 81. See also a note on this topic by F. P. 
McKissBeEn, in Eng. News, vol. 36, pages 401 and 433, Dec. 17 
and 31, 1896. The design of anchor bolts and cast pedestals 
is considered in an article by L. K. SHERMAN in Eng. News, 
vol..655 pave 137, Pebs.t, 1000. 


ArT. 99. Minor DETAILS. 


SPECIFICATION. — All plates, angles, and channels used in built members 
of trusses, must, if practicable, be ordered the full length of the member; 
otherwise the splices must develop the full strength of the member without 
any reliance being placed on the abutting ends for carrying compression. 
But in total splices at the ends of sections, perfect abutting of the dressed ends 
is to be relied upon. However, the splice plates even there must be of ample 
size and strength for both rigidity and continuity. 


As shown in Fig. 111, and on Plates III and V, the upper 
chord is spliced a short distance to the left of a panel point in 
the left half of the truss. As the erection of the trusses begins 
usually with the middle panel, the chord is not spliced within 
the limits of that panel. In small trusses a ‘splice is generally 
located in every panel except the middle one, but in larger 
trusses where the upper chord is horizontal it is often built in 
parts which are continuous over two panels. Such an arrange- 
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ment is shown on Plate IV, the web plates being spliced in the 
shop when the plates in the adjacent panels differ in thickness. 
The angles and cover plate are continuous, as their section is 
the same in both panels. 


A splice plate is placed on both sides of each web, the outer 
one extending between the vertical legs of the upper and lower 
angles. Another plate is put on top of the cover plate, while 
the tie plate acts also as a splice plate below. All of these 
plates should be wide enough (longitudinally with respect to 
the chord) to permit two rows of rivets on each side of the 
joint. When the chord is large the size is increased, as shown 
on Plate V. In this case there are four webs, but as only the 
two outer ones can be spliced, one plate is placed on the inside 
and two on the outside of each of these two webs. 


For the truss whose design is under consideration the splice 
plates on the side will be made 12 inches long, the joint being 
placed midway between consecutive rivets of 3-inch pitch in the 
vertical legs of the angles. The plate on the cover must there- 
fore be 15 inches wide in order to have two rows of rivets on 
each side of the joint. The tie plate will have its ordinary 
length as stated in Art. 97. The elevation of one end of a 
chord member next to the splice was introduced for the sake of 
illustration in Fig. 132, Art. 96. The field rivets in the top and | 
bottom beyond the first two in each line are for the plates con- 
necting the laterals to the chord. As the chord is preferably 
built continuous from # to a point near D (Fig. 124), the web 
only being spliced in the shop, the chord joint shown in Fig. 
132 really belongs to D, whose pin plates are made the same as 
those designed for C. Since the web plates are ;';" thick in BC 
and 1" in CD, a filler 4" thick is required on one side of the 
web sank near C on the inside of each of the thinner web 


plates. 
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When the upper chord of a truss changes its direction in any 
two adjacent panels, the splice must necessarily be located 
directly at the pin, and the pin plates should then be designed 
to transmit the entire stress through the pin in the same manner 
as for the hip joint, no direct contact being allowed between the 
adjacent chord members. An important reference to this topic 
may be found in Proceedings of the Engineers’ Club of Phila- 
delphia, vol. 14, pages 155 and 164. 


If possible, the stiff lower chord ac should have its sides par- 
allel so as to simplify the construction by making all the lattice 
bars of equal length. It is found that the outside of its web plate 
is only three-sixteenths of an inch farther from the central plane 
of the truss than that of the end post. This distance must be 
increased three-quarters of an inch in order to permit the former 
web plate to pass the %-inch pin plate outside of the angles of 
the end post. At this end of the end post the outside pin plates 
will be made the hinge plates, so that the hinge plates of the 
pedestals will be on the inside. An inspection of the bending 
moment diagram of the pin at c shows that this change will 
slightly reduce the bending moment in the pin, provided the 
washer to fill the extra space on each side of the central plane 
is placed directly inside of the web plate, thus leaving unchanged 
the distances of all the eye-bars from the center except those of 
the two outer bars in the panel cd. Any other position of the 
washers would materially increase the bending moment and 
consequently change its diameter. 


The diaphragm web between the channels of each interme- 
diate post opposite the floor beam is designed to carry half of 
the floor beam reaction to the outer channel. The smallest 
angles allowed for {-inch rivets, namely, 34" x 34!’ x 3" angles, 
and four in number, together with a web plate 9" x 3", will fur- 
nish more than sufficient strength for this purpose. The length 
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of the diaphragm equals the total height of the angles connect- 
ing the floor beam to the post. 


One of the diagonals of the middle panels must be cut so as 
to pass the other one, the two parts being connected by a plate 
on each side, the two plates having the necessary net section 
and number of rivets in single shear to transmit the full strength 
of the member. A short tie plate is inserted on each side of 
the splice. In a similar manner splices are to be designed for 
_ one of the upper laterals in each panel. The splice in the lower 
laterals consists of a single plate in each case. The computa- 
tions required for these three sets of details are so simple that 
they will not be given. 


ART. I00. CAMBER. 


SPECIFICATION. — All trusses must be provided with such a camber that with 
the heaviest live load on the span, the total camber shall never be quite taken 
out by deflection. With parallel chords sufficient camber will be obtained by 
making the panel of the top chord longer than those of the bottom chord by 
one-eighth of an inch for each ten feet of length. The increased length of the 
top chord shall be neglected in figuring the lengths of main ties, but shall be 
considered when figuring the lengths of inclined end posts and counter-braces. 
Half the increase in length shall be considered in figuring the length of top 
laterals. One-half of the camber after a span is swung is to be taken out of 
the track by notching the ties, unless this would cut too deeply into the timber. 


The application of this specification to the truss under con- 
sideration makes the actual or shop lengths of the upper chord 
panels ;°; inch longer than the nominal length of 25 feet. The 
length of the main diagonal, without allowance for the clearance 
of the pins in the pin holes, is 39 feet 1054, inches. The length 
of the end post and counter-braces is 34, inch longer without a 
similar allowance. To the several lengths just given 4; inch 
is to be added for pin clearance in the case of compression | 
members, while it is to be subtracted in the case of tension 


members. 
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A more precise method of providing for camber, and which 
must be applied to larger spans according to the above specifi- 
cation, consists in making the shop length of each tension 
member shorter than its nominal length by an amount equal 
to the elongation caused by its stress under the dead and full 
load when increased by a small percentage. The length of a 
compression member is correspondingly increased. The same 
» allowance for the pin clearance is to be made as that noted in 
the preceding paragraph. When the elongation or shortening is 
computed for the dead and full live load stresses only, the cam- 
ber is entirely taken out under the full live load. The lengths 
of secondary members, like the short diagonals in a Baltimore 
truss, are sometimes made the mean of the nominal length and 
that obtained in the manner just described. 


The deflections at the various panel points are most con- 
veniently found by the graphic method explained in Chap. VII, 
Part II. The results may be checked either by a separate dia- 
gram or by computing the deflection at the middle panel point 
of the loaded chord, by the method given in Chap. VII, Part I. 


In an article entitled Camber of Bridges, in Railroad Gazette, 
vol. 22, page 665, Sept. 26, 1890, THEODORE CoopPeER states the 
object of camber and describes its relation to the track surface. 
See also Camber in Bridge Trusses, by G. H. PEGRAmM, in 
Engineering News, vol. 18, page 21, July 9, 1887. 


Special attention was given in the design of the Delaware 
river bridge to its deflection and camber. The lengths of the 
members were so arranged that the center of the bottom chord 
should be about as far below its normal position under a full 
load on both tracks as when the span is unloaded, it being 
assumed that the greatest live load on the bridge would very 
rarely exceed that of a full load on one track. A description of 
the methods employed to secure this result, to avoid excessive 
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tension in the stringer connections due to the elongation of the 
lower chord, and to reduce the effect of secondary stresses due 
to the subdivision of the panels by the secondary web system, is 
given by Paut L. WOLFEL, in Proceedings of the Engineers’ 
Club of Philadelphia, vol. 14 (1897), page 156. 


ART. IOI. ANALYSIS OF WEIGHT. 


SPECIFICATION. — If in any bridge design the dead load assumed shall differ 
from that computed from the diagram of sections and the detail drawings by 
an amount exceeding one percent of the sum of the equivalent live load and 
actual dead load, the calculations of stresses, etc., are to be made over with a 
new assumed dead load. 


After computing the weight of every member the results for 
one truss, exclusive of the pedestals, may be classified as follows: 


Truss MEMBERS. Pounps. Se aE Sa gat Pounps. 
Intermediate posts II 632 Upper laterals and 
Suspenders 5 406 connections 5.922 
Diagonals 26 162 Lateral struts and 
Lower chord 29 924 sway bracing 2 686 
Upper chord . 28 682 Portal bracing 3 604. 
End posts 18 134 Lower laterals and 
Pins 2 632 connections 7 410 
122 572 19 622 


If the pins be included with the chords, the weight of the 
web members is found to be 61 334 pounds, and that of the 
chords to be 61238 pounds, thus indicating that the depth 
chosen is the one which makes the weight of the truss a 


minimum. 


The total weight of these members is made up of the follow- 
ing items: 
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Pounps. PERCENT. 


Main shapes and plates composing members 109 768 
Pin plates 7 608 


Tie plates and lacing 10 676 
Connections, splices, and other details 10 460 
Rivet heads 3 682 


142 194 


In the first edition of Part III a corresponding analysis was 
given for a single-track Pratt truss bridge with a span of 
142 feet, and designed for a load but little more than half that 
specified in Art. 83. The corresponding percentages were 76.7, 
5.3, 7.1, 6.1, and 4.8. This shows that the relative combined 
weight of the details is only slightly affected by considerable 
changes in the loading and specifications. 


Since the net weights of the shapes and plates composing 
some of the members cannot be computed with precision until 
many of the details are designed, it is desirable to compare 
the total weights of the several classes of members with their 
theoretic weights obtained by means of the adopted gross 
sectional areas and their lengths, center to center of pins, no 
deduction being made for pin holes. Such a comparison is 
made in the following table: 


FINAL THEORETIC 
Truss MEMBERS. Wisi Ka RATIO. 
Intermediate posts and suspender 17 038 11 776 1.447 
Diagonals and stiff chord ac 33 028 23 352 1.414 
Upper chord and end posts 46 816 37 334 1.254 
Eye-bars 23058 20 026 I.151 
119 940 92 488 e207; 


These ratios vary somewhat for various types of pin trusses 
and for different spans, but the difference is comparatively 


ART. TOT, ANALYSIS OF WEIGHT. 305. 


small. For instance, in one of the fixed spans of the Delaware 
river bridge, whose length is 533 feet, the upper chord being 
curved and the panels subdivided (see Fig. 10), the ratios are 
as follows: Intermediate posts and long suspenders, 1.457; 
upper chord and end posts, 1.204; eye-bars, 1.137; sub- 
verticals, 1.975; intermediate horizontal stays or rails to sup- 
port the long posts, 1.839; and total, 1.228. These values 
are given by F. C. Kunz in the article to which reference is 
made in Art. 82. 


By means of such ratios the dead load assumed in com- 
puting the stresses may be corrected as soon as the sections 
of the members are designed, thereby avoiding any revision 
after the details are designed. No revision was made in this 
chapter in accordance with this method in order to furnish 
the data for an example to the student, who should make the 
revision and observe the consequent effect upon the sections 
of the members. 


The dead load for one span, exclusive of the pedestals, is 
divided as follows: 


Pounps, PERCENT. 

Track 77 000 16.4 
Steel floor system 107 240 22.9 
Trusses and connecting bracing 284 390 60.7 
fd ; 468 630 100.0 


The steel floor system is made up of two end floor beams, 
each weighing 3537 pounds, four brackets outside of the end 
floor beams and in line with the stringers, each weighing 
303 pounds, together with fourteen stringers and six inter- 
mediate floor beams whose weights are given in Arts. 85 
and 86. 
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The excess of the actual dead panel load per truss over 
that assumed is 33 470 — 30000= 3470 pounds. The sum of 
the equivalent live load and the actual dead load per panel 
is 79 100+ 33 470= 112 570 pounds. The excess of the dead 
panel load is 3.08 percent of this sum, and hence a revision 
is required according to the specification printed at the head 
of this article. It will be found that only a part of the sections 
of members need to be increased on account of their excess of 
area over that previously required. 


ART. 102. GENERAL DRAWING. 


Instead of reproducing the general drawing of the truss and 
its connecting bracing, whose design is given in this chapter, 
there is inserted in Art. 82 a similar drawing of a single-track 
through truss bridge of a span of 160 feet, it being a part of one 
of the standard plans of the Northern Pacific Railway prepared 
by Ratpu Mopjeski (see Plate IV). Four other sheets, not 
reproduced, belong to the complete set. 


The dead load is assumed to be 2550 pounds per linear foot 
of bridge, one-third of it being concentrated at the upper panel 
points. The live load consists of two 188.5-ton locomotives with 
a combined length of 114 feet, followed by a uniform load of 
5000 pounds per linear foot of track. The top lateral bracing 
is designed for a wind load of 200 pounds per linear foot, and 
the bottom lateral bracing for a static load of 250 pounds and a 
moving load of 300 pounds per linear foot. 


The impact specified is practically 100 percent since the unit- 
stress for the live load is one-half that for the dead load. It is 
noted, however, that the dead load unit-stress is higher than that 
in the specifications of the American Railway Engineering As- 
sociation. ‘or web members in compression and for all tension 
members except hangers, the live load, however, is increased by 
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an excess load percentage which equals the ratio of the unloaded 
length to the span. For hangers and members subject to sud- 
den loading, as well as for compression members receiving direct 
stress, the live load is increased by an unbalanced load percent- 
age which equals 4(100 — 7) in which / is the span in feet. The 
same addition is made for the flanges and webs of floor beams 
and stringers. In members subject to reversal of stress the 
rivets are proportioned for the sum of both kinds of stress, while 
the pin bearings are increased from 60 to 100 percent over what 
is required for the maximum stress. 


The least transverse dimension of the upper chord and end 
post is not to be less than one-sixteenth of their respective in- 
supported lengths, and that portion of the top cover plate which 
is unbalanced by the bottom flanges is not to be included in 
determining the sections of these members. 


The stringer (not shown on Plate IV except in section) has a 
web plate 423’ x }’ without any intermediate stiffeners, and 


flanges composed of two angles 6” x 6’! x3!’, The connec- 
tions at each end consist of two angles 6’ x 6" x ~%-'' and two 
fillers 9!’ x #/’. The laterals are composed of single angles 


34’ x 34!’ x 2/', arranged like the web members of a Warren 
truss, in a continuous series from end to end of the span, there 
being three panels of the lateral bracing in each panel of the 
bridge. The bracket in each line of stringers outside of the end 
floor beam projects 15 inches beyond the center of the floor beam. 


All the material in the span, except where otherwise noted, 
is medium steel. All rivets and bolts are of soft steel, the 
former being ~ inch in diameter. The first dimension in the 
size of any angle which is marked on the drawing indicates 
the width of the leg shown. 


The student’s attention is called to the following features which 
differ from those indicated in Figs. 113 to 135 inclusive: the 
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construction of the end of the intermediate floor beam and its 
clearance for the eye-bars; the wide spacing of the stringers; 
the addition of a collision strut which in turn necessitates a pin 
connection at panel point Z,; the position of the eye-bars at U, 
on the outside of the upper chord, thus reducing the width of 
the chord; the absence of a cover plate in the upper chord; 
the uniformity in size of all the pins except that at Z,; the 
composition and arrangement of the upper lateral diagonals. 
Some other items were referred to in Chap. VIII. 


The student should carefully study the details of other 
modern designs from the blue prints in the college collection, 
or by visits of inspection to actual bridges in the vicinity, and 
record in his note book the special features of the construction 
in each case. If this is done in some regular order, many points 
will be noticed that otherwise would be overlooked. The study 
of shop drawings on which each member is shown separately in 
the manner described in Art. 17 is especially important with 
reference to the location of rivets, their relation to center lines 
and to points of intersection of axes of connecting members, 
and their influence on the exact lengths of the projecting ends 
of members. They also show modifications in spacing to avoid 
interference, and what rivets are flattened or countersunk to 
secure the necessary clearance. These are sometimes not 
shown on general drawings. 


The remaining sheets included in the set of standard plans 
with Plate IV, which is designated as. R-10-1076, consist of 
No. 1075, the stress sheet; No. 1077, which shows the details of 
the stringers and their lateral bracing, the stringer’ bracket, and 
the turned bolts required at the top of the stringer connection 
to the floor beams, as well as the general relations of the expan- 
sion end of the truss to the masonry, of a double fixed end, and 
of a combined expansion and fixed end; No. 1078, which gives 
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the details of the fixed and expansion bearings; and No. 276, 
which shows standard hook, floor, and anchor bolts. 


ART. 103. BripGE DESIGN REFERENCES. 


In Art. 7 references are given to the principal literature on 
bridge design. The following articles which have appeared in 
the engineering periodicals will also repay careful reading. 


Bridge Design. By H. J. Lewis. Eng. News, v. 26, p. 367, 
Oct. 17, 1891. Bridge Details. By E. Swensson. R. R. Gaz., 
M24, 0. 150, eb; 20, .1802. 


Advance in the Design of Bridge Superstructure. By G. S. 
Morison. Eng. News, v. 30, p. 80, July 27, 1893. 

Details of Construction of Engineering Structures. By C.C. 
SCHNEIDER. Eng. Rec., v. 32, pp. 256, 364, 382, Sept. 7, Oct. 
19, 26, 1895. 

Some Hints on Bridge Designing. By Oscar Sanne. Jour. 
W. Soc. Engrs., v. 4, p. 229, Apr. 1899. 

Excessive Refinement in Bridge Design. Editorial. Eng. 
Ree... v.44; 0: 303;-Oct. 26; 1901. 

Bridges for Electric Railways. By C. C. SCHNEIDER. Street 
Ry. Jour., v. 28, pp. 398 and 441, Sept. 15 and 22, 1906. 

Some Commercial Features of Structural Engineering. By 
Emit GERBER. Proc. Engrs. Soc. W. Pa., v. 23, p. 125, Apr., 
1907. 

Proportioning of Steel Railway Bridge Members. By H. S. 
Pyucwara., Proc: Fnors..Soc. W. Pa.,.v: 23). p. 324, July, 1907. 
Discussion on p. 573, Dec., 1907. . 
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CHAP I BICSx, 


HIGHWAY BRIDGES.* 


ART. 104. CLASSES OF BRIDGES. 


Highway bridges are classed according to the character and 
weight of the loads which they are required to carry, but this 
classification is for the greater part arbitrary. Three general 
classes are: (1) bridges for city traffic; (2) bridges for city and 
electric car traffic; (3) bridges for country traffic. These are 
in turn divided into other classes according to the weight of the 
traffic which crosses them, 


_ Bridges for city traffic are, in addition to the weight of the 
people who may crowd upon them, liable to have heavy loads 
pass over them, such as street rollers or trucks carrying heavy 
structural members or machinery, and all parts of the bridge 
and its floor must be designed accordingly. If electric cars 
pass over them, parts of the floor system, and likewise the. 
trusses, must be of sufficient strength in order to sustain this 
traffic in addition to the other loads which may be upon the 
bridge at the same time. 


Country bridges must be able to carry the heaviest load of 
farm produce or the heaviest piece of farm machinery, in addi- 
tion to persons who may pass over them. It is customary to 
assume the people to act as a uniform load, and to take for the 
roller or truck a certain system of loads which will give stresses 
equal to any loading which may pass over the bridge. 


* By F. O. Durour, C.E., Assistant Professor of Structural Engineering, Univer: 
sity of Illinois, 
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The uniform load which represents a crowd of people is in 
some states prescribed by law, otherwise it is determined by the 
engineer or taken from any of the so-called standard specifica- 
tions for highway bridges, of which those by THEODORE CoopER 
and J. A. L. WappELL are among the best. The engineer 
should not allow himself to adhere too closely to these ‘standard ’ 
specifications in respect to the loading. He should carefully 
_ consider the locality and be particular to ascertain the heaviest 
loads which pass over the bridges in the vicinity or are liable 
to do so in years to come. He should then choose a ‘class’ 
from those given in the specifications, or when necessary, in 
some cases, take such a loading as the case demands even 
though it differs from those which are given. 


ART. 105. SPECIFICATIONS. 


The engineer may write his own specifications, if he is expe- 
rienced enough or has a bridge of exceptional importance. In 
the great majority of cases he will do well to adopt one of those 
written by experienced engineers and published in convenient 


pamphlet form. 


Some of these specifications specify an allowance for impact. 
According to experiments made on existing highway bridges it 
seems inadvisable, no matter how short the span, to use impact 
allowances unless the bridge has a plank floor. Reinforced 
concrete floors are of sufficient weight to prevent impact except 
in the case of light floors; and in such cases the sum of the 
static and impact unit-stresses does not approach the allowable 
unit-stresses which are used in the design. 


In general, most specifications are incorrect in their loading 
for the floor system of the class which represents country 
bridges. A load of from 6 to 12 tons is usually specified. This 
is supposed to represent the farm or traction engine used for 
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many purposes. In reality some farm engines weigh as much 
as 30 tons; such are exceedingly rare, however, and the assump- 
tion of a 15-ton engine is on the side of safety in most cases. 


The uniform load which represents a crowd of people is, in 
most specifications, less for the longer than the shorter spans. 
This is as it should be, since a short-span bridge is liable to be 
more densely crowded than one of long span. In such cases 
care should be taken to design a ‘legal’ bridge, that is, one 
which confirms tothe state law. In some states the law requires 
the uniform load used in designing to be 100 pounds per square 
foot of floor surface, irrespective of the length of the span. 


Clauses requiring the first two panels of the lower chord in 
pin-connected trusses to be built-up members should be used 
only in case the bridge is to have a plank floor. If a concrete 
floor is to be used, this in itself will give the requisite stiffness 
to the structure. 


ArT. 106. FLoor SYSTEMS. 


Previous to 1900 few bridge floors were made of other mate- 
tial than wood. The country highway bridges had floors of 
plank which rested directly on the stringers, being fastened 


Nailing Pieces felloe Guard-- 


Fig. 137. — Wooden Floor. 


down by nails to nailing pieces which ran longitudinally and 
were usually bolted only to the outer and center stringers, as 
shown in Fig. 137. These nailing pieces were generally 4 
inches wide and as deep as the joist. 


In some cases a felloe guard was used, one being on each 
side. The use of these felloe guards has been discontinued 
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because they served as a lodging place for dirt, while rain 
caused continued dampness between them and the floor, which 
soon rotted the floor plank at the ends and so caused them to 
become useless. A renewal then became necessary although 
the planks were perfectly good except at the ends. In some 
cases these felloe guards were raised one inch from the floor by 
means of washers at the places where they were bolted down. 
. This was supposed to prevent rotting, but the dirt filled up the 
space and decay frequently took place sooner than in cases 
where the felloe guards were bolted down tight. The floor 
plank usually had a thickness in inches equal to the spacing of 
the joists in feet, and were laid so as to have one-half inch 
spaces between them. This space was supposed to allow for 
drainage and to permit a large portion of the dirt which was 
brought upon the bridge to fall through. 


In some cases a floor was laid as described above, and another 
one, called a wearing floor, was put on top of it. The plank was 
laid diagonally on one of the floors and perpendicular to the 
axis of the span on the other. 


Several firms manufacture a patented wooden floor. While 
these patented floors are superior to the usual plank floor 
(Fig. 137) and last considerably longer, it is doubtful whether 
their use is advisable. This question should be settled for each 
case. It is suggested that nothing is to be gained by their use 
in place of reinforced concrete until the span is of sufficient 
length so that the weight of concrete requires additional metal 
in the bridge, the cost of which capitalized will more than pay 
for the renewals of the patented floors at intervals. 


All wooden floors have a common disadvantage in being dif- 
ficult to attach to joists so that they will remain secure. They 
are liable to become loose under traffic, and to cause accidents 
to horses on account of catching their feet. 
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In case the bridge is in a city, the floor should be of the same 
construction as the paving of the adjacent street. Bridges with 
floors of brick, Belgian block, asphalt, or of various patented 
forms of construction have been built, and are giving satisfac- 
tory service. Fig. 138 shows a brick floor which is in use on a 
city bridge, and is giving good satisfaction. It is typical of the 
construction of the kinds of floors mentioned above. In all 


2 Bent Plate 3x I Greosoted Oak with joints calked and pitchea 


Fig. 138. — Brick Floor. 


cases, a timber, reinforced-concrete, or iron covering is placed 
over the joists, and on top of that a cushion of sand. The 
wearing surface is placed on the sand cushion. 


Great care should be taken to allow for longitudinal and 
transverse expansion. Wide joints between the bricks will 
usually be enough to allow for transverse expansion. This is 
not, however, sufficient for longitudinal expansion. To allow 
for this, joints at every 25 feet of span and running completely 
across the bridge should be used. They should be at least one 
inch wide and filled with an asphalt or a pitch matrix. 


The majority of floors of country highway bridges are now 
built of concrete or reinforced concrete with an earth cushion on 
top. Plain concrete floors are as a rule uneconomical on 
account of the fact that their thickness must be great and the 
spacing of the joists small in order that the concrete may be 
safein tension. Figure 139 shows two forms of concrete floors. 
The thickness of the first one is determined by considering it as 
a simple beam. The second floor is designed by considering it 


as a no-hinged arch. To keep the joists from spreading, tie 
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rods should be placed at the centers of the webs and spaced 
about 10 feet apart. Figure 140 shows the details of two meth- 
ods, that in Fig. 140@ being the most economical. The use of 
plain concrete floors is not recommended. 


ea ¢farth Cushion 
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Fig. 139. — Plain Concrete Floors. Fig. 140. — Details of Joist Tie Rods. 


Floors of metal troughs and concrete are used to some extent; 
in most cases, however, they serve as a base for a wearing sur- 
face of brick, cobblestone, 
or Belgian block. In these 
floors some type of the 
usual metal solid-floor sec- 
tions, buckle plates, or one 
of the many patented sec- 


tions are used in  con- 


nection with longitudinal 
joists. The solid-floor sec- 
tions, shown in Fig. 141, 
are designed according to 
their moments of inertia. 
The details of part of a 
cross-section are shown in Fig. 141. — Solid Floor Metal Sections. 


the Fig. 141@a. A 3-inch 
crown, at least, should be given to the concrete, while sufficient 


provision for drainage is made. In case it is inadvisable to allow 
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the drippings from the drainage pipes to fall freely beneath 
the structure, they may be:led to desirable places by means of 
down spouts. At least one drainage hole on each side of the 
roadway should be used in every panel. 


Floors of buckle plates and plain concrete are shown in Fig. 
142. The use of this, as well as other types of solid-floor 


Fig. 142.— Buckle Plate Floors, 


sections, is not recommended 
except in cases where the loads 
are so excessively heavy as to 
require reinforced concrete floors 
of great weight. Their cost is 
greater than that of reinforced 
concrete floors for ordinary 
traffic. 


Many patented metal floor 
sections are on the market. The 
Buckeye trough and the Mul- 


tiplex, shown in Fig. 143, are examples of this class of floor 


section. Their use permits the most economical spacing of the 


joists for any given loading, since these floorings may be cut to 


Section Q-a 


/1ultiple x. 
Fig. 143. — Patented Metal Floor Sections. 
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almost any desirable length. The trade catalogues of the 
companies manufacturing these sections give the spacing of 
joists for different loadings. 


Reinforced concrete floors for highway bridges have come 
into general use since 1905. The price of oak of the requisite 
quality for bridge floors has increased considerably since 1895 
and is still increasing. The cost of cement has decreased con- 
siderably in the same time. As matters stand in 1911, the 
reinforced concrete floor is by far the most economical in the 
prairie states and in all others which are thickly populated. Of 
course, In some regions where timber is cheap and plentiful or 
the haulage for cement is long, timber may be the most eco- 
nomical even if frequent renewals are necessary. The cost of 
any one of the several reinforced concrete floors described in 
this article will not vary greatly in first cost from an oak floor 
3 inches thick. In twenty years the cost of a reinforced con- 
crete floor will double with compound interest at 3} percent, 
while that of a plank floor will be five times the first cost on 
account of renewals and interest charges. A reinforced concrete 
floor, on account of its additional weight, will require additional 
material in the floor system and in the trusses. This will tend 
to decrease the favorable showing of the reinforced concrete 
floor just mentioned, but it has been computed by the author of 
this chapter that at the end of 15 years it will be ahead of the 
plank ficor, all conditions considered. 


The floor shown in Fig. 144 was designed by Ira O. BAKER, 
Professor of Civil Engineering in the University of Illinois. 
For economy in joists their maximum spacing should be about 
3 feet. To determine the sizes of joists the bending moment 
caused by the rolier is assumed to be resisted by four joists 
spaced 2 feet between centers. If the joists are spaced more 
than 2 feet, the moment is assumed to be taken by three joists. 
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This floor has been used on bridges in Illinois and adjoining 
states since about 1900 and has given universal satisfaction. 


State Engineer A. N. Jounson of Illinois uses the floor shown 
in Fig. 145, which is designed for a 15-ton engine. 
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Fig. 144.— Baker Floor and Loading. 


floor is reinforced in both directions, the assumption made to 
determine the size of the joists is that the bending moment 
caused by the engine is distributed over all the joists. The 
maximum spacing of the joists is about 3 feet. 
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Fig. 145. — Johnson Floor and Loading. 
J. E. Kirxuam, Bridge Engineer for the State Highway 
Commission of Iowa, uses the floor and loading illustrated in 
Fig. 146. The maximum spacing for joists is the same as in 


the other floors just mentioned, or 3 feet. KirKHAm considers 
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the entire weight of the engine as a uniform load distributed 
over a space 12 feet long by 7 feet wide. Asa matter of fact, 
_ experiments performed by the author with a wheel load of 6600 
pounds, the tread of the wheel being ro inches, indicate that the 
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Fig. 146.— Kirkham Floor and Loading. 


joist developing the greatest stress supports 40 percent of the 
load in plank floors and 25 percent in reinforced concrete floors. 


If the panel length does not exceed 10 feet, the steel joists 
may be omitted and a reinforced concrete slab used instead. 
For a 16-foot clear roadway, this will require 18-inch, 50-pound 
I-beams for floor beams. Figure 147 shows a floor of this char- 
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Fig. 147. — Reinforced Concrete Floor. 


acter. It was also designed by Krrxuam, has been used by 
him and the writer, and found to be very economical and satis- 
factory. It is adapted to the use of pony Warren trusses with 
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subverticals, thus keeping the panel length within the required 
limit. A 12-ton engine is used. In connection with this 
floor, stiff oe bracing should be employed. Single angles, 
24 x 24 x +; inches, will usually be sufficient. 


In some states of the West, as well as in otber localities, 
there are many drainage ditches. These ditches require occa- 
sional dredging, and hence the bridges must be taken down to 
let the dredge pass through. In such cases the solid reinforced 
concrete floor is a disadvantage. To meet this difficulty a 
removable reinforced concrete floor is frequently used. Blocks, 
reinforced in both directions on top and bottom to prevent 

breakage from handling 


f Bars /0¢ or BUC as wellas from the traffic, 
je ance ed rodZ Z 


are made of the required 
thickness in lengths that 
can be handled without 
special machinery. 
Fig. 148. — Removable Reinforced Concrete Floor, These blocks rest di- 
rectly on top of the joists 
(see Fig. 148), while the earth cushion is placed directly upon 
them. Allowance must be made for a #-inch spacing between 
the blocks or otherwise they may not fit, on account of having 
spread the forms during construction. A looped rod is placed 
in the center of each section so that it can be handled easily. 
When the time comes to clean out the drainage ditch, these 
slabs are lifted off, the bridge is taken out, the dredge passes 
through, the bridge is then reérected and the slabs put back 
in place. 


In designing any of the reinforced concrete floors mentioned 
above, their dead load, including reinforcement and earth 
cushion, may be assumed as 125 pounds per square foot. This 
takes into account the fact that when the earth cushion becomes 
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saturated with water it is impossible to have heavy engines pass 
over it, since they would slip about too much to allow their suc- 
cessful operation. 


A} 
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Beam bridges are constructed by placing beams side by side 
and spaced from two to three feet apart. Both ends of these 
beams rest on the abutments. The outer beams usually con- 
sist of channels while the rest are I-beams. The floor is either 
of plank laid crosswise on the beams or one of the floors 
described in Art. 106. If plank is used for flooring, a common 
rule is to make the thickness of the plank one inch for every 
foot or fraction thereof in the spacing of the joists. If a 
reinforced concrete floor be used, the economic spacing appears 
to be about 2 feet 8 inches. 


In order to give all the beams an even and equal bearing on 
the abutments, a channel is placed on top of the wall and under 
the beam ends. This is called a wall channel. Railings, illus- 


Fig. 149. — Details of Bridge Railings. 


trated in Fig. 149, are placed on each side and supported by posts 
at intervals. Bridges of 15-foot spans or less should have two 
supports, one at each end. Bridges of spans exceeding 15-foot 
lengths should have in addition to the end supports a sup- 
port at the one-third points or at the middle. Figure 150 gives 
the details of a beam bridge, while Fig. 151 shows the cross- 
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section. This is one of the American Bridge Company’s 
standards somewhat modified by the writer, and may be taken 
as representing the best practice. 


In case a post or support is put at the center of the span, 
allowance should be made for the holes taken out of the lower 
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Fig. 150. —Side Elevation of a Beam Bridge. 


flanges of the I-beams by the rivets which connect the cross- 
strut, or the strut should be connected to the I-beams by clips 
as in Fig. 151. A support in the center may be used without 
the strut underneath. In such cases the upright must be heavy 


Fig. 151. — Cross-Section of a Beam Bridge. 


and the beams connected at this point by gas-pipe separators at 
the neutral axis (see Fig. 152). The side channel, having a 


, 
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large excess of area, will not be dangerously reduced in strength 
by having the necessary rivet holes taken from its section at 
the center where the rail support and laterals are connected 
to it. The dimensions 
given in Figs. 149 to 152 
are,.common for all spans. 


The sizes and. weights 
of beam bridges for a. 
16-foot roadway and for 


Fig. 152. — Detail of Center of Rail Support. 


a 15-ton engine or 125 pounds per square foot of floor service 
are given in Table I. 


TABLE J. SIZES AND WEIGHTS oF BEAM BRIDGES. 


A PLANK FLoor. REINFORCED CONCRETE FLoor, 


Wall Pls. Wall Pls. 
care: 2 [’s. pit 5 I's. 2\[’s. ki 
Bracing. Bracing. 


ax 15-lb. 7x 9$-Ib. | 590 Ibs.| 7! x 15-lb. 7!'x 9%-lb. | 590 Ibs. 
at <05-Ib. 7!'x 9%-Ib. | 600 lbs.} 8/! x 18-Ib. 8!’ x 11}-lb. | 600 lbs. 
8" x 18-lb. 8!’ x 114-lb. | 620 Ibs.| 9! x 21-lb. 9!’ x 13}-lb. | 620 Ibs. 
9! x 21-lb. 9!’ 134-Ib. | 630 lbs, | 12!’ x 314-Ib, | 12!’ x 20}-Ib. | 630 Ibs. | 
10!’ x 25-lb. | 10!’x15-lb. | 640 lbs,| 15! 42-lb. | 15!’ 33-Ib. | 640 lbs. 
12!! x 314-lb. | 12!’ x 20}-Ib. | 650 Ibs.| 18!" 55-lb. | 18!’ 55-Ib. I | 650 lbs. 
15//x42-Ib. | 15! 33-lb. | 705 lbs.| 20!’ 65-Ib, | 20!’ x 65-lb. I} 705 Ths. 


The spans given in the table are center to center of bearings. 
The details of the bridges are as shown in Figs. 150 and 151, 
although any of the railings of Fig. 149 may be used. If the 
railing used is the one shown in Fig. 150, its weight may be 
taken as 20 pounds per linear foot of railing plus 45 pounds for 
each railing support. For example, if the bridge is 32 feet out 
to out and has railing supports in the center as well as at each 
end (see Fig. 150), the weight is 2 x 32 xX 20+6 x 45 =1550 
pounds. 
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The weights of beam bridges of a 16-foot roadway with rein- 
forced concrete floor and 15-ton engine capacity (exciusive of 
railings, railing supports, and lateral bracing) may be found by 


w= 70 + 3.13 /— 0.082 2%, for spans under 17 feet, 


w= 130+ 0.102 /+ 0.229 /%, for spans of 17 feet or over, 


in which w is the weight of steel in pounds per linear foot of 
span, and / is the span, in feet, center to center of bearings. 
These formulas are of little use except in the determination of 
the approximate dead load for spans other than those given in 
Table I. It is sufficiently accurate to take the weights given 
for that span which is nearest to the one which is to be designed. 
On account of the limiting sizes of manufactured beams, the 
limit of beam bridge spans is about 35 feet. 


ART. 108, Pony Truss BRIDGES. 


When the span lies between 30 and 80 feet, pony or low truss 
bridges are used. A pony truss bridge may be defined as a 
bridge whose height is such that top lateral bracing cannot be 
used. In practice the height is seldom equal to 12 feet. 


Many short-span pony truss bridges have in the past been 
made with pin-connected Pratt trusses. Such bridges are lack- 
ing in lateral stability and are subjected to excessive vibration, 
giving rise to large impact stresses. Experiments made by the 
writer have shown impact stresses as great as 300 per cent of 
that caused by the static load. The bridges tested, and in fact 
any pin-connected pony truss bridges, are examples of bad 
practice, and should never be built. 


The riveted Pratt truss (Fig. 153) or the riveted Warren truss 
are good types for low truss bridges. In case it is desired to 
use a reinforced-concrete slab floor with the latter type of truss, 
or to make the upper chord panels longer, the panel length 
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may be reduced by the use of subverticals, asin Fig. 154. Some 
low truss bridges have trusses with bent chords. This is not to 
be advised, since at places where the chord changes direction a 
splice is almost a necessity, and a splice should never be made 
in the top chord unless it is as strong as the chord section at its 
strongest part, or unless the chord is braced at that part. 


The top chord should be braced at certain intervals along its 
length, preferably at every panel point. Unless this is done, 
great care should be taken in the design to see that it is safe 
about a vertical axis when considered as a column whose length 
is equal to the distance from hip to hip. In this one feature 
lies the great objection 
to such bridges, since 
adequate attention is 
rarely paid to it. It is 
permissible to build 
low trusses without 
such braces as those 
described above, and at 
the same time to design 


the chord sections for a Fig. 155.— Details of Vertical Posts for Low Trusses. 
length of one panel, but : 

only provided the verticals at the panel points have such a 
great excess of strength about an axis parallel to the center 
line of the span and are so securely riveted to the ends 
of the floor beams that they act as braces to the top chord 
as well as vertical posts in the truss, In. Fig. 155 are 
shown the details of two vertical posts, but (@) is far too 
weak to prevent any lateral deflection of the top chord. In 
() the pairs of angles are spread apart, and the post is of 
sufficient strength about the axis 7-7 to act as a brace for the 
top chord. In addition to other advantages of a concrete floor, 
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it is seen that here it strengthens the post by having the side 
channel riveted to the post. It should be noticed that the chord 
is in itself greatly strengthened by the angles being spread, and 
this excess of strength about the vertical axis adds an additional 
element of safety to the truss. In case braces are desired, they 


Fig, 156. — Details of Braces. 


may be made as illustrated in Fig. 156. The writer advises the 
use of the detail shown in Fig. 156¢. This not only has the 
spread angles vertical and a wide chord, but has the brace in 
addition. 


Railings of various types may be used. Their section and 
the method of attaching them to the posts is shown in Fig. 153. 
As a rule, these bridges are bolted to the bridge seat with 
anchor bolts } inch in diameter, set 12 inches in the masonry. 
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Slotted holes 2 inches long are cut in the bearing plates of the 
shoes at one end in order to permit expansion due to change of 
temperature. 


The weights of the trusses and lateral systems, joists and 
floor beams, for a 16-foot roadway and 100 pounds per square 
foot of roadway for trusses and a 15-ton engine for the floor 
systems are given in Table II. If the joists are spaced more 
than two feet, the maximum bending moment which is caused 
by any single concentrated load on the floor is assumed to be 
taken by three joists. 


TABLE IJ. DATA AND WEIGHTS OF RIVETED PONY TRUSS BRIDGES. 


PLANK FLoor. REINFORCED CONCRETE FLOoR. 
is Wt. of 
ase Wt. of Two| Wt. of ie Wt. of Two| Wt. of Te aases 
3 2 Trusses Stringers Teneach Heche Trusses Stringers | 6+ Linear 
Bracing. eams. Span. face: pore: Span. 
Pounds. Pounds. Route Pounds. Pounds. Pana: 


36 6 4 100 5 448 114 6.5 8 890 8 IIo 247 


40) 5.4 4 960 6 761 124 7 10 380 8 400 259 
42 6 5 090 6 956 121) 


50 6 7 000 8 750 140 7 13/250 | EI 500 271 
50 “| 13 830 | II O40 271 
60 6 g 600 | I0 400 174 8 19 980 | I2 710 223 
60 10 18 800 | 12 300 


79 | 7-4 12 350 | I1 960 177 9 24.275 | 15 425 347 
P| eels 12 660 | I2 350 176 
75 8.5 13 O10 | 12 740 174 9 27 590 | 16 380 369 


The weights of the trusses of pony truss bridges with rein- 
forced concrete floors, a 16-foot roadway, and a capacity of 100 
pounds per square foot of roadway or a 15-ton engine (railing 
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and lateral bracing included), may be determined by the formula: 
w= 225 + 0.36/ — 0.01 /? + 0.00041 3 


in which w is the weight of steel in pounds per linear foot of 
span, and /is the span in feet center to center of bearings. In 
order to get the total weight of the bridge, zw must be multiplied 
by the span of the bridge, and to this must be added the weights 
of the stringers and floor beams, and of the reinforced concrete 
floor and earth cushion. 


ArT. 109. PLATE GIRDER BRIDGES. 


Plate girder highway bridges have been used to a limited ex- 
tent. They weigh about the same as pony truss spans of equal 
length and are somewhat less expensive. They are good in 
appearance and, when used in the through form, are especially 
useful, since the sides act as a railing (see Fig. 157). The great 


Clrder 


Fig. 157.— Through Plate Girder Bridge. 


objection to these bridges is the lack of facilities for hauling them 
from the railroad station to the bridge site and for erecting them. 
In most cases of highway bridge building the material is hauled 
by local people, and the erection is done without other machinery 
than a hand winch, the members-being light enough. The plate 
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girder is too heavy to handle in sucha manner unless it is shipped 
in sections which are riveted together after being put in place 
on the falsework. This can easily be done, but the cost would 
be too great if done properly. If it is not done properly, the 
safety of the structure is too greatly impaired to allow its use. 
Plate girders for highway bridges are to be encouraged whenever 
facilities for their transportation and erection are available. 


Art. 110. HicH Truss BrRIDGEs. 


When the span of a bridge becomes 80 feet or over, the trusses 
are made of such a height that the top chords may be connected 
byalateral system. Thisis known asa high truss bridge. High 
trusses may be so arranged as to form a deck bridge, but such 
cases are rare in highway work. Theoretically, considering the 
sub- and superstructure only, the deck bridge is far more eco- 
nomical than the through, since an amount of masonry equal in 
volume to the cross-section of the piers times the height of the 
truss is saved, and a like saving is made at the abutments. 
Probably 99 per cent of all highway bridges are of one span and 
therefore have no piers, and the abutments reach up to grade in 
order to support the path of the approach. One great objection 
to the use of deck spans is that they cut down the opening for 
the stream to flow through; and in nearly all cases the waterway 
is not too large even with the through truss. 


High truss bridges have been built for spans as short as 75 
feet, but this is not to be recommended. Such a span weighs 
the same as a low truss bridge, but on account of the small 
sections of the members considerable vibration takes place. 


The height of high truss bridges, center to center of chords, 
should not be less than 17 feet. Specifications call for a clear 
height of 13 feet, and 17 feet will allow for the thickness of the 
floor system and a good portal. Parallel chord trusses of the 
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Fig 158. — Details of a Pin-Connected High Truss Bridge, 
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Pratt type are the most economical for spans up to 160 feet. 
Beyond this limit trusses with curved chords and subverticals 
should be used. 


Riveted high trusses are seldom used for highway traffic. 
Their use for short spans when plank floors are employed is 
certainly advisable, but on account of the greater cost there is 
difficulty in persuading boards of supervisors or highway com- 
missioners to use them. With the reinforced concrete floor 
sufficient weight is obtained and lateral stability secured so that 
riveted high trusses for short spans are neither necessary nor 
advisable. 


Figure 158 shows the details of a high truss span. In many 
cases, especially where reinforced concrete floors are used, the 
lateral diagonals may consist of rods instead of angles. In 
case the span is 120 feet or less, the portals and intermediate 
cross-bracing should be of the form shown in Fig. 15942. In 


et 


(b) a) (d) 


Fig 159. — Types of Portals and Intermediate Cross-Bracing. 


case the span is greater than this, the portal and cross-bracing 
stould be of the form in Fig. 1592. 

The stresses in trusses with spans of 160 feet or less will be 
such that two channels may be used for the vertical post sec- 
tions, two channels or two channels and a plate for the end post 
and top chord sections, and I-beams for the floor beams and 
joists. 

The tension members should consist of eyebars, not loop 
pars, except in the case of the hip verticals, the first two panels 
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of the lower chords of bridges with plank floors, and the 
counters. Loop bars of steel should not be allowed except in 
counters, and here eyebars should be used if the section is 
large enough to permit their manufacture. Pins to which 
counters are attached should never be less than 2} inches and 
are seldom greater than 4 inches in diameter for spans up to 
160 or 170 feet. This diameter of pin requires that the bar be 
not less than } inch thick and 3 inches wide. Such a bar 
requires a section of 3 x 3}=2} square inches. If the counter 
is less in section than this, loop bars of soft steel, not medium 
steel, may be used provided their section is increased 25 per 
cent over that theoretically required, since experiments show 
that steel welds develop only about 75 to 85 percent of the 
strength of the bar. Welds of medium steel are not to be 
relied upon, since they cannot be made with any degree of 
certainty. 


The use of bolts in the field connections of highway bridges 
is allowable if the holes are reamed and the bolts turned toa 
driving fit. In case the bolts are not turned to a driving fit, 
they may be used provided their number is 25 percent greater 
than that theoretically required, the excess being an allowance 
for a portion which are liable to be loose. In all cases the 
bolts should have the nuts screwed up tight. 


Field rivets instead of bolts are required by most specifica- 
tions. If these are hand driven, they are not to be preferred to 
bolts unless close inspection is given to them. Power driven 
field rivets are preferable to all other means of making field 
connections and should be employed whenever possible. 


Pins less than 24 inches and rollers less than 3 inches in 
diameter should not be used. The rapid deterioration of pins 
of smaller diameter, and the liability of smaller rollers to become 
clogged with dirt so as to prevent rolling, are the principal 
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reasons why their use should not be encouraged, even if allowed 
theoretically. 


The use of built-up pedestals and roller rests has been dis- 
continued by many engineers. In their place is a rocker bear- 
ing of cast steel or cast iron; and 
this, at the free end, acts as a 
roller rest as well as a pedestal. 
In Fig. 160 are shown the details 
of the bearings for a 135-foot span 
with a 22-foot roadway, and rein- 
forced concrete floor. They were 
designed by J. E. Kirkuam, Bridge 
Engineer for the lowa State High- 
way Commission, to stand a re- 
action of 103000 pounds. This 
indicates that the allowable load 
per linear inch of rocker is 4900 
pounds, whereas in accordance 
with Cooper’s specifications it 
may be as great as 300 X 18= 5400 
pounds per linear inch. In this 
equation 18 is the diameter of the roller or double the radius of 
the rolling surface. It is true that Coorer’s allowance is for 
medium steel rollers, but since the cast-iron rollers of Fig. 160 
have given excellent service for many years the same allowance 
may be made for them as for medium steel rollers. 


Fig. 160. — Detail of Cast End Bearings, 


The cost of the built-up and of the cast pedestal is about the 
same. The advantage of the rocker bearing lies in the fact that 
it seldom becomes clogged, being almost self-cleaning. The 
rolling motion is not prevented by small pieces of gravel or by 
dirt and ice as is the case with rollers of small diameter, the 
large diameter allowing the rocker to pass over them, pressing 
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them flat. This form is easily cleaned. For the reasons given 


above this detail is to be recommended for end bearings. 


Highway bridges of single spans seldom have end floor beams, 


the stringers in the end panels having their free ends resting 


upon the abutment either directly or indirectly. One of the 
simplest methods is to have 


Lar Cushion z 
SS ee 


the joists extend into the 


“Teinforced Concrete '« backwall, where they rest upon 


plates built in. The concrete 
of the backwall is prevented 
itt ts from adhering to the joists 
Slotted holes in tree end ; 

Span atocindPings by the use of a thick coat of 


a fe heavy oil or a wrapping of 
Wot less than 9" 


building paper during construc- 
Fig. 161. — Backwall Bearings for End : : ans . 
sic, tion. This detail is shown in 


Fig, 168.) itis ithe. same ctor 
both the fixed and the free ends of the span with the exception 
that slotted holes are cut as shown. It is much cheaper than 
most details for this place, and has given excellent service in 
bridges where it has been in use for several years. 


Many other methods are used to provide bearings for end 
stringers. Several of the best are shown in Fig. 162. In 162a 


Slotted holes at 


free end 
SIA GEL 5 End : 


Cast iron or cast stee/ 


(b) (Cc) 


Fig. 162, — Stringer Bearings at Ends of Span. 


and 162c the end strut runs from one shoe to the other, at the 
free end being connected to the pedestal above the roller rest 


™~ 
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and at the fixed end to the base plate or pedestal. In all free 


end details the end strut moves with the movable shoe. For the 


rocker detail of Fig. 160, the bearing 
of Fig. 161 or of Fig. 1620 is recom- 
mended for use. 


Floor beams should be connected 
below the pins, since this reduces the 
distance from the bottom of the shoes 
to the bottom of the stringers, and this 
decrease makes the connection between 
the end stringers and the abutment 
less expensive. Nothing is gained by 
attaching the floor beams above the 
pins, and the practice is not recom- 
mended. The floor beams should be 
riveted to the trusses below the center 
line of the pins. 


Since probably 90 per cent of all 
high truss bridges have trusses of the 
Pratt type, this one will alone be con- 
sidered. There are two general types 
of vertical posts, namely: those with 
the web of the channels parallel to the 
center line of the truss, and those with 
the web of the channel perpendicular 
to the center line of the truss. When 
intermediate bracing of the type shown 
in Fig. 159¢ is used, neither type has 
any theoretical superiority over the 
other on account of the fact that the 


¢ Loner chord. 


Fig. 163.— Detail of Vertical Post. 


radius of gyration of the post does not have to be greater than 
the radius of gyration of one channel when taken relative to an 
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axis perpendicular to its web, The details of posts which have 
the channel webs parallel to the center line of the truss are 
shown in Fig. 158. The details of the other type are shown in 
Fig. 163. The practical advantages are all on the side of the 
type of Fig. 158, since better connections can be made at both 
top and bottom. In cases where cross-bracing of the types 
shown in Fig. 159, a, 4, and ¢ are used, the type of Fig. 158 
becomes a necessity, since by its use a radius of gyration may 
be increased by spreading the channels, and therefore the 
stresses due to the bending caused by the action of the wind 
on the top chord can be taken care of with a much lighter 
channel than would be required by the other type. In case 
the design of the truss requires the counter to be a single bar 
or requires a tension member to be packed inside of the post 
connection at the pin, a hole must be made in the web of the 


channel, which is expensive. The type of Fig. 163 has one 


TABLE III. WeEIGHTS OF HIGH Truss HIGHWAY BRIDGES WITH PLANK 
FLOORS. 
WEIGHT PER | 

Tota, WEIGHT T ‘ Lin. Ft. oF 

H oF BRIDGE, OTAL WEIGHT BRIDGE, EX- 

SPAN. No. oF ae EXCLUSIVE OF OF STRINGERS CLUSIVE OF 

Fret. PANELS. - IRE SE STRINGERS AND : peal STRINGERS 

eure FrLoor BEAms. FLOOR BEAMS. AND FLoor 
Pounps. Pounns. BrAMs. 
Pounps 
75 5 17 14 600 II 440 195 
80 5 17 15 300 12 210 192 
go 6 18 17 850 13 860 193 
100 6 20 20 600 15 200 206 
IIo 6 au 2Be753 16 840 216 
120 7 or 8 22 27 797 18 740 232 
130 7 or 8 23 33 500 20 100 258 
140 8 or 9 24. 39 140 22 140 279 
150 9 25 45 700 23 500 305 
160 9 27 52 700 DX) 329 
170 9 28 58 goo 29 840 347 
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advantage, since it allows the connection of the floor beam to be 
made at the axis of the post. This is not so great an advantage, 
however, as to make this type one which can always be recom- 
mended in actual practice. 


The weights of high truss bridges with plank floors of equal 
Spans vary with the width of roadway and the loading. For a 
16-foot plank-floored roadway, a loading of 100 pounds per 
square foot of roadway for the trusses, and of a I5-ton engine 
for the floor and its connections, the weights are given in 
Table III. To the above weights must be added the weight 
of the railing. This can easily be computed from the details 
shown in Fig. 149. 


High truss bridges with a 16-foot roadway, reinforced con- 
crete floors, stiff lateral and transverse bracing, and having the 
stringers designed by assuming that the total weight of the 
15-ton engine is distributed over an area equal to that covered 
by its wheel base, have the weights given in Table IV. The 
live load for which the trusses and floor beams were designed is 
100 pounds per square foot of floor area. 


“TABLE IV. WEIGHTS OF HIGH TRuss HIGHWAY BRIDGES WITH STIFF 
° LATERAL BRACING AND REINFORCED CONCRETE FLOORS. 


aot 


WEIGHT OF 5 r Wetees Om 
SPAN. No. or | Hercur. Ag Jame fem | . SrRINGERS an phere ns 
as panore: FEET. BRACINS. pou Pounbs. BRACINGS 
‘ ee anae, PER Lin. Fr. 
75 5 17 27 500 17 050 34 600 367 
80 5 ita 30 140 18 360 48 500 377 
go 6 18 35 710 19 890 55 600 397 
100 6 20 4I 950 22 270 64 220 420 
120 7 or 8 22 57 690 26 310 84 000 480 
140 8 or 9 24 73399 31 440 104 740 525 
160 9 27 gI 730 37 870 129 600 573 
: = 2 AY 
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To the weights as given in the table the weight of the railings 
must be added. ; 


The weights of two trusses, the lateral and transverse bracing 
and railing, for any span other than those given in Table IV 
may be calculated with the help of the formula 


w == 262 + 0.96/ + 0.006 2’, 


in which w is the weight of steel, per linear foot of span of the 
bridge, floor beams and stringers excluded, and / is the span in 
feet, center to center of bearings. 


In case the lateral bracing of the bridge consists of rods, the 
hip vertical of eyebars, and the floor is designed by considering 
that one-third of the bending moment caused by a 15-ton engine 
is taken by one stringer, the weight of the trusses will be less 
and the weights of the floor beams and stringers will be greater 
than the values given in Table IV. Table V gives data and 
weights of bridges so designed. 


TABLE V. WEIGHTS OF HIGHWAY BRIDGES WITH RODS FOR LATERAL 
DIAGONALS AND WITH REINFORCED CONCRETE FLOORS. CLEAR 
ROADWAY 16 FEET. 


Hore WEIGHT OF A betes 
S STEEL Ex- WEIGHT OF ToraL STEEL Ex- 
Bens ox No. OF CLUSIVE OF FiLoor BEAMS WEIGHT ERIE NO 
Fret. Truss. PANELS. : ; Froor BEaAms 
F Froor Beams | AND Joists. Pounps. 
EET. AND Jorsts. | ° AND JOISTS PER 
Liyear Foor. 
80 16 5 Pat Ses 24 943 46 468 269 
120 24 8 43 311 32 388 75 699 361 
144 24 9 59 930 34 344 94 274 417 
160 24 9 80 430 44 924 125 354 502 


For other spans than those given in Table V the weight of 
steel exclusive of stringers and floor beams may be obtained 
from the formula 


w = 230 — 0.75/24 0.0153 22, 
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where w is the weight of steel, exclusive of floor beams and 
joists, per linear foot of span, and / is the span in feet, center to 
center of bearings. 


Floor beams for bridges with a 16-foot roadway and a ca- 
pacity of 100 pounds per linear foot or a 15-ton engine, the 
floor being of the JoHNson or BAKER type, should have the 
sizes given in Table VI. 


TABLE VI. SIZES AND WEIGHTS OF FLOOR BEAMS. CLEAR WIDTH OF 
ROADWAY 16 FEET. 


PANEL LENGTH. 


SizE oF FLoor 


TotTaL WEIGHT. 


FEET. Bram. Pounps. 
75 15-inch x 42-lb. 930 
8 to 15 15-inch x 55-lb. 1040 
16 to 23 20-inch x 65-lb. 1280 


=I 


Floor beam connections and lateral hitches will have from 15 to 
16 percent of the weight of the beam itself. 


The spacing of joists is a factor in determining their size and 
weight. The joists are usually spaced 2 feet, or 2 feet 8 inches. 
The latter spacing is the most economical. Table VII gives 
the sizes of joists for floors of the JoHNSON or BAKER type and 
a 15-ton engine capacity. Spacing 2 feet 8 inches. 


TABLE VII. Sizes OF STRINGERS. 


PANEL LENOTH. Sizes oF STRINGERS. 
Fret. 
8 to 11.9 7-inch x 15-lb. 
12 to 15.9 8-inch x 18-lb. 
16 to 24.9 12-inch x. 31.5-Ib. 
25 to 30 15-inch x 42.0-lb. 


While the weights given in Tables I to VI are of value for a 
close estimate of the probable cost (see Art. 112), or for the 
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computation of the dead load, they are not to be recommended 
for use in bidding, because they are not itemized sufficiently, 
although they may be close enough otherwise. 


ART. I11. HiGHway BriIpDGE ABUTMENTS. 


Highway bridge abutments may consist of concrete, rein- 
forced concrete, steel, or of combinations of steel and concrete 
or timber. Concrete abutments should have a base equal to 
four-tenths of the height from the grade of the road to the base 


Wings 4F° f- Ee 
Wings 307 /=9" 


Fig. 164. — Concrete Abutment. 


of foundation. The base of the foundation should be at least 
3 feet below the bottom of the stream, unless solid rock or good 
hardpan is encountered before that depth is reached. Other- 
wise the excavation should be continued until a suitable founda- 
tion is reached, or piles should be driven. It will usually suffice 
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to have the wings make an angle of 30° with the face of the 
abutment. In some cases 45° will be better. If neither 30° 
nor 45° will satisfy the conditions, the wings should be given 
such a slope as to keep back the fill in the best possible man- 
ner. Figure 164 shows the standard form used by the writer, and 
Table VIII gives the necessary data for abutments for various 
spans. The upstream wings should slant back more than the 
downstream wings in case the approaches to the span are on a 
fill, the banks of the stream being low. An angle of 45° will 
generally be sufficient to protect the fill. 


TABLE VIII. DIMENSIONS OF CONCRETE ABUTMENTS IN FIG. 164. 
CLEAR WIDTH OF ROADWAY 16 FEET. 


SPAN OF BRIDGE Wints or BRIDGE 
In FEET. SEAT, a. Lencru, /. 
Oto 35 1 foot 4 inches 19 feet 
35 to 50 1 foot 8 inches 19 feet 
50 to 100 2 feet o inch 20 feet 
100 to 150 2 feet 6 inches 22 feet 
150 to 200 3 feet o inch 23 feet 


The design of reinforced concrete abutments which resist 
overturning by their form alone is not within the scope of this 
article. For their design, the reader is referred to works on 
reinforced concrete design. 


If the lower chord of the truss is of built-up members, as in 
riveted low truss bridges, or in case the structure is a beam 
bridge, the abutment may consist of a thin slab, no thicker than 
the backwall and bridge seat, reinforced on its outer face. 
Abutments less than 6 feet in height from the grade of the 
road to the surface of the ground do not require reinforcement, 
since their base, if equal to the thickness at the top, will be 
equal to or more than four-tenths of the height. A reinforce- 
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ment both horizontal and vertical of rods } inch square spaced 
12 inches on centers and placed 14 inches from the face will 


Fig. 165.— Detail of Base, 


be sufficient for abutments up to 
25 feet in height. The wing walls 
should be reinforced with the same 
sized rods spaced 2 feet between 
centers. Care should be taken to 
see that the base is sufficiently wide 
to give ample bearing area on the 
foundation. Figure 165 shows the 
detail of a base. In some cases it 
may be advisable to have counter- 


forts located behind the bearing plates and have the wall 


Fig, 166, — Detail of Abutment with Counterforts and Curtain Wall. 
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connecting them much thinner. Figure 166 gives the details of 
such an abutment. The value of a is given in Table VIII. 


Care must be taken in all cases where the thrust of the 
abutment is partially resisted by the truss to compute the amount 
of thrust taken by the truss and to fasten the shoes to the bridge 
seat with bolts of sufficient section to resist the resulting shear. 
No allowance should be made for movement due to temperature. 
Both ends of the span should be fixed. Care should be taken 
to compute the stresses in the bottom chord due to the tempera- 
ture and the thrust of the abutment. These stresses should be 
combined with the dead load stresses and the resultant stresses 
provided for in the design of the trusses. In every case the 
design should be compared with a plain concrete abutment and 
the costs of both determined and compared. 


All-steel abutments usually consist of cylinders of steel placed 
upon a suitable foundation, filled with concrete, and connected 
by means of a curtain of plates and shapes. The wings to such 
abutments consist of shapes and plates riveted to each other, and 
to the piers, as indicated in Fig. 167. These wings are usually 
the chief source of weakness, although there are several others. 
The outer ends are often strengthened against being pushed over 
by earth pressure by having the channel at that point either 
driven deep into the ground or carried down and attached to a 
mud sill of either timber or steel. In either case the resistance 
to overturning is insufficient and the wings either fall entirely or 
tip over partially. Another source of weakness lies in the fact 
that the piers are seldom carried down far enough to prevent 
them tilting forward. In fact it is impossible, except at pro- 
hibitive expense, to carry them down sufficiently deep in ordinary 
earth to prevent their tipping forward. The beams which con- 
nect the two piers should be carefully designed to withstand the 
earth pressure which comes upon them. 
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These abutments have been used for all spans and all types 
of trusses. Their use for pin-connected spans results, in many 
cases, in the roller rest being pushed either partially or wholly 
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Fig. 167.— Cylinder Abutment. 


out from under the pedestal, on account of the earth pressure 
tilting forward the abutment cylinders. Their use for trusses 
with riveted lower chords would be advisable were it not for the 


fact that no satisfactory method has yet been devised to pre- 
vent the wings from falling forward. 
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In beam or riveted truss bridges, the abutment frequently 
consists of vertical steel columns instead of the cylinders shown 
in Fig. 167. These columns are fastened securely to the bridge 
shoes at the top while at the bottom they are fastened to a mud 
sill of timber or steel. The space between the columns is usu- 
ally filled with a concrete or timber backing, although steel: 
plates may be used as in the case of cylinder abutments. The 
wings to such abutments may be made of a wood backing held 
in place by wooden piles, or it may be made as in the cylinder 
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Fig. 168.— Leg or Bedstead Bridge. 


abutment of Fig. 167. Bridges supported in this manner are 
called leg or bedstead bridges. Fig. 168 shows one with a steel 
plate backing. In many cases where the abutment is not high 
and the span is sufficiently long, the wings may be dispensed 
with and the fill allowed to fall forward or to be held in place 
by a cribbing of some kind. 


Concrete in abutments and reinforced floors cost in 1910 
from $7.25 to $8.50 per cubic yard; in the backing of bedstead 
bridges about $8.00 per cubic yard; and in reinforced concrete 
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abutments, including the rods, from $9.00 to $12.00 per cubic 
yard. Rods in reinforced floors cost about 2.7 cents per pound 
in place. 


ART. 112. Cost or Highway BRIDGES. 


The cost of a bridge varies with the price of the raw material, 
the freight haul, the length of haul from the railroad station 
to the site, the difficulties of erection, the profit desired by the 
manufacturers, and for spans up to 60 feet, with the shop cost. 
For spans over 60 feet the shop cost does not vary much. 
Table IX gives the cost per pound of material of the various 
items which combine to make the total cost. Manufacturer’s 
profit is not included. The cost of material includes the freight 
of the raw material from the mill to the shop, the unloading, 
and storage until used. This rate of 2.00 cents per pound was 
figured when steel was 1.88 cents per pound. This shows that 
0.12 cents per pound was the cost of freight, unloading, and 
storage. These costs were determined in 1908 at a plant having 
a capacity of 2500 to 3000 tons per annum. 


TABLE IX. DETAILED Costs OF STEEL BRIDGES. 


All values are given in cents per.pound. 


Bream Luc Bripces. Pony Truss Bripces. | THrRoucH Truss BRIDGES. 
Spans 8276 ner Pry-CONNECTED. Prn-CONNECTED. 
Trees SPANS 24-60 FEET. SPANS 82-140 FEET, 
Range. Aver. Range. Aver. Range. Aver. 
Metal 2.00-2.00 | 2.00 | 2.00-2.00 | 2.00 2.00 2.00 
Erection 0.40-I.10 | 0.68 | 0.46-1.43 | 0.78 | 0.52-1.06 | 0.78 
Shop 0.14-0.40 | 0.26 | 0.35-0.73 | 0.51 | 0.47-0.56 | 0.52 
Haul O.II-0.4I | 0.22 | 0.10-0.36 | 0.18 | 0.04-0.14 | 0.09 
Freight 0.10-0.50 | 0,23 | 0.08-0.39 | 0.24 | 0.05-0.39 | 0.19 
Incidental 0.13-0.46 | 0.33 | 0.18-0.70 | 0.41.| 0.14+0.31 | 0.20 
Total 3-20-4.38 | 3.72 | 3.42-4.82 | 4.12 | 3.43-4.18 | 3.78 


TANRGES Te, 


COST OF HIGHWAY BRIDGES. 


349 


The items in Table IX are stated below, and under them the 


sub-items which they include. 


METAL 
Raw Material 
Freight to Shop 
Unloading and Storing 


ERECTION 
Labor 


Traveling Expenses 

Boarding and Lodging 

Minor Items such as Rails, 
Lost Tools, Telephone and 
Telegraph 


SHOP 
Labor 
Heat 
Light 
Fuel, Oil, etc. 
Power 
Minor Items 


HAUL 
Loading 


Hauling to Bridge Site 
Unloading 


FREIGHT. 
Freight from Shop to Bridge 
Site 


INCIDENTAL 
Office Work 
Bidding Expenses 
Drafting, Engineers’ Expenses: 
Advertising 
Shop Foreman 
Minor Items 


It will be noticed that the shop cost is quite constant for the 
through truss spans. In any particular case the freight can be 
determined exactly, the haul may be computed at the rate of 
25 cents per ton-mile and 50 cents per ton for loading and 
unloading, the erection may be taken from Table IX or X or it 
may be estimated more closely in case a survey of the bridge 
site is available, the incidentals may be taken from Table IX, 
and a profit of from 10 to 20 per cent added. 


In many cases it is customary to estimate the erection at so 
much per foot of span. Table X gives the cost of erection of 
highway bridges. Each value is the average for several bridges. 
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TABLE X. Cost OF ERECTION OF HIGHWAY BRIDGES. 


Bram Brwces. 


Span in Cost per 
Feet. Linear Foot. 


Pony or Low Truss. 
PiN-CONNECTED. 


Span in Cost per 
Feet. Linear Foot. 


$1.87 
ZA 
Dior 


$4.75 * 
Daly 
1.65 


2.36 


Hicu Truss Pratt. 
PIN-CONNECTED. 


Span in Cost per 
Feet. Linear Foot. 


$2.25 
2.08 
2-04 
4.48 * 


* Not included in the general average. 


Tables IX and X give data for bridges erected in the prairie 
states of the Middle West, and their cost of erection is quite low 
when compared with hilly or mountainous regions, in which 
case, the cost may run up as high as $7.00 to $8.00 per linear 
foot of span. 


At the present time (1910) the steel in highway bridges may 
be estimated at from 3.8 to 4.25 cents per pound with two coats 
of paint and erected in place ready for traffic. Painting may 
be estimated by considering that $ gallon will give one ton its 
first coat while ~ gallon will be sufficient for the second coat. 
A common rule is to estimate one gallon per ton of material as 
A painter can apply two coats of paint on I 
to 13 tons of steel ina day of 8 hours. 


giving two coats. 


For example, let it be required to estimate the cost of the 
steel erected for a 160-foot span in the Middle West, the 
bridge site being 3 miles from the railroad station and at such a 
distance from the plant that the freight is 0.10 cents per pound. 
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From Table X: 


Wetaltuege tmnt? os ANclEn enc og) ve, 0°60 6) s)he ele ov -2200' Gents 
RoC pemeeRtO et ats ig Bees a) ess '6) Ve! ioe sere 6 a. O52 Cents 
MNCIGENtals MN Reel Neat Teme siarciecmh 5) (se 6 acu sa O.20;cents 
Precio UCheae etree ates obeh ise ks ls. 3s OsLocents 

Total 2.82 cents 


From Table V the total weight is 125 354 pounds. 


ESTIMATE OF COST. 


Steel, 125,354 pounds @ 2.82 cents. . . . « « »« $3534.98 


Erections 1oovect @ip2.75- (able se) =i 6 te 6, 440.00 
Hauling. 62htons <4 milese< 250centsi. «=. « -. 47.25 
Loading and unloading, 63 tons @ 50 cents. . . . 31.50 
Waites aAONs@ip2:00\ ants ve) 6) as) 6 tye) ens 126.00 

$4279.73 
Prouty romper cent 5... Beil ed shale Sea sotae 427.97 
Probable cost ready for fate! Any oy (Gin Bo Soy Bn ep hake 


As a matter of fact the bids on the above steel work ranged 
from $4430 to $4950. One company agreed to furnish the 
material at the bridge site for 3.65 cents per pound; this would 
make the cost as follows: 


Steel, 125,354 pounds @ $3.65 . « « © © © «© « $4575.42 


Erection, 160 feet @ $2.75 . « « « « « s « « 440.00 
31.5 gallons of paint @ $2.00 .« ». « « «+ «6 « 63.00 
$5078.42 


The erection of this bridge actually cost $1.80 per linear foot of 
span. The quotation of 3.65 cents at the bridge site is thus 


shown to be too high. 


ArT. 113. DATA FoR A HicH Truss SPAN. 


Let it be required to design a Pratt truss bridge, 160 feet in 
span, with a clear roadway of 16 feet, the floor being of the 
BAKER or Jounson type. The bridge will be designed under 
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Cooper’s General Specifications for Steel Highway and Electric 
Railway Bridges and Viaducts (edition of 1909 revised by BERNT 
BERGER), with the exception: (a) that a live load of a 15-ton 
engine (see Fig. 144), or 100 pounds per square foot of floor 
surface will be used in designing the floor and its connections ; 
(4) that 100 pounds per square foot of floor surface will be used 
as the live load in designing the trusses; (c) that §§ 4, 18, and 
21, of the specifications are to be omitted; (@) that lateral rods 
and a reinforced concrete floor of the BAKER type are to be 
used; and (e) that in § 97 a thickness of ;%;-inch metal will be 
allowed in the webs of channels in the lateral systems. 


The weight of the steel and floor with its earth cushion is 
computed as follows: 


Weight of steel as per TableI1V  . . . . . 125354 pounds 
Floor and cushion, 160 x 16 X 125 . . . . 256000 pounds 
Total 81 354 pounds 


According to Table V there should be 9 panels. This makes 
each dead panel load 381 354/(2 X 9) = 21190 pounds. The live 
panel load is 4 (160 X 16 X 100/9) which, in round numbers, 
is 14 230 pounds. The wind panel loads are: for the top panel 
points 2660 pounds fixed and for the bottom panel points 
2660 pounds fixed and 2260 pounds moving. 


The dead, live, and wind load stresses are computed by the 
methods of Part I, and are recorded on the stress sheet in 
Fig. 169, the height of the trusses being 24 feet, according to 
Table V. 


ART. 114. DESIGN oF STRINGERS 


The dead load for the stringers consists of the weight of the 
concrete floor, the earth cushion and the weight of the stringers 
themselves. Since the stringers are spaced 2! 8'' centers, the 
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floor and its cushion will weigh 2.67 x 100 = 267 pounds per 
linear foot. The weight of the stringers may be approximated 
by an inspection of Table VII. Each joist for a span of 17.78 
feet weighs about 314 pounds per linear foot. The total dead 
load is now readily computed to be 267 + 314 = 2984 pounds 
per linear foot. 


The road roller, Fig. 144, for the computation of the live load 
stresses in the stringers does not give as large stresses as a 
farm or traction engine of equal weight. The 15-ton engine, 
which will be used in design- 
ing these stringers, has its 
wheel base and weights given 
in Fig. 170. 


wi | a | The panel length being 
ee ieee + 17.78 feet, the position of this 


engine for maximum bending 
! 


640" 


moment will be such as to bring 


en mata , 
toda ST v2000 + the heavy wheel in the center 
at aoa weo® of the span, since the wheel 


Fig. 170.— Wheel Base of 15-Ton Engine. spacing exceeds 0.586 times 

the span. The bending mo- 
ment due to this wheel at that point is4 x (10000/2) x (17.78 x 
12/2) = 177800 pound-inches. The dead load moment under 
the wheel is (2984 x 17.78 x 17.78 x 12)/8 = 141 500 pound- 
inches and this together with the live load moment makes a 
total of 319 300 pound-inches. This requires a section modulus 
of 319 300/13 000 = 24.55 inches®. A 10-inch 25-pound I-beam 
satisfies this condition and will be used. This beam weighs a 
few pounds less than the assumed weight of the stringer, but 
since the difference does not cause a stress equal to 10 per 


cent of the dead and live load stresses, it is not necessary to 
redesign it. 


ART. I15. DESIGN OF FLOOR BEAMS. 355 


ART. 115. DEsIGN oF FLoor BEams. 


The floor beam span is taken equal to the clear roadway, or 
16 feet. The effective span is in reality somewhat greater, but 
since the difference is seldom more than 6 inches, a length 
taken equal to the clear width of the roadway will not make 
any material difference in the design. 


The joists are spaced so closely together that the dead load 
may be considered as uniformly distributed over the floor 
beam’s span. The dead load is: 

Floor and cushion 100 x 16 x 17.78 = 28 448 pounds 
Stringers 7 x 25 x 17.78 = 3112 pounds 
Side channels 2 x 12.25 x 17.28 = ___236 pounds 
Total dead load on floor beam = 31 796 pounds 
To this must be added the weight of the floor beam itself. 
This, according to Table VI, may be taken as 55 pounds per 
linear foot, or 16 X 55 = 1450 pounds, which brings the total 
dead load for the floor beam up to (31 796 + 1450) = 33 246 
pounds. The dead load bending moment is (33 246 x 16 x 12)/8 
= 797 904 pound-inches. 


The greatest bending moment will be caused either by the 
engine or by the uniform load of 100 pounds per square foot of 
floor surface. In order to get the greatest moment from the 
engine it should be placed so that the heavier wheels are 
directly over a floor beam and one of these wheels is at a dis- 
tance from the center of the floor beam equal to one-fourth of 
the distance between the wheels. In this case the small wheel 
will have (17.78 — 10)5000/17.78=2188 pounds of its weight 
transferred to the floor beam. There will then be two loads of 
10 000 + 2188 = 12 188 pounds 6 feet apart on the floor beam, one 
of these loads being 1.5 feet from the left of the center of the floor 
beam and the other wheel on the opposite side of the center. The 
left reaction is 9900 pounds, and the moment under the wheel 
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nearest the center is 9900 X 6.5 X 12= 772200 pound-inches. 
No other load is assumed on the panel ahead, since it is 
extremely unlikely that any heavy load will precede or follow a 
traction engine. It is true that heavy separators may be 
attached to the engine, but their first wheel is usually so far 
away from the rear wheel of the engine as to be in the next 
panel, and hence will not stress the floor beam in question. 


*The bending moment occurring when a live load of 100 
pounds per square foot of roadway is applied is 100 x 16 X 17.78 
x 17.78 x 12/8 = 758700 pound-inches. Since this is less 
than that caused by the engine, the engine moment will be used. 
The dead load moment at the same place is [16623 x 6.5 — 
(33 246/16) (6.52/2)] 12 = 769800 pound-inches. The total 
moment 772 200 + 769 800 = I 542 000 pound-inches, which re- 
quires a section modulus of 1 542 000 / 13 000 = 118.6 inches?, 
A 20-inch 65-pound I-beam will be used (§162, Cooper), and for 
reasons stated above, a redesign will not be necessary. 


The above numerical values and others in this chapter were 
obtained by the use of the slide rule, an instrument for perform- 
ing multiplication and division where errors less than one-tenth 
of one per cent are disregarded. 


ART. 116. DrEsIGN oF EYEBARS. 


The eyebars should not be wider than four-thirds the diameter 
of the pin to which they are attached (§ 104, Cooper), and in 
general the thickness of a bar should not be less than one-sixth 
its width. Pins safe in bending are liable to be deficient in 
bearing. or this reason it is advisable to design the bars so 
that they will not be deficient in bearing on pins of minimum 


diameter. A relation satisfying this condition will now be 
deduced. 
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Let ¢ be the thickness of the bar, W its width, P the total 
stress it is required to sustain, D the diameter of the smallest 
pin, and S the allowable unit bearing stress. Then SDs = P. 
But D=?W,and W=672. Substituting these values and re- 
ducing, 48 S¢?= P. Here S = 15000 pounds per square inch 
for live load, and hence ¢= 0.00365 P* is the minimum allow- 
able thickness of a bar. Guided by this, and knowing that bars 
under six inches should be ordered in variations of one-half inch 
and bars over six inches should be ordered in variations of one 
inch, it is now easy to find the sizes of the eyebars whose max- 
imum stress is known. The maximum stress in the web mem- 
bers is readily found by adding one-half of the dead load stress 
to the live load stress (§ 45, Cooper). This sum divided by the 
number of bars which are to carry it, gives the load P in the 
preceding formula. The minimum thickness is then computed. 
Next the area and the maximum width are found, and lastly the 
final size. For web members the widths should generally de- 
crease from the ends toward the middle of the truss. For lower 
chord members the widths should generally increase from the 
ends toward the middle. According to § 52 of the Specifications, 
the wind stresses need not be considered in L,/, since 65820 
> 0.3 (157 200 + 105 600). 


In case the wind stress had been 86 000, it would be necessary 
to take it into account. The maximum stress would then be 
157200 + 105 600 + 86000 = 348000 pounds. The unit stress 
which, according to § 52, Cooper, would then be used as a 
divisor, is 23 190 pounds per square inch, and is determined as 
follows: Let Z denote the live load stress, ) the dead load stress, 
W the wind stress, S the allowable live load unit stress, S’ the 
average allowable unit stress for both dead and live loads, A the 
area required for dead and live load stresses, and A’ the area 
required for stresses due to dead, live, and wind loads. 
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Then A=L/S+D/2S, and S'=(L+D)A, 
whence S’= S(2L + 2D)/(2L +,D) (1) 


Cooper, § 52, requires that A’ = (ZL + D+ W)/1.30S'. On sub- 
stituting the proper numerical values there is obtained 


2 X 105 600 + 2 X 157200 
2 X 105 600 + 157200 


A' =(105 600 + 157 200 + 86 000)/(1.30 X 17 840)= 15.04 sq. in. 


See 12 500 = 17 840 lb. per sq. in., 


The preceding discussion is given here to illustrate the 
method of procedure in cases where the wind stresses have 
to be considered. 


The number of bars to be taken for any member is a matter 
of choice in some respects. An even number should, of course, 
always be taken, except when only one is needed. They 
should be so chosen and packed that the flexure of the pin is 
a minimum. A large number of bars decreases this flexure, 
while a small number increases it. It costs almost the same to 
forge a large eyebar as it does a small one, while the manu- 
facture of large pins is much more costly than the manufacture 
of small ones. 


The problem resolves itself into this form, namely, that the 
cost of eyebars and pins shall be a minimum. The shop 
practice of different plants modifies the results obtained as 
to the numbers of bars which satisfy these conditions, and 
therefore no rigid rule can be given. The stress in the heaviest 
eyebar of this bridge due to the weight of the bar itself is 
readily computed to be 850 pounds per square inch, which need 
not be considered. 


A table can now be formed as follows. One of the diagonals. 
U,L, is to be adjustable, turnbuckles being used, and the bars. 
are to be upset according to § 105 of the Specifications. 


ART.197: DESIGN OF POSTS AND PINS. 359 


; aunts é AREA 
Pp TRESS. EQUIRED Max. 
eae) ree res a |e oe, | ume | ae 
Inca. IncHEs. 
ISIE 36 800 Z5CVE | O71 12 500 2.94 4.20 4x2 
We 36800" 4, 2°eye || 0-701 ||. 12.500 2.94 4.20 | 4x3 
Jb IER 64.450 2 eye | 0.927 | 12.500 Gans 5.56 Sead 
VE Woy 86 475 BOVE 1.073 12 500 6.90 6.44 6x1 
Loyle g2 100 Zueyerq | 1.109) |) 12-500 7.40 6.65 6x14 
CAE 47 250 2eye | 0.792 12 500 3.78 4.78 5x2 
(Oi 33 838 2eye | 0.672 | 12500 DGD 4.05 4xit 
(ei bap 24 300 PXNKS |) IED) 12 500 1.72 3.03 3x2 
OG, 23 400 I loop | 0.559 12 500 1.88 3.36 3x3 
Cale 17 710 2 loop | 0.485 8 000 1.22 252 22 x 4 


ART. 117. DESIGN oF POSTS AND PINS. 


Post U,L,. The posts will consist of two channels laced, 
their webs being parallel to the plane of the truss. From § 48 
of the Specifications it is noted that the radius of gyration can- 
not be less than 24 x 12/100= 2.88 inches, and according to § 97, 
Cooper, the thickness of the metal must not be less than =; inch. 
A 10-inch 20-pound channel satisfies these conditions, and will 
now be investigated. 


The maximum stress in this post reduced to equivalent live 
load stress is 42 380/2+33250=54440 pounds. The unit 


load allowed by the Specifications is P = 10000 — 45 . where 
r 


Z is the length in inches. Here /= 288 inches, v= 3.66 inches, 
and the area 4 = 2 x 5.88 = 11.76 square inches. Then P= 
10 000 — 45 X 288/3.66 = 6460 pounds per square inch, whence 
54 440/6460 = 6.44 square inches is the section area required. 
Thus, it is seen that in order to meet the conditions of § 48 and 
§ 97 of the Specifications, the area is greatly in excess of that 
required by the given formula. A 9g- or 10-inch 15-pound 
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channel could be used if it were required to satisfy the condi- 
tions for unit load only. 


WIND ON THE VERTICAL Posts.—The channels for these 
posts should be placed a certain distance from back to back, 
which will not only insure safety against the compression of the 
vertical load, but also that due to the effect of bending at the 
point where the transverse wind bracing is connected. This 
latter bending is caused by the wind. 


Assuming that a 4-inch pin will be used at panel point Z4, the 
head of the 6-inch eyebar will be found to be 12 inches upon 
consulting the eyebar tables 
in manufacturers’ handbooks. 
Allowing a clearance of 1 inch 
between the top of the floor 
beam and the eyebar head 
and using a Baker floor, the 
distance from the center line 
of the pins to the top of the 
floor is 12”, as shown in Fig. 
ryt. This causes the lower 


cross-bracing strut to join the 
vertical post at a point 15+1 
=16 feet above the center 
line of the bottom pins. The bending moment caused by the 
wind (see Fig. 172) is 13334 x 16 X 12 = 256032 pound-inches, 
since the posts cannot be assumed to be fixed at the lower 
end. In reality no bending would come upon the post due to 
wind if the wind acted only on the top chord, since in this case 
the top lateral bracing would carry the wind reactions to the 
portals. Since part of the wind panel loads of the top chord 
are due to wind blowing on the post and tension members, it 
is customary to consider only a portion of the 2667 pounds to 


Fig. 171, 
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cause bending in the post. One-half is often chosen arbitrarily, 
although the writer considers that one-third would be more nearly 
correct. In this case one-half 


will be taken. This leaves a -5334 667. 
wind moment of 256032/2 = a 
128 016 pound-inches to be pro- % 
vided for about an axis parallel iit 
to the webs of the channels. iS 
=| 
Since the post is of larger bee 17 Oa) a 


section than necessary, the 
section will be assumed to be 


such that the radius of gyration 13332 a 
is the same with respect to Ny S 
both axes and will then be | a 


investigated. According to Fig. 172, 

the manufacturers’ handbooks 

the channels must be 5.97 inches back to back if flanges are 
turned out as in this post. The general formula for combined 
bending and compression is (Mechanics of Materials, Art. 117), 


os Mel(1- - +), 

Here # should equal 10 when both the ends are free, 24 when one 
end is free and one end is fixed, and 32 when both ends are fixed. 
In all cases P equals the total direct compression in the mem- 
ber. For the case in hand 47= 98016 pound-inches, c=5.97/2 
+ 2.74 = 5.73 inches, /=2 x 78.7 = 157.4 inches’, P = 42 380 + 
-33 250 = 75 630 pounds, /= 24 X 12 = 288 inches, #=10, and & 
is taken as 30000000 pounds per square inch. The flexural unit- 
stress expressed in pounds per square inch is then 


he _ 75630 x 288 Xx 258 |= 
S, = 98 O16 X 5.73) 157-4 hee are Bolla 


52 


Vr 
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The direct compression due to the dead and live loads is 
75 630/11.76 = 6435 pounds per square inch, and since the unit 
stress produced by the wind is greater than 30 percent of this, 
the wind stress must be considered in designing the section. 
The average allowable unit-stress for dead and live loads is 


S' = 10000(2 X 42 380 + 2 X 33 250)/(2 X 42 380 + 33 250) 
== Ole 


expressed in pounds per square inch if the stress were direct. 
The specification column formula when wind is considered gives. 


P = 1.30(12812 — 1.28 X 45 x 288/3.66) = 10750 Ib. per sq. in. 


The actual unit-stress due to dead and live loads is 6435 pounds 
per square inch; the unit-stress due to the direct wind compres- 
sion (see Fig. 172) is 3765/(11.76 x 2)=160 pounds per square 
inch; and that due to bending, as computed above, is 4115 
pounds per square inch. The total actual unit-stress is then 


S = 6435 + 160+ 4115 = 10 700 pounds per square inch. 


Since this is less than the allowable unit-stress of 10 750 pounds 
per square inch, the channels need not be spaced farther apart 
than 5.97 inches back to back as stated above. 


In case the entire bending moment due to wind had to be 
provided for, the total unit-stress would be 8230+ 320 +6435= 
14975 pounds per square inch, or 14.975 — 10 750 = 4225 pounds 
per square inch more than that allowed. The channels would 
then have to be spaced a greater distance then 5.97 inches back 
to back. This distance is determined by trial, and usually two 
trials are sufficient to get within three or four percent, which is. 
sufficiently close. A spacing of 7 inches back to back will make 
the post safe to resist the entire wind moment. Under the 
former conditions the channels must be at least 5.97, say 6 
inches, back to back. On account of the width of the top chord 
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or end post, this distance may be increased in order to prevent 
excessive bending on the pins at the ends of the posts. 


Posts U,l, and U,L,4.—Since the minimum section was 
used for U,L,, it must also be used for these posts. In 
case the stresses in the posts were such that the posts can 
be made of different sections, it is advisable to have their dis- 
tances back to back equal to that required for the first post 
in order that the floor beams at Ly, Zs, and LZ, may have the 
same length. 


Enp Posts. — The section will consist of two channels with 
flanges turned out and a cover plate. Since the posts are 
spaced 6 inches back to back, the channels of the end post and 
chords should be at least thisamount. In sections of this make- 
up the radius of gyration is approximately 0.4 the depth of the 
channel, and for equal radii of gyration about both rectangular 
axes the plate must be approximately 14 the width of the chan- 
nel. Whenever possible the lightest weight (standard) channel 
of any size should be used, since it is easier to obtain from the 
mills. Also, the head of the largest eyebar, U,Z, must go in- 
side of the chord at Uj, eccentricity being taken into account in 
case the pin is not put at the center of the channel webs. The 
eccentricity of the section is about 4 the depth of the channels. 
The size of the eyebar head is dependent on the diameter of the 
pin and the excess of section area of the head over that of the 
body. The percentage of excess can be figured for any width of 
bar from the eyebar tables in the various manufacturers’ hand- 
books. For a 5-inch bar in U,Z, it is 30 percent. The size of 
pin must be estimated. Table XI gives the sizes of pins which 
may be used for highway spans with a 16-foot roadway and a 
capacity of a 15-ton engine or 100 pounds per square foot of 
roadway. Sizes for other spans than those given may be inter- 


polated. 
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TABLE XI. DIAMETER OF PINS. 


Sizes modified where necessary by § 104 of the Specifications, 


WoopvEN FLoor. ConcrETE FLoor. 
SPAN 
IN FEET. U; and U, and 
Lower Chord. Upper. Chord. Lower Chord. Upper Chord. 

80 22 inches 24 inches 3 inches 24 inches 
100 3 inches 24 inches 3; inches 22 inches 
150 31 inches 22 inches 34 inches 3 inches 
200 4 inches 3 inches 44 inches 31 inches 


The pin at U, is now estimated to be 3} + (4 — 34)(160 — 150) 
/ (200 — 150) = 3.40 inches, or say 34 inches. By § 104 of the 
specifications it must be 38; x 5=4 inches. This will make 
the head of U,L,=4+1.3 xX 5=10sinches. The pin being in the 
center of the channel web, the channel must be at least 
(103 /2 +4) 2 = 114 inches deep. Since there are no 114 inch 
channels, a 12-inch channel must be assumed. The width of 


the cover plate must be 14 X 12 = 16 inches. 


The radius of gyration being approximately 0.4 x 12 = 4.8 
inches, the allowable unit load (Cooper, § 45) is 10000 — 45 
(29.85 x 12)/4.8 = 7300 pounds per square inch. The total 
equivalent live load stress is 105 200 /2 + 70 800= 133 400 pounds, 
which requires an area of 133 4000/6645 = 20.01 square inches. 
Two 12-inch 25-pound channels have webs of allowable thick- 
ness and an area of 2 x 7.35 = 14.70 square inches. The required 
area of the 16-inch cover plate is 20.01 — 14.70 = 5.31 square 
inches, and its thickness for this area is 5.31 /16 = 0.33 inches. 


The channel flanges are 3.05 inches wide. Their outer edges 
should come slightly under the plate, say } inch. This will 
require the distance back to back of channels to be not greater 
than 16 — (2 x 3.65 + +) = 9.65; and since the gage of the 
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channels is 1.75 inches, the distance between rivet lines must be 
not greater than 9.65 + 2 x 1.75 = 13.15 inches. If possible 
this should be a full quarter inch. It will therefore be taken as 
13 inches, thus making the distance back to back of channels 
13 —2 x 13 = 94 inches. According to Cooper, § 91, the least 
allowable thickness of this. plate is 13/40 = 0.325 inches. 
Accordingly the cover plates must be at least 3 inch thick, and 
gives the following section area: 


2 12-inch 25-pound channels . .... . =. «. ~ 14.70 Square inches 
I 16 x 2 inch cover plate SAY RO Mee 6.00 square inches 
WoOta levee) te ea 2047 0sSquare Inches 


This section must now be investigated to see that it is of suffi- 
cient area to allow for all the stresses 
which act upon it. The center of 
gravity is computed by taking the 
moments about an axis at the bottom 
flanges of the channels. Its distance 
from these flanges is(6 X 14.70 + 123%, 
x 6.00)/20.70 = 7.99 inches. This 
shows the eccentricity to be 7.99 —-6= 
1.99 inches. The moment of inertia 
about the axis r-r is best computed 
by arranging the computations in 


tabular form, thus: 


PIECE. A se h Ah 
2-Channels . . 14.70 288 1.99 58.20 
T2Plate cee 6.00 —* 4.57 125.20 

Sums 20.70 288 183.40 


* Neglected as it is very small. 


whence /= >(J' + Ah?) = 471.4 inches‘, and the radius of gyra- 
tion of the section is 
1 Z 
vr = (471.40/20.70)? = 4.77 inches. 
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Lastly, by the column formula of the specifications, 
P = 10 000 — 540 (29.85)/4.77 = 6625,pounds per square inch, 


which is the safe unit load for the assumed section. As the 
stress on the post, reduced to equivalent live load stress, is 
133400 pounds, the area required is 133 400/6625 = 20.12 
square inches, which is practically the same as that assumed. 


The direct stress due to wind is 18 720 pounds, which being 
less than 30 percent of the sum of the dead and live load 
stresses need not (Cooper, § 52) be considered. 


The stress due to its own weight must be determined 
(Cooper, § 55). In order to compute this, an estimate of weight 
of the end post must be made, assuming the weight of the 
details to be 20 percent of the weight of the main section. 
The weight of the details will seldom vary much from this 
percentage in highway bridges such as are treated in these 
articles. The estimated weight is 


2'Channels,.2 2085s 25 ay aie sia uel ong en CER EAOaNNGUaICG 
Plates 20:85 xc 20:40 a eine | tor ney tie et oe ee OOO NOI GS 
2102 pounds 

Details; 2ospercentinn 20s er oe et tars CT att sete sta EA 2 SOCRINIS 
foie: Roe emer Ins! aerk ara reo hereby Teen dal Sood ye "2522 pounds 


The bending moment caused by this weight is 0.596 x 2522 X 
29.85 X 12/8 = 67 200 pound-inches, the term 0.596 being the 
sine of the angle of inclination the end post makes with the 
vertical. The unit-stress in the upper fiber due to this moment 
expressed in pounds per square inch is 


175 800 X 29.852 x 12? 


S, = 67 200 %4.385/(471.4 es 
10 X 30 000 000 


\=674, 
which need not be considered, since it is less than 10 percent 
of the unit stress due to the dead and live loads, which is 
175 800/20.70 = 8490 pounds per square inch. 
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The section must next be investigated in regard to its safety 
The computations for the 
moment of inertia are arranged in tabular form: 


about the axis 2-2 in Fig. 173. 


PIECE. A Te h Ake 
| 2 Channels 14.70 9.06 5-428 434.0 
1 Plate. 6.00 128.00 fo) 128.0 
20.70 137.06 562.0 


from which /= 137.06+ 562.0 =699 inches#, and r=(699/20.70)! 
= 580 inches, which being greater than the radius of gyration 
referred to the axis 1-1 shows the section to be amply safe 
when dead and live loads only 

BI0C6CB- 


are considered. A —Z/ 336 


The section must also be ex- 
amined to ascertain its safety 
when the wind stresses are C 
considered. If the lower 
portal brace is at the same 
elevation as those of the in- 
termediate cross-bracing, it 
will be 1.243 x 8= 9.05 feet 


from the top. The wind 

forces acting on the portal ¢33, 

and end post are as shown in nt, Xi XY 
Fig. 174. If the end post is %| Q 


fixed, the moment of one-half 
the stress times the distance 
back to back of channels must be greater than the moment of 
the wind reaction at the foot times one-half the distance from D, 
Fig. 174, to the foot of the end post. The former is 


Fig. 174. — Wind Forces on End Post. 


175 800 x 9.50/2 = 836000 pound-inches, 
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and the latter is 
10668 X 19.90 X 12/2 = I 236 500 pound-inches. 


This shows the post to be free or at least partially so. Accord- 
ing to the methods of mechanics, if the post was absolutely fixed, 
the point of inflection would be at one-half the distance from 
the foot of the end post to the lower portal strut; and if it is par- 
tially fixed, the point will be at some intermediate point. The 
moment 836000 shows this point to be 836000/5334= 156.5 
inches from the foot of the portal. The maximum bending 

moment occurs at the end of the lower portal strut and is 


5334 (19.9 X I2— 156.5 )=438 000 pound-inches. 
The unit-stress expressed in pounds per square inch is 


z __ (175 800 + 18 220)29.85 x 12)? 
S, = (438 000 x 16/2)/ | 699 IO X 30000000 


= 5620. 

The average unit-stress produced by both dead and live loads. 
is 175 800/20.70=8470 pounds, and since the wind produces 
a stress greater than 30 percent of this, the wind must be con- 
sidered. According to equation (1)in Art. 116 the coefficient by 
which the allowable unit-stress for live load must be multiplied 
is (2 x 70800+ 2 X 105 000)/(2 X 70 800 + I05 000) = 1.4255. 
The allowable unit load is P = 10000— 540x 29.85/5.80 = 7230 
pounds per square inch, and, considering wind, the allowable 
unit-stress is 7230 X 1.4255 = 10300 pounds per square ‘inch. 
The actual unit-stress is (175 800 + 18 720)/20.70+ 5620= 14 747 
pounds per square inch, which shows the section to be deficient 
and a revision necessary. 


The section can be increased either by using heavier 12-inch 
channels or by using the same channels and placing them farther 
apart, a wider and thicker plate being used; but it is more eco- 
nomical to use wider channels, the plate being widened accord- 
ingly. If 15-inch 35-pound channels are used, the plate must 


Tey re DESIGN OF POSTS AND PINS. 369 


be about 14 x 15=20 inches wide and ,% inches thick, the chan- 
nels being placed 13 inches back to back. Such a section was 
tried and found to be a little too large. A section consisting of 
two 15-inch 33-pound channels, 13 inches back to back, with 
a cover plate 19 x 7 inches gives an area of 28.11 square inches. 
The moments of inertia and radii of gyration were found to be 


AXIS OF REFERENCE ff be 
Perpendicular to;channel webr 29% 4 Sai as 975 5.89 
PET pencdicularatO,GOver plate sia. fi) tie) isu ater Te. 1385 6.51 


The allowable unit-stress, including wind, is 1.4255 x (10000 — 
540 X 29.85/6.51) = 10 700 pounds ‘per square inch; the actual 
unit-stress, with wind considered, is (175 800 + 18 720)/28.11 = 
6917 pounds per square inch; and the flexural unit-stress caused 
by the wind is 


Z _ (175 800 + 18 720) 29.85 X aa 
S; = (438000 x 19/2)/| 1385 10 X 30000 000 
= 3175, 


making the total unit-stress 6917 + 3175 = 10095 pounds per 
square inch, which, being slightly less than the allowable value 


of 10 700, shows that the section is correct. 


The section must be examined still further for eccentricity of 
pins with respect to the axis perpendicular to the channel webs. 
If the pins are not on the center of gravity axis, stresses due to 
eccentricity will occur. Since no bending due to wind occurs 
in the top chord, it is possible to use 12-inch channels with the 
pin at the center of the web. For this reason it is advisable to 
assume that the center line of pins in the end post be 6 inches 
from the cover plate. This makes the eccentricity 6 —(15/2 — 
2.28) = 0.78 inch, the term 2.28 being the distance from the 
center of gravity of the section to the center line of the webs of 
the channels. 
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Referred to the axis perpendicular to the channel webs, the 
allowable unit-stress is 1.4255 (10 000 — 540 x 29.85/5.89)=7260 
pounds per square inch on the basis of live load equivalent. 
The actual average unit-stress on the same basis is 123 400/28.11 
= 4390 pounds per square inch, while the bending moment due 
pin eccentricity is 123 400 x 0.78 = 96 300 pound-inches. The 
stress on the lower fiber due to this, expressed in pounds per 
square inch, is 


S1 = 96 300 x 8.28/| 975 1, 125.400 (29.8 5 FANT) 853. 


10 X 30 000 000 


The total actual stress is 4390 + 853 = 5243 pounds per square 
inch, which being less than 7260, the allowable unit-stress, the 
section is shown to be safe. It is much safer about the hori- 
zontal axis than about the vertical axis. 


ART. 118. Tor CHORD SECTIONS. 


In highway bridges such as are treated in this chapter it is 
more economical to determine the section for that chord mem- 
ber having the greatest stress, and to make the top chord of the 
same section throughout. 


The member U,U, has a dead load stress of 157 200 pounds 
and a live load stress of 105600 pounds. The total wind stress 
being 5580 pounds need not be considered (§ 52, Cooper). 
The total equivalent live load stress is 157 200/2 + 105600 = 
184 200 pounds. If 12-inch channels with a 19-inch cover plate 
are assumed to be sufficient, the approximate allowable unit 
load is 12000 — 55 x 18.78 x 12/4.8 = 9555 pounds per square 
inch, and the approximate required area is 184 200/9555 = 19.30 
square inches. The plate must be at least 153/40 = 0.394, or 
ze inch thick (§ 91, Cooper), giving a section area of 8.31 square 
inches. This makes the required approximate area of one 
-channel (19.30 — 8.31)/2 = 5.50 square inches, which requires a 
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12-inch 25-pound channel at least, provided there are no other 
stresses but those due to the dead and live loads. There will be 
considerable additional stress due to the eccentricity of the pins, 
which must be in the center of the web, and therefore over 


an inch from the center of gravity axis. Two 12-inch 30- : 


pound channels are not sufficient. Two 12-inch 35-pound 
channels might be used. Two 15-inch 33-pound channels are 
-etter. Although their area is less than the 35-pound chan- 
nel, they are deeper, and the actual total unit-stresses will be 


smaller. The same section as was used in the end post will be. 


assumed as sufficient and will be investigated. 


The actual unit-stress due to equivalent live load is (157 200/2 
+ 105 600)/28.11 = 6550 pounds per square inch. The allow- 
able unit-stress on the basis of live load is 12 000 — 660 x 17.78 
/5.89 = 10010 pounds per square inch. The eccentricity of the 
pins being the same as in the end post, the moment caused by 
it is 184200 x 0.78 = 143 500 pound-inches, and the unit-stress 
in the lower fiber due to this, expressed in pounds per square 
inch, is . 


2 
S, = 143 500 x 8.28/| 975 Sepa Me es =a, D2Ko. 


IO X 30000 000 


The maximum compressive stress is in the extreme lower fiber, 
and is 6550+ 1255 = 7805 pounds per square inch. Although 
this shows that there is an excess of material in the section, it 
will be used, since investigation of other sections show this to be 


the most economical. 


ArT. 119. LATERAL AND Cross BRACING. 


With a concrete floor, it is not essential that stiff lateral 
diagonal members be used; with plank floors, it is. In this case 
round rods upset at the ends and threaded will be used for the 
top and bottom lateral diagonals, and square loop bars will be 
used for the diagonals of the transverse and portal bracing. 
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Whenever loop bars are used they should be square or rectan- 
gular in section, never round, in order to give a good bearing on 
the pin. One diagonal in each of the intermediate and portal 
bracings should be made adjustable. The allowable unit-stress 
(§ 45, Cooper) is 18 000 pounds per square inch. The computa- 
tions are best arranged as follows, reference being made to 
Figs. 169, 172, and 174, and to § 97 for the specifications. 


STRESS. AREA REQUIRED. 
REFERENCES. goo ae eee eee SEcTION USED. 

Top Laterals 

Ist panel + II 520 0.64 1 rod 1’ diameter 

2d panel + 7 680 0.43 1 rod 1’! diameter 

3d panel + 3840 0.21 1 rod 1/’ diameter: 

Center panel =F fe) fe) 1 rod 1" diameter 
Bottom Laterals 

Ist panel + 45 900 2.50 1 rod 13 square 

2d panel + 23 470 Ted 1 rod 1,%;'’ square 

3d panel + 16 640 0.93 rrod 1/’ square 

4th panel + Io 240 0.57 Irod 7 square 

Center panel + 2 820 0.16 1 rod 7!’ — square 
Intermediate 

Cross-bracing + 8 850 0.49 tloop bar {!" x 7! 
Portal 

Diagonals + 37 200 2.00 2 loop bars 1435!’ x 1445"" 


The best section for the struts of the intermediate transverse 
bracing is one consisting of two channels latticed. This will 
allow for better connections than any other section (see Figs. 158 
and 159). Here the length is taken as the clear width of road- 
way, 16 feet. By § 48 of the specifications, the radius of gyra- 
tion must not be less than 16 xX 12/120=1.6 inches. Two 
5-inch 6} pound channels satisfy this condition, their radius 
of gyration being 1.95. They must not be spaced less than 
2§ inches back to back, flanges out. The allowable unit load 
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(§ 48, Cooper) is 13 000-720 x 16/1.95 = 7090 pounds per 
Square inch. The required area (see Fig. 174), is 5334/7090 = 
0.752 square inches, and the given area is 2 x 1.95 = 3.90 square 
inches. These channels are of sufficient area and will be used. 


The total compression in the portal struts is 21 336 pounds 
and the required area, assuming the same section as used in the 
intermediate struts, is 21 336/7090 = 3.01 square inches. This 
shows the section to be sufficient, and it will be used. 


ArT. 120. DETAILING. 


Under this head come the determination of the sizes of pins, 
lacing, and batten or stay plates; the number of rivets; the 
thickness of pin plates; the number, diameter, and length of 
rollers; and of the sizes of bearing and bed plates. Since this 
ground is covered in Chap. IX, the reader is referred to that 
for his guidance, careful attention being paid to the clauses of 
the specifications which relate to the several items of design. 
The most important clauses are the following: For pins, §§ 54, 
102, 103, and 104; for lacing and batten plates, § 110; for 
rivets, §§ 53, 66, 75, 90, 109, and 111; for pin plates, §§ 53 and 
112; for rollers, §§ 127 and 128; and for bearing plates, §§ 126, 
129, and 132. 


The sections should be marked on the stress sheet, and also 
sketches showing any particular detail designed by the engineer. 
It is not advisable to specify any particular detail unless the 
designer is familiar with shop practice. Different shops may 
have different details, and each shop’s own detail may be, and ° 
usually is, more economical for it to make. It is better to 
submit the stress sheet, and after the contract is let, to criticise 
the shop drawings which will be furnished for approval. 
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ART. 121. HiGHwAy BRIDGES — REFERENCES. 


The student should consult the following selected references 
to. engineering periodicals to acquire a knowledge of other 
details of highway bridge trusses and floor systems than those 
described and illustrated in this chapter. 


HIGHWAY PIN BRIDGES. 

Highway Bridge of 319-ft. Span, Livermore Falls, Me. 
Eng. News, v. 37, p- 191, Mar. 25, 1897. 

Highway Bridge of 406-ft. Span, Hamilton, O. Eng. News, 
v. 45, p. 370, May 23, 1901. 

South Tenth Street Bridge, Pittsburgh. Eng. Rec., v. 50, 
p. 682, Dec. 10, 1904. 

Mercantile Bridge Across the Monongahela River. Eng. 
Rec., v. 58, p. 686, Dec. 19, 1908. 

Webster-Donora Bridge. Eng. Rec., v. 59, p. 753, June 12, 1900. 

Design of the Broadway or Sparkman Street Bridge, Nash- 


ville, Tenn. “By H. Mo Jones. i bne News, Vi 62 ana. 
Nov. 25, 1909. 


Hudson River Bridge at Waterford, N. Y. By H. N. Peck. 
Eng. News, v. 64, p. 33, July 14, 1910. 


HIGHWAY RIVETED BRIDGES. 

Street Bridges over Railroad Tracks in Buffalo. Eng. Rec., 
v. 39, p- 539, May 13, 1899. 

Erection of the Portage du Fort Bridge. Eng. Rec., v. 45, 
p. 26, Jan. 11, 1902. 

Rutland Canadian Railway and its Structures; Overhead 
Steel Highway Bridge. By Joun W. Burke. Eng. News, 
v. 49, p. 46, Jan. 15, 1903. 
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Steel Truss Highway Bridge with Concrete Floor. Eng. 
Rec., v. 47, p. 423, Apr. 25, 1903. 

Springville Bridge. Eng. Rec., v. 47, p. 634, June 13, 1903. 

Greenfield Street Railway Bridge. Eng. Rec., v. 49, p. 462, 
Apr. 9, 1904. 

Merrimac River Bridge at Newburyport. Eng. Rec., v. 50, 
p. 218, Aug. 20, 1904. 

Highway Bridge over the Wabash River at Terre Haute. 
Hing Ikec,, Vi51,2072,; Jume 87, 19055 RR. Gaz., v.30, p. 20, 
July 7, 1905. By M. A. Howe. Eng. News, v: 55, p. 273, 
Mar. 8, 1906. 

Jeterson Street» Budge, Newark, N..J:: Eng, Rec:, v.55, 
p. 181, Feb. 16, 1907. 

Combined Concrete and Steel Girder Bridge, Monroe Street, 
Brookland, D. C. By W. J. Doucras. Eng. News, v. 60, 
p- 464, Oct. 29, 1908. . 

Carolina, Clinchfield, and Ohio Railway; Details of Overhead 
Highway Bridge. Eng. News, v. 61, p. 53, Jan. 21, 1909. 

Communipaw Avenue Bridge, Central Railroad of New Jer- 
sey. Eng. Rec., v. 59, p. 187, Feb. 13, 19009. 

Steel Highway Bridge with Concrete Stringers and Floor 
Slabs. Eng. Rec., v. 59, p. 334, Mar. 20, 1909. 

Recent Short-Span Highway Bridges. Eng. Rec., v. 59, 
p- 351, Mar. 27, 1909. 

Sixth Street Viaduct, Kansas City. By E. E. Howarp. Trans. 
Win. seen Ha v.06, p, 42, Dec, 1900; RK. R. Gaz., v. 42, 
p. 521, Apr. 12, 1907; Eng. News., v. 58, p. 323, Sept. 26, 1907. 

Bailey Avenue Bridge, Buffalo. Eng. Rec. ¥. 61, p,. 612, 
May 7, 1910. 
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CHAPTER: XL 
RAILROAD RIVETED BRIDGES. 


ART. 122. FoRMS OF TRUSSES. 


As stated in Art. 70, the lower limit of span for railroad riv- 
eted trusses ranges from 100 to 110 feet, and the upper limit 
from 150 to 250 feet, according to many specifications and 
standards. In practice, however, the tendency is to extend the 
upper limit of span considerably. In 1910 and 1911 at least seven 
railroad bridges were under construction in the United States 
containing riveted truss spans over 250 feet, and three of them 
contain spans over 350 feet, the largest being 425 feet 63 inches. 
In Canada the longest riveted span is 412 feet 8 inches. A 
number of bridges have been built in which the truss joints are 
partly pin-connected and partly riveted (see Part I, Fig. 712). 
This arrangement will probably be adopted often for large spans 
in connection with stiff lower chords in order to employ the 
cantilever method of erection over navigable streams and which 
it may not be so economical to rivet throughout. The general 
tendency is to restrict more and more the use of Rie pin- 
connected truss bridges. 


The types of trusses in most general use for riveted bridges 
are the Warren with sub-verticals, the Pratt, the Parker, and 
the Baltimore. The order here given indicates in general their 
order of application as the span increases, except that the Balti- 
more truss may be used for shorter spans than the Pratt or 
Parker trusses when the use of solid floors requires very short 
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panels. The double-intersection Warren truss is also used to a 
limited extent, sub-verticals. 
being added when neces- 


sary to secure a shallow 
floor. The quadruple-in- 


Expansion Joint. 


‘TRE ENGINEERING RECORD, 


tersection Warren truss is 
used occasionally, and 


since 1900 riveted Whipple 
trusses have been intro- 
duced for several bridges 
in the West. The use of 
more than a single system 
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practice is to eliminate the pony riveted truss, and to pass. 
directly from the through plate girder to the through riveted 
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truss, with the same lateral, portal, and sway bracing as those 
employed for pin bridges (see Chap. VIII). 


On elevated railroads, girders whose spans range from 40 to 
65 feet are often required to be built with open webs in order to 
admit more light beneath the structure than the solid webs of 
plate girders. This requirement applies to most locations except 
those where the elevated structures occupy the middle of a very 
wide street. Fig. 176 shows the plan, elevation, and cross- 
section of a half span of the Boston Elevated Railroad. The 
deck trusses, whose depth is very nearly six feet, are of the 
Warren type with sub-verticals. The upper chord is subject 
to combined compression and flexure, and is composed of a pair 
of angles and a web plate, while the lower chord and all of the 
web members consist only of pairs of angles, separated by 
washers whose thickness equals that of the connecting plates. 
The lateral and sway bracing is the same as that of a deck 
plate-girder bridge. 


ART. 123. COMPOSITION OF MEMBERS. 


An examination of numerous general drawings and standard . 
plans of railroad riveted truss bridges for spans not exceeding 
200 feet is the basis of the following general statements in 
regard to the composition of truss members in the United 
States. Some of the designs were made by consulting bridge 
engineers, others by the bridge departments of railroads, and 
the rest by the engineering departments of bridge works. 


The sub-verticals of the Warren truss consist most frequently 
of two pairs of angles laced together (see Fig. 86 in Chap. VIII), 
while less frequently the lacing is replaced by a solid web plate. 
In the longer spans or in double-track bridges they are made up 
of two channels laced together (Figs. 79 and 80). When sub- 
verticals extend from panel points near the floor to the other 
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chord and hence serve only to hold that chord in line, they are 
sometimes composed of two single angles laced together. 


The diagonals of the Warren truss are usually composed 
either of two pairs of angles united by a web plate, or of two 
channels laced together. In some cases the former section is 
increased by adding two side plates, while in others it is dimin- 
ished by omitting the web plate. As a rule, no distinction is 
made between the composition of the diagonal ties and struts. 
In the longer spans or in double-track bridges, built-up channels 
are substituted for the channel shapes when the latter fail to 
provide sufficient section area (Figs. 83 and 84). 


The suspenders or hip verticals of the Pratt truss consist most 
frequently of two pairs of angles connected by a web plate, while 
less frequently the web plate is replaced by single lacing. Oc- 
casionally they are made up of two channe!s which are laced 
together on both sides of the member. 


In the main diagonals of the Pratt truss, laced channels are 
used much more frequently than the angles and web plate. The 
former section is sometimes increased by adding a plate to the 
web of each channel, or by substituting a built channel, but the 
latter section is rarely modified by either adding or omitting any 
plate or shape. When the first diagonal is subject only to ten- 
sion, and the second has to resist both tension and compression, 
the former may have two pairs of angles laced while the latter 
has two channels laced together. In the middle panel both 
counter diagonals consist almost exclusively of two pairs of 
angles laced, and the same composition is used for counters 
which are inserted in adjacent panels. The tendency is to use 
but few counters in comparison with former practice. The in- 


termediate posts usually have the same composition as the main 
diagonals, 
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For the lower chord of both Warren and Pratt trusses, with 
the shortest spans, two pairs of angles connected by horizontal 
lacing are used, this section being increased toward the middle 
of the span by adding side plates (see Figs. 87 and 88). For 
larger spans and heavier loading two channels laced on both top 
and bottom are used, the section being increased by additional 
side plates. Built channels are employed next, the section area 
of each side of the member being increased by an additional 
plate on the back of the angles, or by a filler plate between the 
vertical legs of the angles, and a side plate on the face of the 
angles, as indicated in Fig. 94. For single-track spans below 
150 feet, the channel shapes are much more frequently used 
than either of the other two compositions mentioned. 


The corresponding upper chord sections consist respectively 
of two channels laced on both top and bottom; two channels 
with a cover plate on top and lacing on the bottom; and two 
built-up channels with cover plate and lacing. The built-up 
section is used far more extensively than any other form of 
upper chord. Occasionally its cover plate is replaced by lacing. 
In some cases the center of gravity is brought approximately to 
mid-depth either by the addition of flats as in Figs. 95 and 96, 
or by using angles of different sizes as in Fig. 97. In all cases 
where necessary the section is increased by additional filler and 
side or web plates. 


The composition of the end post, as-a rule, is identical with 
that of the upper chord in the same bridge, with the exception, 
however, that the cover plate is very rarely omitted on account 
of the lateral flexure to be resisted by the end post. 


In Canada it is regarded as good practice to omit all lacing on 
the web members excepting the end post. The smaller sections 
consist of two pairs of bulb angles connected by a web plate. 
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Fig. 180.— End View of a Portion of the Bridge at Coteau, Que. 


The Grand Trunk Railway bridge over the St. Lawrence river at Coteau, 
Quebec, Canada, consists of the following spans and lengths between centers 
of end bearings, beginning at the north end: One span of 135 feet; a swing 
span of 350 feet 9 inches; two spans of 171 feet to Giroux island; ten spans 
of 213 feet to Round island; and four spans of 219 feet to Clarke’s island. 
The three shorter spans have Pratt trusses, while the remaining fourteen fixed 
spans have Parker trusses. The original bridge was completed in 1890, and 
in 1910 the present superstructure replaced the old riveted truss spans, which 
were too light for the requirements of modern traffic. 


. 


386 RAILROAD RIVETED BRIDGES. Cuap. XI. 


Those next in size are increased by the addition of two side 
plates slightly narrower than the width out to out of bulbs. 
Ordinary angles are substituted for the bulb angles in the sus- 
penders of Pratt and Parker trusses and in both counter diag- 
onals of the middle panel. 


This composition is simple in construction, as only two rows of 
rivets are required for the smaller sections, and in any case the 
number of pieces to be assembled is small. The bulbs on the 
angles increase the strength and stiffness of the member ma- 
terially, and experience proves their increased resistance to 
deformation during construction, shipment, and erection. The 
-extensive use of bulb angles in shipbuilding for many years 
demonstrates their value in structural work. In the riveted 
truss designs of the Grand Trunk Pacific Railway the composi- 
tions of web members noted in the preceding paragraph were 
adopted as standard. The improved appearance of trusses con- 
taining them is noticed at a considerable distance, whether they 
are approached from the side or from the end of the bridge. 


An important change has also been made in Canada in the 
composition of the end post. Instead of connecting the built-up 
channels of the sides by a cover plate on top and double lacing 
below, they are united by a central longitudinal diaphragm con- 
sisting of a solid web plate and two pairs of angles, in addition 
to lacing on both top and bottom surfaces of the end post. This 
section has been adopted in the standard plans of the Great 
Northern Railway. 


ART. 124. WiptH oF Truss MEMBERS. 


In riveted truss bridges the widths of the web and chord mem- 
bers are more closely related to each other than in pin truss 
bridges, since all the members meeting at any panel point are 
usually connected by means of two plates. This relation of 
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width measured in a direction perpendicular to the plane of the 
truss depends also upon the direction in which the channel 
flanges or angles are turned. 


In vertical posts and suspenders the flanges of channels are 
nearly always turnedin. In diagonals they are either turned in 
or out, but the practice of turning them in is steadily increasing. 
In the lower chord the prevailing practice is to turn the channel 
flanges in since this materially simplifies the floor-beam connec- 
tions, but when the chord is built up with angles and plates the 
practice of turning the flanges in or out is equally divided. In 
some cases the upper flanges are turned in while the lower ones 
are turned out. An additional practical reason for turning in the 
flanges on the lower chord is to avoid collecting cinders and 
moisture on the horizontal leg of the lower inner flange angle. 
In the upper chord and end post, however, the flanges are nearly 
always turned out. 


The illustrations in this chapter show some of the arrange- 
ments of members and connecting plates at panel points. It is 
usually desirable to avoid the use of filler plates between them 
as far as possible. Sometimes the connecting plates at the hip 
and end joints of the truss are made slightly thicker than those 
at the other joints. 


An examination of over sixty selected standard and other 
plans of railroad riveted trusses, prepared by bridge engineers 
in various parts of the country since 1900, reveals wide variations 
in the widths of the truss members for the same spans and load- 
ing. For example, in single-track bridges with a span of 150 
feet, the distance back to back of the upper chord flange angles 
varies from 12} to 18 inches; and for a span of 125 feet, from 
11 to 16 inches. Again, a spacing of from 16 to 16} inches is 
used for single-track spans ranging from 105.5 to 197.5 feet. 
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While it is not possible to state precisely what the average prac- 
tice is, an approximate guide for the student may be given, based 
on the above examination. 


For single-track bridge trusses the distance, in inches, back 
to back of upper chord flange angles may be taken equal to 
8 + 0.043 /, in which / is the span of the truss in feet. In prac- 
tice, the spacing varies approximately + 2? inches from the aver- 
age given by this'formula. For double-track bridges the distance 
may be taken as 8 + 0.075 /, but the data upon which this is based 
are meager as compared with those for single-track bridges. 


When the sides of the upper chord consist of channel shapes, 
the distance given is that back to back of the channels, but when 
they are built up with web plates and angles, the distance given 
is measured between the backs of the angles. In the latter case, 
therefore, the thickness of the web plates must be included as 
well as that of the connecting plates in computing the corre- 
sponding widths of the web members. The thickness of con- 
necting plates is discussed in the next article. 


The relation between the width of the end post and that of 
the lower chord depends upon the arrangement of these mem- 
bers at the end panel point of the truss. In practice, two plans 
are most frequently employed. In the first plan the end post is 
extended downward past the lower chord, while the latter is cut 
off so as to be riveted only to the main connecting plates (see 
Fig. 177 and Plate VI); while in the second plan the lower 
chord is extended past the end post and the latter is cut off just 
above the chord (see Part I, Fig. 297). The first plan is used 
more frequently than the second, but the difference does not ex: 


ceed probably twenty percent. 


Another important feature of the end joint of a riveted truss 
is the location of the pin connecting it to the end bearing. The 
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pin is either placed at the intersection of the neutral planes of 
the end post and lower chord (Plate VI), or at some distance 
vertically below that position (Fig. 177). In the latter case the 
pin is generally placed some distance below the bottom of the 
lower chord. Between these two positions, practice is about 
equally divided. Furthermore, each of these positions of the 
pin is combined to about the same extent with each of the two 
plans mentioned in the preceding paragraph. 


Occasionally, when the flanges of the lower chord are turned 
in, both the end post and lower chord are extended past each 
other so that a considerable number of rivets pass through both 
members as well as the connecting plate. In this case the pin 
is placed below the lower chord. Other minor modifications are 
made, one example of which is shown in Fig. 175, and another 
on Plate VII. 


ART. 125. RIVETED CONNECTIONS. 


Joints and connections in riveted work, whether in tension 
or compression, are designed to develop the full strength of 
the members, proper allowance being made for field riveting. 
The connecting plates must have a thickness porportioned to 
the amount of stress to be transferred, and must properly dis- 
tribute the components of the web stresses to the plates and 
shapes which compose the chords. Sometimes the main connect- 
ing plates at a panel point also perform the additional function 
of splice plates for the lower chord. 


When but few lines of rivets are used in any connection and 
the lines are long, the elongation of the member within the 
limits of the connection makes a very unequal distribution of 
the stress to the rivets. This consideration will often determine 
whether to employ angles with legs wide enough to permit two 
rows of rivets or one. In the connections of web members 
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composed of channel shapes or of built-up channels, the length 
of the group of rivets is frequently shortened for the same reason 
by the addition of angle clips or lugs riveted to the channel 
flanges, thus increasing the number of rows of rivets attaching 
the member to the connecting plate. Sometimes the thickness 
of plate is made to depend upon the number of rivets in the 
connections, as, for instance, in the 1901 specifications of the 
Baltimore and Ohio Railroad, which limit the number of rivets 
in any connection of a -inch plate to ten. 


An examination of the same plans mentioned in the preceding 
article reveals a remarkable variation in practice regarding the 
thickness of the large plates which connect the truss members 
at the panel points. For example, 3-inch plates are used in the 
trusses of single-track bridges with spans from 100 to 230 feet, 
and in double-track bridges with spans of 100 to 155 feet; while 
2-inch plates are used in single-track bridges with spans of 105 
to 275 feet, and in double-track bridges with spans of 100 to 180: 
feet. The average spans for the four cases just mentioned are 
148, 130, 193, and 130 feet respectively. For ;';-inch plates the 
spans of single-track bridges vary from 110 to 150 feet, the 
average being 132 feet. 


No rational method for the design of connecting plates has 
yet been developed. Asa pre-requisite for such design observa- 
tions are needed regarding the distribution of stresses in very 
large plates by precise measurements of their deformation. 
Apparently no published results of inspections of trusses under 
traffic are available which might aid in the solution of the 
problem. The following approximate method to determine the 
thickness of connecting plates may be adopted as a guide or 
check. Let it be assumed that the stress for each side of any 
web member is transmitted into the corresponding connecting 
plate between two lines starting from the intersections of the 
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edges of the member and plate and diverging at angles not 
exceeding 30 degrees with the axis of the member. Let it be 
assumed, further, that the stress in the plate is uniformly dis- 
tributed in a cross-section, perpendicular to the axis of the 
member, taken slightly beyond its last row of connecting rivets, 
and which is limited in length by the diverging lines. In some 
cases its length will be limited still further by an edge of the 
plate itself, and then it may also become necessary to consider 
the effect of eccentricity. The greatest thickness thus required 
by the connection of the plate with any member will then 
indicate that to be adopted. 


For long spans and heavy loading the connecting plates are 
built up of two or more thicknesses of plates having different 
surface areas. In the riveted trusses of the Terminal Railroad 
bridge over the Missouri river at Kansas City, with spans of 
423 to 425.5 feet, three thicknesses are used, the largest single 
plate being 1314 inches wide, 42 inch thick, and 18 feet 10 inches 
long. In this case the web plates are spliced into the connect- 
ing plates. More than two connecting plates at any panel point, 
one on each side of the truss, are rarely required for spans 


below 250 or 300 feet. 


Tests of riveted joints show that the working strength of a 
joint is governed not only by the number of rivets used, but also 
by their arrangement and that of the component pieces of the 
joint. When the stress is transferred indirectly through filler 
plates, additional rivets are required to connect the fillers to the 
main plates or shapes in order to develop the full strength of a 
similar joint without fillers. The following selected references 
relate mainly to tests on the strength of riveted joints. 


Net Section in Riveted Work. By THEopoRE Cooper. 
Re Ri-Gaz.- Vi 225 p. 0883, eA 2em ae: 
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Experiments on Iron and Steel Joints, Riveted on an Angle. 
By B. B. Fuint. Trans. Am. Soc. C. E., v. 27, p. 406, Oct., 1892. 

Watertown Tests on Riveted Joints. Tests of Metals, etc., 
1895, pp. 281-289; 1896, pp. 245-339. 

Tests of Riveted Joints.. Proc. Am. Ry. Eng. & M. W. 
Assoc., 1905, v. 6, pp. 272-446. 

Distribution of Stress in Riveted Connections. By C. R. 
Younc. Trans. Can. Soc. C. E., 1906, v. 20, pp. 257-287. 


Some Tests Bearing on the Design of Tension Members. 
By Epwarp Goprrey. Eng. News, v. 55, p. 488, May 3, 1906. 

The Strength of Riveted Joints. By THEODORE Cooper. 
Eng. News, v. 55, p. 520, May 10, 1906. 

Tension Tests of Steel Angles with Various Types of End 
Connection. By F. P. McKispen. Eng. News, v. 58, p. 190, 
BU 22, 1007. V..50,-p- 14, July 5,-T900; ene. Rec., v.54, 
p- 148, Aug. II, 1906. 

Tables for Computing Eccentric Riveted Joints. By M. R. 
Hutrt. Eng. News, v. 62, p. 204, Aug. 19, 1909. 

Nickel Steel Riveted Joints. Editorial. Eng. Rec., v. 61, 
p: 560, Apr. 30, 1910. 

Tests-of Nickel Steel-Riveted Joints. Eng. Rec.; v.62, 
p. 200, Aug. 20, 1910; editorial, p. 197. 

Tests of Nickel Steel Riveted Joints. By ARTHUR N. TAaLBoT 
and Hersert F. Moore. Bulletin No. 49, University of Illinois 
Engineering Experiment Station, 1911. : 


Ni i2On, DETAILS OF A PRATT TRUSS. 


contains parts of a general drawing of a rive 
Plate VI t parts of a general drawing of a riveted 
Pratt truss whose span is 170 feet. It was taken from one 
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of a series of standard plans of riveted bridges having a con- 
siderable range of span, and which were designed for class W 
of WADDELL’s compromise standard live loads (Art. 32). All 
the material is medium steel except the rivets and anchor bolts, 
which are of soft steel. The trusses are spaced 17 feet apart 
between centers, while the stringers are spaced 7 feet apart. 


The stringers (not shown on Plate VI) have web plates 
393" x 3'', and flanges of two angles 6" x 4” x 3’, the long 
legs being horizontal. There are seven intermediate pairs of 
stiffeners crimped over the flange angles. The end connecting 
angles have fillers under them twice as wide as the angles. 
The lateral system of the stringers in each panel consists of 
four diagonals, each composed of one 33" x 34!’ x 2'’ angle. 
The stringers are connected by means of two short angles to 
the lower laterals of the bridge in a very effective manner in 
accordance with the specification given in Art. 94. The con- 
nection of one of the transverse braces between the lower 
flanges of the stringers is shown on the plate. 


The floor beams have intermediate stiffeners. Their connec- 
tion to the posts and suspender is very simple, since these 
members have the same width as the stiff lower chord. The 
web of the end floor beam is reénforced at each end by a plate 
25 inches wide inside of the end connections. A diaphragm 
like that in the verticals is placed between the large connecting 
plates at the panel point LZ. 


The posts and suspender have sections like those for pin- 
connected trusses. The diagonal U,Z, consists of two plates 
and four angles united by a single line of lacing, while the 
diagonal UZ, has two channels with the flanges turned inward 
and united by two lines of lacing. In the middle panel there 
are two stiff diagonals, each composed of two pairs of angles. 
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connected by a single line of lacing. Both diagonals are cut 
at their intersection and riveted to a pair of connecting plates. 


The upper chord and end post consist of a.cover plate and 
two channels connected below by tie plates and single lacing. 
The splices of the upper chord are similar to those of a pin- 
connected truss. From ZL, to ZL, the lower chord section is 
composed of two web plates and four angles united by a series 
of narrow tie or batten plates, as shown on the drawing. From 
L, to L, two plates of the same section are added and the 
angles increased to 4'’ x 3!’ x 54’, while in the middle panel the 
chord consists of two plates 12!’ x ;%"', two plates 12" x 8", and 
four angles 4!’ x 3!’ x ,''.. The entire chord is spliced on the 
left of Z,, the composition of the splice being given on the 
plate. There is a similar splice also at the left of Zs. 


The upper laterals are made up of two angles 4!’ x3!’ x 3", 
laced together so as to form a stiff member as deep as the chord, 
and attached by connecting plates to the top and bottom of the 
lateral struts as well as to the chords. Each of the lower laterals 
consists of two angles 4’ x 3’ x 3", placed with the 4’’ leg ver- 
tically and riveted together every foot. The splice at the inter- 
section of the laterals has two angles of the same size in addition 
to the 12!’ x 3’’ plate in order to give stiffness as well as strength 
to the splice. The end connecting plates are riveted to the 
bottom flanges of the floor beams and to the shelf angles attached 
to the side of the chords. 


The portal bracing consists of two small trusses, one of them 
connected to the upper and the other to the lower side of the 
end posts. All the corresponding members of these trusses are 
laced together in pairs, thus making a portal of considerable 
stiffness in all directions. The construction of the intermediate 
sway bracing is fully shown on the drawing. 
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The connecting plates at the different panel points are all } 
inch in thickness. They are riveted to the inside of the upper 
chord and end posts, and to the outside of all the other mem- 
bers. The reaction of the panel point Z, is transferred from 
the end post to the pedestal by a 6-inch pin, the necessary bear- 
ing of the end post being secured by means of 3-inch pin plates 
in addition to the large connecting plates. On account of the 
eccentric location of the pin, two angles are inserted to reduce 
the effect of this eccentricity on the pin plates and to aid in 
transferring its share of the stress into the cover plate. 


The general construction of the pedestals or shoes at both 
ends is indicated on the drawing. The rollers are 3 inches in 
diameter. In the first shoe the 33-inch vertical legs of the 
angles are planed to 3 inches. The web or pin plates of the 
pedestals as well as the bearing and bed plates are ? inch thick, 
while the connecting angles are 6!’ x 6!’ x 3". The anchor 
bolts are of soft steel 1} inches in diameter and 2 feet long, 
having cold-pressed threads and foxed ends. 


The ends of stringers and floor beams are faced as well as 
those of abutting compression members in order to secure per- 
fect contact. Allrivet holes are punched } inch less and reamed 
to ;/; inch greater diameter than that of the rivet. All truss 
members are assembled in the shop and the field-rivet holes 
reamed to a perfect fit. 


In the shorter spans the diagonals U,Z, are made of two 
channels laced together instead of two pairs of angles similarly 
connected, and the sections of the end post are balanced by 
riveting flats to the lower flanges of the channels. 


A riveted truss bridge of the same type whose span is 150 
feet is described and illustrated in Engineering News, vol. 40, 
page 114, Aug. 25, 1898. It was designed by the same engi- 
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neers for the Kansas City, Pittsburg and Gulf Railroad. Two: 
of the principal differences in the details consist in the upper 
chord being laced on both the upper and lower sides, and in the. 
portal bracing being a simple lattice girder, combined with 
knee braces, attached to the upper side of the end post. 


ART. 127. DETAILS OF A BALTIMORE TRUSS. 


Plate VII shows the details of a riveted truss bridge on the 
New York Central and Hudson River Railroad designed in 1910 
under the direction of the Engineer of Structures. The plans 
were revised in 1911, and extra plans made for a heavier truss 
on one side to make provision for carrying two additional tracks. 
in the future. The span is 156 feet 13 inches between centers of 
truss supports. The trusses have ten panels, a depth of 323 
feet, and are spaced 30 feet 8 inches apart. The stringers 
under each track are spaced 6} feet center to center, and the 
nearer stringers under adjacent tracks have the same spacing. 
The bridge is designed for class E60 live loading. 


The sub-verticals as well as the long suspenders consist of 
two pairs of angles connected by a web plate. The sub- 
diagonals have two channel shapes laced together, while both 
the main and counter diagonals are composed of built-up channels 
connected by lacing. The intermediate posts have the same 
composition as the long diagonals. The lower chords also con- 
sist of two built-up channels laced together, but with filler web 
plates added in two panels near the middle of the truss. The 
upper chords and end posts have the usual composition of 
two web plates, four flange angles, and a cover plate, with 
the addition of filler web plates throughout. In both cases, 
however, flats are riveted on the bottom of the lower flange 
angles to bring the neutral surface closer to the mid-depth of 
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Angles with equal legs are used in the intermediate posts, 
long diagonals, upper chords, and end posts, while angles with 
unequal legs are employed in the sub-verticals, suspenders, and 
lower chords. The flanges are turned in on the sub-diagonals, 
vertical posts, and lower chords, while they are turned out on the 
long diagonals, upper chords, and end posts. 


Intermediate transverse diaphragms are inserted in the upper 
chords and end posts, one being placed directly below the con- 
nection of the portal bracing. Since the intermediate posts do 
not extend into the upper chords, transverse diaphragms are 
placed also at these panel points. Short longitudinal diaphragms 
are inserted in the end posts opposite the lower portal strut, and 
the lower part of the portal brackets. 


Main connecting or gusset plates one-half inch thick are used 
at the lower panel points of the truss except at the end, and at 
the joints midway between the chords. At the intermediate 
joints on the upper chord, their thickness is five-eighths of an 
inch, while those at the hip and end joints of the truss are three- 
quarters of an inch in thickness. Angle clips on the sides of a 
member are employed in many cases to shorten the riveted end 
connections of web members. 


The widths of members, back to back of angles, measured 
transversely with respect to the truss, are as follows: suspenders, 
16; inches; vertical posts, 153’; inches; lower chords, 1443 
inches; long diagonals, 19} and 19} inches, the latter being in 
the counter-braced panels; upper chords, 19% inches; and end 
posts, 193 inches. The sub-diagonals are 16;°; inches wide, 
back to back of channels. 


The floor beams are 39} inches deep, back to back of flange 
angles, and were made shallow since it was necessary to use a 
minimum floor depth on account of grades and the requirement 
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of raising tracks to provide a specified clearance over the canal. 
The distance from base of rail to the under clearance line is 
3 feet 8 inches. The composition of the floor beams is a little 
unusual, but was designed to secure the maximum effective 
depth for stiffness. It is observed that in addition to a number 
of cover plates, flats are placed on the faces of the horizontal 
legs of the flange angles. 


The vertical members of the lighter truss to which the floor 
beams are attached are given increased section areas to provide 
for the secondary stresses due to the deflection of the shallow 
floor beams. A part of the increased section is secured by ex- 
tending the fillers under the floor beam connection angles, and 
by means of the extra plates above the gusset plates. Fillers 
are also extended on the main diagonals for the same purpose. 
A large increase was made in the section areas of the sub-verticals 
at panel point I, in order to resist the secondary stresses due to 
the stiffness of the end post. Still further provision for second, 
ary stresses due to the deflection of the floor beams is made by 
using slightly shorter lengths than the nominal lengths required 
for the upper lateral and transverse bracing. In erection the 
trusses are sprung inward one-half inch at the top to connect to 
the bracing, thus causing some bending moment in the verticals, 
which is relieved when the floor beams deflect under the live 
load traffic. 


Lacing composed of angles is used on the upper chords, on the 
end posts, and on the long diagonals which are subject to bend- 
ing due to the deflection of the floor beams. Angle lacing is 
used also in the upper lateral system. Lacing bars are used on 
the sub-diagonals, the posts, and the lower chord members. 
Only single lacing is employed throughout. Numerous other 
details are shown on Plate VII, which need no further 


description. 
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ART. 128. ANALYSIS OF WEIGHT 


A profitable study of the details of a design may be made by 
preparing an analysis of the weight of the trusses and bracing, 
in a similar manner to that explained in Art. 1or for a pin truss 
bridge. The data in the following table were obtained from an 
analysis of 23 designs. The spans range from 98 feet 8 inches 
to 230 feet. Only three spans, however, exceed 170 feet, in- 
cluding one through Pratt truss span of 197.5 feet, and two 
Whipple truss spans of 230 feet. Of the series, 18 plans are 
those of single-track bridges, and 5 of double-track bridges; 13 

-are standard plans, and 10 are the plans of bridges for given 
locations; 2 have deck trusses, 3 have pony trusses, and 18 
have through trusses. The equivalent uniform live load ranges 
from 4400 to 6625 pounds per linear foot of track, except in 
one case in which it is 3260 pounds. The dates of the standard 
plans or of the completion of the bridges are included in the 
first half of the decade following 1900. 


The weights are divided into five parts: first, those of the 
main shapes which compose the members, including channels, 
angles, and plates, which extend nearly or quite the full lengths 
of the members, and with cross-sections designed to resist the 
respective stresses; second, those of the main connecting plates 
at the panel points of the trusses, and which perform the same 
function as the pins and pin plates in pin-connected trusses ; 
third, those of the tie plates, lacing bars, and batten plates, 
which unite the main shapes of the members or hold them in 
line; fourth, those of other details, including plates and angles 
used at splices, in diaphragms, and at the connections of the 
lateral and transverse bracing, together with filler plates, the 
extra pin plates at the end panel points, etc; fifth, those of the 
rivet heads only, since no deduction is made for the rivet holes 
in plates and shapes which are subsequently filled by the shanks 
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of the rivets. The weights of all details in the end bearings 
are excluded in these analyses. All of the bridges had the 
ordinary type of open floor, except one which had a trough floor. 


ANALYSIS OF WEIGHT OF TRUSSES AND BRACING. 


The values given are percentages. 
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The table shows that there is but little difference between 
the results for through and pony trusses. The main connect- 
ing plates are relatively heavier since their thicknesses were the 
same as those of some of the heavier through trusses with 
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longer spans. The advantage of deck spans is evident on com- 
paring the percentages in line 3 with those in lines 1, 2, and 4. 
Lines 6 and 7 indicate the effect of using multiple intersection 
trusses with more numerous web members of small section and 
with shorter panels. The through quadruple Warren truss span 
with 9 panels has a length and live loading intermediate be- 
tween two 6-panel through Pratt truss spans. The weight of 
trusses and bracing for the lattice truss is 93 500 pounds, and 
for the two Pratt trusses is 70000 and 80600 pounds respec- 
tively. The weights of the entire spans, including single tracks 
of practically equal weight per foot, are 327 700, 269 700, and 
295 100 pounds respectively. It must be remembered, however, 
that the shorter panels of the lattice trusses permit the use of a 
much shallower floor system than that in the Pratt truss spans. 
Lines I1, 12, and 13 indicate some effect of the personal equa- 


tion in designers. 


The highest percentages for main connecting plates occur in 
pony trusses, Whipple trusses, and in double-track bridges. In 
two cases where single- and double-track bridges have the same 
span and live loading, and are included in the same set of stand- 
ards, the total weight of the connecting plates for the double- 
track bridges is about three times that for the single-track 
bridges. Web members composed of two pairs of angles 
require smaller widths of connecting plates than those con- 
sisting of laced channels. The lowest percentage occurs 
in a deck Warren truss in which there are no sub-vertical 


suspenders. 


The highest percentage for tie plates and lacing occurs in a 
bridge in which these details are employed in every member of 
the trusses and upper laterals. The next in order are the 
multiple intersection trusses. The lowest percentage occurs in 
a deck Warren truss without suspenders. 
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The highest percentage for other details occurs in single- 
track bridges having heavy diaphragms in the verticals opposite 
the floor-beam connections. The use of filler plates between 
some members and the connecting plates also tends to increase 
the percentage for this group of details. The lowest percentage 
is in a pony truss which has no upper lateral system. Since 
the connections of the lateral and transverse bracing are in- 
cluded in this division of the weight, the character of such brac- 
ing as well as its entire absence will materially modify the per- 
centage for these minor details. It should be added, however, 
that another pony truss stands third in the list of 23 bridges with 
a percentage of 9.9. 


The highest percentage for the weight of rivet heads occurs 
in a Pratt truss span, 100 feet long, in which every vertical con- 
sists of a pair of angles united by a web plate, and the upper 
chord is built up of plates and angles, and with a cover plate. 
The lowest percentage occurs in a Pratt truss span 120 feet 
long in which all the members have tie plates and lacing, and 
the upper chord consists of two channels laced on both top 
and bottom. 


It is also desirable to compare the final weights of different 
classes of main truss members, including their details, with their 
theoretic weights, which are obtained by considering only the 
main shapes composing the members, and assuming their 
lengths to be the distances between the corresponding panel 
points. The ratio of the final to the theoretic weight is found 
to vary as follows: For intermediate posts and suspenders, 
from 1.61 to 1.03; for diagonals and lower chords, from 1.45 
to 1.03; for upper chords and end posts, from 1.49 to 1.07; and 
for all truss members, from 1.34 to 1.10. The corresponding 
average ratios are 1.25, .1.20, 1.21,.and 1.21, . These) avetages 
are found more uniform than those for pin-connected trusses. 
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An indication of the extreme differences in ratio for a given 
bridge may be observed from the following values for the classes 
of members arranged in order as given above: 1.61, 1.45, 1.09, 
and 1.34; 1.03, 1.23, 1.49, and 1.29. The following two examples. 
show the least variation: 1.2%, 1:21, 1.25,-and: 1:23; 1.27, 1.20, 
1.25, and 1.27. The value of such ratios in designing trusses 
and details is explained in Art. Io1. 


In the 23 bridges, whose analyses for trusses and details are 
considered in this article, the entire weights of the spans, ex- 
clusive of end bearings, are distributed as follows: trusses and 
bracing, 68.2 to 40.7 percent ; steel floor system, 41.7 to 0.0 per- 
cent; and track, 32.6 to 13.6 percent; the corresponding aver- 
ages being 52.85, 24.74, and 22.41 percent. The largest per- 
centage for the steel floor system is in a double-track bridge 
with a trough floor, while one of the deck spans had no floor 
system, the ties being supported directly by the upper chords of 
the trusses. If these two cases are excluded, the weight of the 
steel floor system, all of the ordinary open type, varies from 
33.7 to 18.2 percent. The three remaining values below 22.0 
percent occur in bridges with very short panels and multiple 
intersection trusses. 


It is to be remembered that, if the same specifications and the 
same regard for ultimate economy in construction and main- 
tenance had been used in the design of these 23 bridges, the 
variation in the results would be considerably reduced. 
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The selected articles included in the following references to 
engineering periodicals contain descriptions and illustrations of 
the details of modern riveted railroad bridges and of some 


standard designs. 
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Bridge Work on the Kansas City, Pittsburg, & Gulf Railroad. 
Eng. News, v. 40, p. 114, Aug. 25, 18098. 

Maiden Lane Bridge of the New York Central and Hudson 
River Railroad, Albany, N. Y. Eng. Rec., v. 40, p. 498, Oct. 
28, 1899. ; 

Standard Bridge Plans of the Northern Pacific Railway. By 
RaLtpH Mopyjeski. Eng. News, v. 45, p. 60, Jan. 24, 1901; 
Eng. (Rec. ¥.0435 p 2750 ea 23,.cb00r, 

American Bridges in Mexico. Eng. Rec., v. 44, p. 196, 
Aug. 31, 1901. 

Erection of the Northwest Miramichi Bridge, Newcastle, N.B.; 
Intercolonial Railway. By H. D. Busu. Trans. Can. Soc. C. E., 
190355 Vil Zopocta: 

Floor Beam and Lateral Street Connections to Riveted 
Trusses. Eng. Rec., v.-40,-p:/ 416, Apr. 2; 1004: 

One Hundred-foot Pony-truss Single-track Through Span 
with Shallow Floor. Eng. Rec., v. 49, p. 427, Apr. 2, 1904. 

Fraser River Bridge, British Columbia. Eng. Rec., v. 49, 
p. 582, May 7, 1904. 

Standard Bridges on the Harriman Lines. R. R. Gaz., v. 30, 
pp. 88, 130, 162, 188, and 200, July 28, Aug. 11, 18, 25, and 
Sept: 1, 1005: 

Through-truss Short-span Double-track Bridge; New York, 
New Haven, & Hartford Railroad. Eng. Rec., v. 52, p. 464, 
Oct. 211905, 

End Panel Construction of a Skew Bridge; New York, Chi- 
cago, & St. Louis Railroad. Eng. Rec., v. 53, p. 481, Apr. 14, 
1906. 

New Belt Railway at Kansas City. Eng. News, v. 58, p. 518, 
NGVsrh4. Too? 
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McKees Rocks Bridge; Pittsburgh & Lake Erie Railroad. 
Eng. Rec., v. 58, p. 246, Aug. 29, 1908. 


Replacing the Clyde River Bridge of the West Shore Rail- 
road. Eng. Rec., v. 58, p. 463, Oct. 24, 1908. 


New Bridge crossing the Mississippi at Clinton, Ia.; Chicago 
& Northwestern Railway. By F.H.Bainsripce. Eng. News, 
We O%, p./03,) Jan. 2%, “EQOO. 


_ Central of New Jersey Bridge Renewal at Bethlehem. Ry. 
Age Gaz., v. 46, p. 251, Feb. 5, 1909. 

Long-span Riveted-truss French River Bridge; Canadian 
Pacific Railway. Eng. Rec., v. 60, p. 245, Aug. 28, 1909; Eng. 
News, v. 60, p. 85, July 23, 1908; Trans. Can. Soc. C. E., 1908, 
Wi22, Pp. 204, 

Reconstruction of the Steubenville Bridge; Pittsburgh, Cin- 
cinnati, Chicago, & St. Louis Railway. Eng. Rec., v. 62, p. 596, 
Nov. 26, 1910. 

Construction and Reconstruction of the Coteau Bridge; 
Grand Trunk Railway. Eng. Rec., v. 62, p. 628, Dec. 3, 1910. 

Renewal of the Kentucky River High Bridge, Cincinnati, 
New Orleans, & Texas Pacific Railroad. By H. H. STarr. 
Eng. News, v. 65, p. 518, Apr. 27, 1911; Eng. Rec., v. 62, 
p- 774, Dec. 31, 1910. 
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Baltimore truss, 12, 205, 376, 397 
Batten plate, 294 
Beam bridges, 2, 136, 138, 321 
Beams, rolled, 3, 321 
floor, 128, 200, 249, 312, 337 

Bearings, 104, 118, 224 
Bed plates, 104 
Bending, 58 
Bent, 86 c 
Bids, 36 
Bolsters, 186 
Bonds, 39 
Bottom chords, 207, 263, 357 
Bowstring truss, 13 
Bracing, lateral, 212, 371 

portal, 213, 373 

sway, 213 

transverse, 278 
Braking trains, 277 
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shops, 49 

Britannia bridge, 4 
Buckle plates, 59, 134, 316 
Burr truss, 6 


Camber, 190, 301 
Castings, 52, 56 
Cast-iron beams, 2 
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Channels, 210, 269, 303 
Choice of bridge, 26 
Chords, 5, 30 

lower, 207, 263, 357 

upper, 209, 379; 395 
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Concrete floors, 315 
Contracts, 34-39 
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Cost, minimum, 25, 35, 348 
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ties, 205, 261 
Cover plates, 164, 177 
Cranes, 55, 86 
Cross bracing, 371 
Cross-ties, 130, 240 
Curving shapes, 58 
Cutting, 57 


Data of designing, 23 
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Dead load, highway bridge, 323, 329, 338 


railroad bridge, 305 
Deck bridges, 26, 116, 141, 198 
plate girders, 116 
Deflections, 31, 302 
Depth, economic, 29, 190 
of plate girder, 147, 190 
of truss, 27, 29 
Derrick, 78, 82 
Design, highway bridge, 310-375 
pin bridge, 235-309 
plate girder, 146-194. 
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Diagonals, 205, 213, 260 
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Draftsmen, 40 

Drawings, rules for, 40, 43, IOI 
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Floor beams, 128, 200, 249, 337, 341, 
355» 394 
timbers, 239 
Floors, 33, 135, 148, 199, 312 
open, 196 
solid, 132, 134, 199 
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Gantry cranes, 55 
traveler, 86 E 
General plans, 306 
Girder bridges, 1 
Girders, lattice, 4, 322 
plate, 104-194 
Guard rails, 239 


Handbooks, 87 

High truss, 331 

Highway bridges, 92, 144, 310-375 
Hinge bolster, 185 

History, 1-22 

Howe truss, 8, 14 

Hydraulic riveter, 64 


Impact, 147 

Inclined end post, 271, 359 

Inertia, moment of, 269, 365 

Inspection, 66, 67, 70 

Inspectors, 50, 70 

Intermediate bracings, 278, 372 
posts, 203, 258 


Joint connections, 14, 16, 364 
plates, 281, 294 


King post truss, 5 


Lacing, 294 
Lateral bracing, 115, 178, 212, 274, 371 
Lattice girder, 4, 322 
truss, 7 
Latticing, 290 
Lettings, 37 
Life of bridges, 15 
Literature, general, 7, 14, 16, 18-22, 308 
handbooks, 87 
highway bridges, 374 
pin bridges, 228, 309 
plate girders, 141 
riveted bridges, 407 
solid floors, 134, 137 
specifications, 91 
Live loads, 92, 94, 235 
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Locomotive crane, 86 
loads, 94, 95 
Lower chords, 207, 263, 357 
laterals, 178, 372 


Machine shops, 49, 55 

Marking, 45 

Materials of bridges, 14, 51, 55 
inspection, 53, 62 
tests, 70 

Medium steel, 15, 52 

Mill buildings, 22 

Moment of inertia, 269, 365 


Office practice, 39-43 
Operating department, 49 
Organization of bridge shop, 48 


Painting, 32, 71 
Palmer truss, 7 
Panel proportions, 30 
system, 6 
Parker truss, 13, 196, 376 
Patterns, 54 
Pedestals, 118, 122, 297, 335 
Pennsylvania truss, 13, 206, 376 
Piers, number of, 24 
Pin bridges, 374 
connections, 17, 18, 32 
plate diagram, 99 
plates, 99, 281 
Pins, center line of, 334 
design of, 264, 270, 284, 359 
Pitch of rivets, 167, 250 
Planer, 67 
Plate-girder bridges, 3, 138, 104-194 
floors, 137 
Plates, pin, 281, 348 
splice, 156, 159, 299 
tie, 294 
Pony truss, 324 
Portal bracing, 215, 221, 271, 278, 372 
Portals, 223, 273, 361 
Posts, end, 209, 270, 359 
intermediate, 203, 258, 395 
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Pratt truss, 8, 14, 195, 376, 380, 39% 
Proposals, 35 
Punching, 55, 60 


Railroad bridges, 15, 94, 235, 376 
pin, 195-234 
plate girders, 146-190 
riveted, 371-409 
Railroads, elevated, 379 
Reaming, 63, 69 
Reinforced concrete floors, 140, 317 
Rivet holes, 63 
pitch, 97, 108, 167, 244, 250 
proportions, 96 
Riveted bridges, 18, 376-408 
connections, 17, 18, 32, 390, 392 
Riveting machines, 64 
Rockers, 227 
Roller nests, 228 
Rollers, 120, 226, 296 
Roof trusses, 21 
Rules for drawings, 43, I1O0t 
marking, 45 


Shapes, 87, 298 
Shear machines, 57 
Shearing stresses, 150, 153 
Shipping bills, 45, 71 
Shoes, 123, 185 
Shop accounts, 47, 49 
drawings, 43 
practice, 48-70 
Simple trusses, 1, 13 
Solid floors, 132, 134, 135, 199, 315 
Spans, length, 27 
number, 24 
Specifications, 22 A, 31, 34, 35, 52, 88, 
235, 311 
Splice plates, 112, 156, 159, 299 
Standards, 87-103, 117 
drawings, 40, 43, IOI, I9I 
loads, 146 
plans, 192, 308 
steel, 35 0h ih2 
Stiffeners, 60, 111, 160 


INDEX 


Stiff lower chord, 287, 306 

Stiffness of bridge, 31 

Stresses, plate girder, 165 

trusses, 257, 353 

Stress sheet, 40, 353 

Stringers, 129, 196, 352, 394. 

Structural details, 22 

Support bearings, 184, 296 
Suspenders, 206, 215, 260 

” Sway bracing, 278 


Tables and standards, 87-103 
Templets, 54 
Tension members, 260, 263, 357 
Tests, 277, 293 
Through bridges, 26, 144, 196, 235, 352 
Tie plates, 294 
Top chords, 209, 328, 370 
Tracing, 41 
Track stringers, 241 
Train loads, 92, 94 
Transverse bracing, 115, 184, 334 
Travelers, 78, 86 E 
Traveling crane, 53, 62 
Trestle bridges, 21 
Trolley bridges, 93, 310 
Trusses, Baltimore, 12, 205, 376 
bowstring, 13, 311 
Burr, 6 
economic depth, 29, 190 
evolution of, 5-14 
Howe, 8, 14 
Parker, 196, 376 
Pennsylvania, 13, 206, 376 
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Trusses, pony, 329, 356 
Pratt, 8, 14, 195, 357, 376 
Warren, 4, 12, 195, 377 
Whipple, II, 14, 378 

Tubular bridge, 4 

Types of trusses, 5, 376 


Unit stresses, 236, 237 

Upper chords, 209, 269 
flanges, 108, 155 
laterals, 372 

Upsetting, 59 


Vertical posts, 203, 258, 363 
shears, 158 
ties, 215, 260 
Victoria bridge, 4, 232 


Warren truss, 4, 12, 195, 377; 379 
Web of floor beam, 252 
of plate girder, 150 
plates, 106 
splices, 112, 150 
stiffeners, III 
Weight estimates, 187, 247, 255, 303, 
338, 403 
Whipple truss, 11, 14 
Width of bridge, 27 
Wind on posts, 203, .258, 361 
stresses, 178 
Wooden bridges, 2, 6, 16 
floor, 148, 239 
Working drawings, 40, 43, Io 
Wrought iron, 15 
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Sharpe's Art of Subsisting Armies in War.. ....18mo, mor. 


* Taylor’s Speed and Power of Ships. 2 vols, pore Bros ‘plates oblong 4to, 
* Tupes and Poole’s Manual of Bayonet Exercises and Musketry Fencing. 
24mo, leather, 


TAVVEAY CraSeMALbAT Vall: KDIOSI VES oe oo uctara) et te SET OLS cee eet 8vo, 

* Woodhull’s Military Hygiene for Officers of the Line......... Large 12mo, 
ASSAYING. 

Betts’s Lead Refining by, Blectrolisis. ca... e120 ciielscis 2. a os wile 6 bre de 8vo, 

*Butler’s Handbook of Blowpipe Analysis............. 0.00000 eee aee 16mo, 


Fletcher’s Practical Instructions in Quantitative Assaying with the Blowpipe. 
16mo, mor. 


Furman and Pardoe’s Manual of Practical Assaying................... 8vo, 
Lodge’s Notes on Assaying and Metallurgical Laboratory Experiments..8vo, 
Lows Lechnical Methodsiot OrerAnalysiSe.e. 7020 -< 2s « cmiasie see ees cie oe 8vo, 
Widler:s: Cyanide Process. sachs nin serie a sinleuete res atone alels uve ake eliere siglo eo\ereve 12mo, 
WIAHIALOE ACSA VELOCE hetesie ees S ads eletolere Gatine sistete tens toner aletens 12mo, 
Minet’s Production of Aluminum and its Industrial Use. hoe: aes 
Ricketts and Miller’s Notes on Assaying.. rink A SVC, 
Robine and Lenglen’s Cyanide Industry. be Clece. Sis MASE Phos cuceent crear ess 8vc, 
* Seamon’s Manual for Assayers and Chemists............... Large 12mo, 
Ulke’s Modern Electrolytic oe OS SOREN ER Waridarttiamtel exch ts apes 8vo, 
Wilson’s Chlorination Process. . ath bats CERCA ta ROR RES ERG Ch nicerioe Ie senkon 
Gandia bE FOCESSESI me riay tates ieee ides agers) olomeleierel Disieret ah elec ehsse-tiasacer8 12mo, 
ASTRONOMY. 
Comstock’s Field Astronomy for Engineefs...........0-+ 022000 +0+0++++8V0, 
(COSTE yeaah anol i #Pycseupey gpePCLpEROMGED CRSA ENON IEE MIMO COME EO RO LCR DEER eo 4to, 
Crandall’s Text-book on Geodesy and Least oes Uhgfateotet te cohaaiay abtan(aile tree 8vo, 
Doolittle’s Treatise on Practica] Astronomy............00 200s ee eeeees BVO, 
Hayford’s Text-book of Geodetic Astronomy. eM n teterelclolaterrs: entvens cneke ats 8vo, 
Hosmer’s Azimuth.. ree Ma raisip ine tiecrts pti rere: LOMO, tor 
* Text-book on Practical Ratronomy. BARS SCRA R REN: teecncLorvisyatvit hese cents 8vo, 
Merriman’s Elements of Precise Surveying and Geodesy........... o- -8VO, 
* Michie and Harlow’s Practical Astronomy.....---.+seeeeeeaee Aegina N04 
Rust’s Ex-meridian Altitude, Azimuth and Star-Finding Tables.......8vo, 
* White’s Elements of Theoretical and Descriptive Astronomy........ 12mo, 
CHEMISTRY. 

* Abderhalden’s Physiological Chemistry in Thirty Lectures. (Hall and 
ID Aaw Saale) eee Nolet Alon cle Dea nnCHOan Panic NOT Cre] SIE. CHC ICR Carrhae 8vo, 

* Abegg’s Theory of Electrolytic Dissociation. (von Ende.),..... .12mo, 


Alexeyeft's General Principles of Organic Syntheses. (Matthews.). ce Bae. 
Allen’s Tables for Iron AnalySis........: screener eeeeeerreerereenns 
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Armsby’s Principles of Animal Nutrition............5.+0++0e005 oo se RSVvoy O4 

Arnold’s Compendium of Chemistry. (Mandel.).. = .Large 12mo, 3 

Association of State and National Food and Dairy: Departments, Hartford 
Meeting, 1906.. nd Vir a ewe Miche ieee Ser. 8vo, 3 

Jamestown Meeting, 1907.. ole'onieta-ciala eeareatahelaver ale Pbvatovel Wel orate coneee PIM eNO O mane 
Austen's Notes-for’\Chemical Students.icit.05 <2 00.0 e-t-2cs sedan eu 12mo sl 
Bernadou’s Smokeless Powder.—Nitro-cellulose,.and Theory of the Cellulose 

Mole ake: Miss siciay va ibys tanteslahee Aine aN Ae ane ouneo teh or toe a ae 12mo,; © 2 
* Biltz’s Introduction to Inorganic Chemistry. (Hall and Phelan.)...12mo, 1 
Laboratory Methods of Inorganic Chemistry. (Hall and Blanchard.) 
8vo, 3 
* Bingham and White’s Laboratory Manual. of Inorganic Chemistry..12mo. 1 
* Blanchard’s Synthetic Inorganic Chemistry. . : Pita ~L2mor 1 
* Bottler’s German and American Varnish Malian. Gatien it Vie 12mo, 3 
Browne’s Handbook of Sugar Analysis. (In Press.) 
* Browning’s Introduction to the Rarer Elements................+..++..-8V0, 1 
* Butler’s Handbook of Blowpipe Analysis.............0+00eeeeees 16mo, 0O 
* Claassen’s Beet-sugar Manufacture. (Hall and Rolfe.).. -8vo, 3 
Classen’s Quantitative Chemical maces ig eet Boltwood. , 8vo, 3 
Cohn’s Indicators and Test-papers. . vidtsl et ae oh CANE DOW ope one b Rhate 12m, . 2 
STestScartdls Reaeenrt Saiki is ee ek ioe tae eee Ree aes 8vo, 3 
Cohnheim’s Functions of Enzymes and Ferments. (In Press.) 
* Danneel's Electrochemistry. (Merriam.). cevesadacccuscotrce ene te MeO, I 
Dannerth’s Methods of Textile: Chemistry....c os cce)e essa etececeie cam stele wale 12mo, 2 
Duhem’s Thermodynamics-and Chemistry. (Burgess.)...............-8vo, 4 
Effront’s Enzymes and their Applications. (Prescott.)............... 8vo, 3 
Bicsisr’s Modern High Explosives: i.% arsasawagree ote 4.4 aks i adaia'e be es 0 eye ears 8vo, 4 
* Ekeley’s Laboratory Manual of Inorganic Chemistry............- 12mo, 1 
eS EEO ay eA Oe(6 (eal: Mariah SEAN RRC OGIO ROME Me Aes Grams aT on 8vo, 2 
* PHYSIOLOLY. OL AMMEN TA tiOM els ce\urs ce releues cheers aleve eislesir ese. 3 Large 12mo, 2 
Fletcher’s Practical Instructions in Quantitative Assaying with the Blowpipe. 
16mo, mor. 1 
Fowler's Sewage Works Analyses. . 3 Ms bs 0c(o mn) 
Fresenius’s Manual of Qualitative Chemical g epee Oy Ravens Ye erie had 8vo, 5 
Manual of Qualitative Chemical Analysis. Part I. Descriptive. (Wells.)8vo, 3 
Quantitative Chemical Analysis. (Cohn.) 2 vols............... 8ve, 12 
When Sold Separately, Vol. I, $6. Vol. II, $8. 
Fuertes’s Water and Public Health....... Agdefntta, wonkeaaatate See atarecares¥ 12mo, 1 
Furman and Pardoe’s Manual of Practical ihe Arron Mi ais Be 8vo, 3 
* Getman’s Exercises in Physical Chemistry. . sia Ra ate: itn 3 oa RY core ae eR 
Gill's Gas and Fuel Analysis for Engineers. . siaivakaagavab une oy cesebe TELOM En 
Gooch’s Summary of Methods in Chemical hadtcaiee er Press.) 
* Gooch and Browning’s Outlines of Qualitative Chemical Analysis. 
Large 12mo, 1 
Grotenfelt’s Principles of Modern Dairy Practice. (Woll.)...........12mo,° 2 
Groth’s Introduction to Chemical Crystallography (Marshall), ........ as 1 
* Hammarsten’s Text-book of Physiological Chemistry. (Mandel.).....8vo, 4 
Hanausek’s Microscopy of Technical Products. Bs coe are Szesheries tetas 8vo, 5 
* Haskins and Macleod’s Organic Chemistry.... 2 
* Herrick’s Denatured or Industrial Alcohol.... 4 
Hinds’s Inorganic Chemistry. . zn 3 

* Laboratory Manual for Students. neers 1 

* Holleman’s Laboratory Manual of Organie Chemistry fea Beginners. 
(Walker.).. aes aa aceon ZnO. 

Text-book of neneanicl Chemistry. ” (Cooper: 7 Beene 

Text-book of Organic Chemistry. (Walker and Mott. rte .. 8VO,. 2 
* (Ekeley) Laboratory Manual to Accompany Holleman’s "teres book of* 

Inorganic Chemistry: .. tacts stem susiicd veisss pnuretositlciktaiern misrenereree 12mow 7 
Holley’s Analysis of Paint and Varnish Products. (In Press.) 

* Mead andi Zine Wigments ns icncu ss clnane mercies ncencre nth tenants Large 12mo, 3 
Hopkins's:Oil-chemists’ Handbooks. Avion Gateutaen ti att serch stein aie ween 8vo , 3 
Jackson’s Directions for Laboratory Work in Physiological Chemistry..8vo, 1 
Johnson’s Rapid Methods for the Chemical Analysis of Special Steels, Steel- 

making Alloys andi\Graphite.s Ansa ouseane cous Sanne Large 12mo, 3 
Landauer’s Spectrum Analysis, (Tingle)i........0.0ccxsus uve cue (sSVvo; 8 
Lassar-Cohn’s Application of Some General Reactions to Investigations in 

Organic Chemistry. (Tingle.)..:....... Livan Wine eer ae RAS ely CART 2 ull! 
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Leach’s Inspection and Analysis of Food with Sa Reference to State’ 


Control... He ED 8vo 
Léb’s Electrochemistry of Ofganic’ Cocipounae: (Lorenz. sie aianatbiates ea ras 80, 
Lodge’s Notes on Assaying and Wee oe Leborstory Experiments..8vo, 
Low’s Technical Method of Ore Analysis. . Sista graile So Biecaster cue folate orate ct Svo. 
Rowers Pat ror Steel Structures: eet: ano. cosa eke cee wn 12mo, 
Lunge’s Techno-chemical Analysis. (Cohn.).. é cvethieip melt, 
* McKay and Larsen’s Principles and Practice of Butter emaling anbarnets 8vo, 
Maire’s Modern Pigments and their Vehicles.......-......c0ccee-- 12mo, 
Mandel’s Handbook for Bio-chemical Laboratory. . ae .12mo,. 


* Martin’s Laboratory Guide to Qualitative Analysis ‘with’ ‘the iow oie 


12mo, - 


Mason’s Examination of Water. (Chemical and Bacteriological. Jnr sy: L2MO, 


Rn 


popcesypeccs tates 
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Water-supply. (Considered Principally from a Sanitary Standpoint.) } 


‘8yo,.. 
* Mathewson’s First Principles of Chemical Theory.. ee Sor 
Matthews’s Laboratory Manual of Dyeing and Textile Chemistey.. ih tana 8vo, 
extilewmibres, ) 2 Bdition.Rewrittens...0- ses cece cen ole 8vo, 
* Meyer’s Determination of Radicles in Carbon Compounds. (Tingle. ) 
AG Reba ual DG EGE TCS ave Recep ae wel ,ct HEROES WAN CRE CHER Se ae .12mo, 
MirMeta SINS VATS IEOCESS snimisiess tere, Oreekefalate: “yee creer scaraysiatens. aheid aes A neces 12mo, 


: 12m<« 
Minet’s Production of Aluminum and its Industrial Use. (Waldo.)...12mo, 
* Mittelstaedt’s Technical Calculations for aye Works. Sea } 12mo, 


Mixter’s Elementary Text-book of Chemistry. . Pevaiahs iolacteh vetoes .12mo, 
Morgan’s Elements of Physical Chemistry. . Raa N Oe. oo cvotelerovers Pisa 

* Physical Chemistry for Electrical Baeineees! 3 VADER SOO CUE Ie 12mo, 
* Moore’s Experiments in Organic Chemistry...............0.0000- 12mo, 

FA Onttimes or Organic-Gnemistry r,s, seers nls cin selec.oe eae « eleva helweaed 12mo, 
Morse’s Calculations used in Cane-sugar Factories...............16mo, mor. 
* Muir’s History of Chemical Theories and Laws..............00.000- 8vo, 


Mulliken’s General Method for the Identification of Pure Organic Compounds. 
Vol. I. Compounds of Carbon with Hydrogen and Oxygen. Large 8vo, 
Vol. II. Nitrogenous Compounds. (In Preparation.) 


Vol. iL. “fhe Commercial Dyestutisns oc, .c..ccclee a eae a oe Large 8vo, 
* Nelson’s Analysis of Drugs and Medicines... ...........0.200000- 12mo; 
Ostwald’s Conversations on Chemistry. Part One. (Ramsey.)..... _ L2mmo, 
fe Oe ue Part Two. (Turnbull.).:... 12mo, 
* Introduction to Chemistry. (Hall and Williams.)...... Large 12mo, 
Owen and Standage’s Dyeing and Cleaning of Textile Fabrics.......... 12mo, 
* Palmer’s Practical Test Book of Chemistry. . eRe ec Ces eatoy, 


* Pauli’s Physical Chemistry in the Service of Medicine.  (Bischer). .12mo, 
Penfield’s Tables of Minerals, Including the Use of Minerals and Statistics 


GHeDODRESEIC sOTOGUCELOT aye hvecine sic sensosheret Ss atleye det wore ieNallay danse aning Aner 8vo, 
Pictet’s Alkaloids and their Chemical Constitution. (Biddle.)........ .8yo, 
Poole’s Calorific Power of Fuels.. ‘ MGUY Coe araOn Cee 8vo, 
Prescott and Winslow’s Elements ‘of Water Bacteriology, with og Refer- 
ence to Sanitary Water Analysis.. Piccrateh errata vans be .12mo, 
* Reisig’s Guide to Piece-Dyeing.. é .8Vv0;\, 
Richards and Woodman’s Air, Water, ‘and “Food from a  Satitary ‘Stand. 
OMEN a ernest eueae he Sits oNy certs ost) sgnissicena ol siared= Leite ninperaieulsvedegns 8vo. 
Ricketts and Miller’s Notes on Assaying.. SERN Eis ure niet ache od ee ENE 
Rideal’s Disinfection and the Preservation of Food.. Menelaisdees sig)eis waste Oo VOR 
Riggs’s Elementary Manual for the Chemical Laboratiry, Snel eee ce OS 
Robine and Lenglen’s Cyanide Industry. (Le Clerc.)................ 8vo, 
Ruddiman’g Incompatibilities in Peceeer ene ss Nene hae etalon brettscele ay Sher a4 8vo, 
Waysin PRArMAaCy. oc. sece canes Mga t's ‘acl as (ake (eis beeTIO} 
* Ruer’s Elements of Metallography. ' (Mathewson. te BEA hvtistcatere yauessietele 8vo, 
Sabin’s Industrial and Artistic Technology of Paint and Varnish. ......8vo, 
Salkowski’s Physiological and Pathological Chemistry. (Orndorff.)..... 8yo, 
* Schimpf’s Essentials of Volumetric Analysis...........++.: Large 12mo, 
Manual of Volumetric Analysis. (Fifth Edition, Rewritten).....8vo, 
* Qualitative Chemical Analysis........-... sce eeeeree rere reece 8vo, 
* Seamon’s Manual for Assayers and Chemists............... Large 12mo, 
Smith’s Lecture Notes on Chemistry for Dental Students............. 8vo, 
Spencer’s Handbook for Cane Sugar Manufacturers..........+65+ .16mo, mor. 
Handbook for Chemists of Beet-sugar Houses.. aces .16mo, mor. 
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Stockbridge's: Rocks and ‘Soils. ice oy: oc ries nie o eicsele Poet OG.o FB 22 OVO% 
Stone's Practical Testing of Gas and Gas ‘Meters... A he Baggs Ore pelea ake ashe 8vo, 
* Tillman's Descriptive General Chemistry. . RIO Oe OOM IOS BG NGOs 

* Elementary Lessons in Heat.......0.sccerrrecctcvercccesens 8vo, 
Treadwell’s Qualitative Analysis. (Hall))o. 0, 0. penne woes oo ieee > - 8vo, 

Quantitative Amalysisys «(ELA rez yercconstemmis'e ta cletatelen te ieuens lee eure as 8vo, 
Turneaure and Russeli’s Public Water-supples.............5++++++++++-8V0, 


Van Deventer’s Physical Chemistry for Beginners. (Boltwood.).....12mo, 
Venable’s Methods and Devices for Bacterial Treatment of Sewage.....8vo, 
Ward and Whipple's Freshwater Biology. (In Press.) 


Ware’ s Beet- “sugar Manufacture and Refining. Vol. I.. Litas losis Ree oVOs 

oe Vol. if. accents 
Washington’s Manual of the Chemical Analysis of Raskin Andante uctaereoROe 
PF Weavet's Military, Ex OlOSiVeSs +: acieerseickeistetalcreraiai'el sins caioatal istatarolelaieieen 8vo, 


Wells’s Laboratory Guide in Qualitative Chemical Analysis............8vo, 
Short Course in Inorganic Qualitative Chemical Analysis for Engineering 


od cnt Fort <: Se ee M  ecrere i oa CER PE escapee MPN Rey are In 12mo, 
Text-book of Chemical! Arithmetic...) i .0 vi e002 06 oes ese e+ oes s somo; 
Whipple’s Microscopy of Drinking-water.........6.-.00. 20 eee eee eee ees BVO, 
Wilson's Chlorination Process..........0000000+00 ON Auda e ae ae ieee 12mo, 
Cyanide: Processes. ta-einie cls miays 2 siene alors SGGie et lavetohenaeed cuetaaaeaitee pans 12mo, 
Winton’s Microscopy of Vegetable Foods..........--+.--+eeeeeceeere 8vo, 


Zsigmondy's Colleids and the Ultramicroscope. (Alexander.).. Large 12mo, 
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BRIDGES AND ROOFS. HYDRAULICS. MATERIALS OF ENGINEER- 


ING. RAILWAY ENGINEERING. 


* American Civil Engineers’ Pocket Book. (Mansfield Merriman, Editor- 


INsOHieE: yes cea: vera eun aise ged wee berate s ue feeeetae neater oceans 16mo, mor. 

Baker's Engineers’ Surveying Instruments... dare -12mo, 
Bixby’s Graphical Computing Table. . Ate Paper’ 194 x 244 inches. 
Breed and Hosmer's Principles and Practice of Surveying. Vol. I. Elemen- 
Cary SUrveyin genes Sisk Glee states crlesaplerecahaiatss pe neeerafaye suet arte ates 8vo, 

Vol. Il. Higher Surveying.. Nelo ONO 

* Burr’s Ancient and Modern Engineering had the {cthan Canal barersiers 8vo, 
Comstock's Field Astronomy for Engineers... . Boe apes eee .8vo, 
* Corthell’s Allowable Pressure on Deep Rommaations a aE eb | han 3 an 
Crandall’s Text-book on Geodesy and Least Squares................-. 8vo, 
Davis's Blevation: and Stadia lables yin on 2.4 css ate ceusterece olele seetereiete reir 8vo, 
*'Hckel’s Building Stonesvand, Claycn. 1s alae on iene iecraperere oie eevee 8vo, 
Elliott’s Engineering for Land Drainage. . aia /R oe ay asa ater aaiertay eae noe 
* Fiebeger’s Treatise on Civil Enginesring.. nie Siate, Vide see OL 
Flemer’s Phototopographic Methods and Tastcunentas PACE LON 
Folwell’s Sewerage. (Designing and Maintenance.).. voli: aarieuetaKed Uearare es COls 
Freitag's Architectural Engineering, oc. ccciecs coes oe > vis ciiniens cis eae Sa OE 
Rreneh and: (ves s-9 téreo tot visa. 2 sess niegein sein ci anentertieion eon. 8vo, 
* Hauch and Rice’s Tables of Quantities for Preliminary Estimates...12mo, 
Hayford’s Text-book of Geodetic Astronomy..............0ceeeeeeees 8vo, 
Hering’s Ready Reference Tables (Conversion Factors.) .......... 16mo, mor. 
Hosmer's Azimuth.. ; aalaleianetils lalers/a stale sie che OMIOUIMOLS 
* Text-book on ‘Practical Astronomy SER a an SSCS ae toe 8vo, 
Howe's Retaining Walls for Barthes cuits picsiaaemneme Mainiemr sere wpa 12mo, 
* Tves’s Adjustments of the Engineer's Transit and Level....... 16mo, bds. 
Ives and Hilts’s Problems in Surveying, Railroad Surveying and Geod- 
OEY 5 aiid ata\lancars Wo, aNene elds ous, (ocal/altaescapailn Geers Rk en nee ee cee 16mo, mor. 

* Johnson (J.B.) and Smith's Theory and Practice of Surveying. Large 12mo, 
Johnson's (L. J.) Statics by Algebraic and Graphic Methods............. 8vo, 
* Kinnicutt, Winslow and Pratt’s Sewage Disposal.................-- 8vo, 
* Mahan's Descriptive Geometry... mais t SoerePealabeeeV On 
Merriman's Elements of Precise Gurneine: and ‘Geodesy. Gi ghee, tiopemnse eat 8vo, 
Merriman and Brooks's Handbook for Surveyors.............. 16mo, mor. 
Nugent's Plane: Surveying. 0s o/s ce.ce wi snus aeiots = vite © brersin tess creietete aienetere 8vo, 
Ogden's Sewer Construction eve ussicvviesinnecle.ssa aisle sintctobis eich ate Sera SON 
Sewer Desigtis i sss'ersie, aay o.ete1csevr tevepobatey’y eubles aereha Bure Cant aa aie hareneteten oie 12mo 
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* Ogden and Cleveland’s Practical Methods of Sewage Disposal for Resi- 


dencesi Hotels cand institutionsess 15's ssisae nen ones cede ae 
Parsonsis. Disposaliof Municipal Refuse... sc00 ness Cevatas ewmite. ’ 
Patton’s Treatise on Civil Engineering...........--.+... 8vo, half je 
Reed’s Topographical Drawing and Sketching.............:.......... Ato, 
Riemer’s Shaft-sinking under Difficult Conditions. (Corning and Peele. ).8vo. 
Siebert and Biggin’s Modern Stone-cutting and Masonry......,....... .8vo, 
Smith’s Manual of Topographical Drawing. (MecMillan.)................ 8vo, 
HopersuAdhana Vemtilationjol SUDWAYS:.0cccs velseee nee vaoee ene 12mo, 
* Tracy’s Exercises in oe CARTE ean CAS bate eteral araTe ee: ahaha eee 12mo, mor. 
Tracy’s Plane Surveying.. : Sei eatiicre secskrneiet ark OIG IO Te 
Venable’s Garbage Crematories i in Wmnerica’t Se SOF 
Methods and Devices for Bacterial areament si Sowage.. eine 8vo, 
Wait’s Engineering and Architectural Jurisprudence.. Seiten OOS 
iohcen: 

PA WROLLC ONLLTAC TSU a sen acti aehvete ane GISia aieveitee! sehr a eee RIS oe at 8vo, 
Law of Operations Preliminary to Construction in Engineering and 

BAT CINULECEUL xy tapers nicl ote onc coneds Seis ere ee Va aS we eaten 8vo, 

Sheep, 

Warren's Stereotomy—Problems in Stone-cutting.. ‘ .8vo, 


* Waterbury’s Vest-Pocket Hand-book of Mathematics for! Bacmees: 
2% X52 inches, mor. 
* Enlarged Edition; Including. Tables. ..coc00 ocs..see dull ae mor. 
Webb’s Problems in the Use and Adjustment of Engineering Instruments. 
16mo, mor. 
Wilson’s Topographic, Trigonometric and Geodetic Surveying......... 8vo, 


BRIDGES AND ROOFS. 


> Boller’s Practical Treatise on the Construction of Iron Highway Bridges..8vo, 


EMM AMES RIVED ELIGSS aapnene sate mie ceria earn Vowece oltie te) Svshanhiene Oblong paper, 
Burr and Falk’s Design and Construction of Metallic Bridges.......... &vo, 
Influence Lines for Bridge and Roof Computations................. .8vo, 
Du Bois’s Mechanics of Engineering. Vol. II...................Small 4to, 
Foster’s Treatise on Wooden Trestle tie Ss NAcRAaie ie andhet stems nist erase ator 
Fowler’s Ordinary Foundations. . 3 iva tae em ee 
Greene’s Arches in Wood, Iron, and Stone.. Oh baat ae ee On 
Bt Get CliGSOS Beyonce sees ia oh. ose oelcee eeu ©, Seeded eo LMG Otel ate be BEAENCES 8vo, 
Roof Trusses. . a8 ET RAO eo 
Grimm’s Secondary Siresteat in epridee ianceie.. ie . .8vo, 
Heller’s Stresses in Structures and the Necompanving Detowastens: .8Vvo, 
Howe’s Design of Simple Roof-trusses in Wood and Steel.. Beat tent? - .8vo, 
Symmetrical Masonry cArChes sa siaeccie siessye0 s)auere cumin sre etevess sveue}enie 8vo, 
COR PISO OTE LALO LLC Sw aren otter ee ta hee ey ver eT CN ee anicsd itd tay es Regen copes Mave 8vo, 
* Hudson’s Deflections and Statically Indeterminate Stresses .... .Small 4to 
MiP rhe indore) colonies pisrsrta tec lente carchaieusver techie sneer Grea n akan Aree siai fs 8va, 


* Jacoby’s Structural Details, or Elements of Design in Heavy Framing, 8vo, 
Johnson, Bryan and Turneaure’s Theory and Practice in the Designing of 


Modern Mramed Structaresi aie 0S fre eal s wile Waiahate Small 4to, 

* Johnson, Bryan and Turneaure’s Theory and Practice in the Designing of 

Modern Framed Structures. New Edition. Part I......... 8vo, 

METAR TL Sem Was EA UELO TU ater ahaa ahs hele) coil caciau pre ou retinas baa olcobaya comer th fine don 8vo, 
Merriman and Jacoby’s Text-book on Roofs and Bridges: 

Parties PL OETESSES ALN SITE. LN USSESHe|_.cisinorsitalel wlatshe rss: 8 e'e%6, 0) e waye 8 @ar'é 8vo, 

Pere LATCH StahlCst met oe, stelzycvace. in, 0) frais bel shaker oval Buvpe vier eaw eHale 8vo, 

ar OMS DIC em ESTON = cia spuletsrss oi steiaiel aia or cndlcteioke ncerst teste seuexagwralers 8vo, 

Part IV. Higher Structures. . Fi Se rte uae oreo auntie te cedecaie ene OMOS 


Ricker’s Design and Construction ot Riots” ‘ds Press.) 
Sondericker’s Graphic Statics, with Applications to Trusses, Beams, and 


Pee NEEY, O15 MOS Fy 8, TICE SAORI PULL OR TONLE RO CRE RRO RDRTOTONNS Rock LECCE 8vo, 

Waddell’s De Pontibus, Pocket-book for eee eo rie Rehan o 16mo, mor. 

* Specifications for Steel Bridges... watt Pe ecchoxtie weer 
HYDRAULICS. 

AMOS SULCELE Orme thaiclemecaameisaictate ola vcie%s oid lerarare jo'sysecs,ersiaye ac") s, apsle ste 8vo, 

Bazin’s Experiments upon the Contraction of the Liquid Vein pee from 

an Orifice. (Trautwine.).. tee eer Uti ait encteeteer OOF 
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Bovey’s Treatise on Hydraulics.. ae ....-8vo, $5 00 
Church’ s Diagrams of Mean Velocity of Waters in d Open channee 


Oblong 4to, paper, 1 50 
Eividira tiie MO tO1Ss ses ecroe ures oie'n\s)00lstove ia wasiaipler tateeustey mera He otersiene tae 8vo, 2 00 
. Mechanics of Fluids (Being Part IV of Hachanics of Engineering)..8vo, 3 00 
Coffin’s Graphical Solution of Hydraulic Problems............. 16mo, mor. 2 50 
Flather’s Dynamometers, and the Measurement of Power............12mo, 3 00 
Folwell's Water-supply Engineering......¢5 0. oc. . 5 senna se cee tes oes 8vo, 4 00 
Brizell’s, Water-DOwer doco oue.ays da doce oetvi's stain eles aealnee ta oaevetelts ajaceie Rote ieisieie = 8vo, 5 00 
Muertes’s.vWaterand Public: Pealthas.n cess eet rs <i me 12mo, 1 50 
Water filtration: WOrks: sci aisn cls ole wialacle oie hielo tore eiecaisie aibicn ete = 12mo, 2 50 
Ganguillet and Kutter’s General Formula for the Uniform Flow of Water in 
Rivers and Other Channels. (Hering and Trautwine.)....... 8vo, 4 00 
Hazen’s Clean Water and How to Get It... .........5-.2+0205- gla 12Zmo;> 1260) 
Filtration of Public Water-supplies. . inihavans dare te eae -8vo, 3 00 
Hazelhurst’s Towers and Tanks for Waterworks. -8vo 2 50 
Herschel's 115 Experiments on the Carrying Capacity oF Large, "Riveted: Metal 
GORGES iva clot dic. Resa etec ae etree ee eae eat ORs eae eee 8vo, 2 00 
Hoy t-and Grover’s River Discharge: sais. ners) eee site wn epee ancien a etetevotat es 8vo, 2 00 
Hubbard and Kiersted’s Water-works Management and Maintenance. 
8vo, 4 00 
* Lyndon'’s Development and Electrical Distribution of Water Power. 
8vo, 3 00 
Mason’s Water-supply. (Considered Pancipatly from a Sanitary Stand- 
POM Tae chr rcene test ahote islets haste rate roven ar reat pic tetas ers) cnet Malcited nt haat ever oye ae 8vo, 4 00 
* Merriman’s Treatise on Hydraulics. 9th Edition, Rewritten........ 8vo, 4 00 
* Molitor’s Hydraulics of Rivers, Weirs and Sluices.................4- 8vo, 2 00 
* Morrison and Brodie’s High Masonry Dam Design...............-. 8vo, 1 50 
* Richards’s Laboratory Notes on Industrial Water Analysis.......... 8vo, 50 
Schuyler’s Reservoirs for Irrigation, Water-power, and Domestic Water- 
supply. Second Edition, Revised and Enlarged....... Large 8vo, 6 00 
* Thomas and Watt's Improvement of Rivers.......c0ccnssecsceccten 4to, 6 00 
Turneaure and Russell’s Public Water-supplies. . ‘ .-8vo, 5 00 
* Wegmann’s Design and Construction of Damay 6th Ed. Renterccae ..4to, 6 00 
Water-Supply of the City of New York from 1658 to 1895 Ce a Ae 4to, 10 00 
Whipple's Value-of Pure Water... sic. cs sae ose te eer area Large 12mo, 1 00 
Williams and Hazen’s: Hydratitc, Lablesis oo. .ci ecree. cele ee iene 8vo, 1 50 
Wilson's Irrigations Hm pineerin gc. icc basa Bra ipfurs aife ontu/& Gets estuiel etal atanene Gaon CO OD 
WOOSS Tit DIMES. or wis cnceca = Ca stat rere Seetete yout ayera cana "e's Srtetredstonarsh.aie Patter ba afar set eree enone oat SemEnEEe ENED 


MATERIALS OF ENGINEERING. 


Baker's "Roadsian diPaviemetrts:isrnaeie «fares repnra oy cdc oreyay cuctevaretorst creer 8vo, 5 00 
‘Treatise on Masonry Construction.. RP ceo oN Oe -8vo, 5 00 
Black's United States Public Works.. eee Sheth Oblong 4to, 5 00 
“* Blanchard and Drowne’s Highway Papincckan. as eucented at the 
Second International Road Congress, Brussels, 1910......... 8vo, 2 00 
‘ Bleininger’s Manufacture of Hydraulic Cement. (In Preparation.) 
* Bottler’s German and American Varnish Making. (Sabin.). Seu y 12mo, 3 50 
Burr’s Elasticity and Resistance of the Materials of ee -8vo, 7 50 
Byrne's Highway Construction. . -8vo, 5 00 
Inspection of the Materials and Workmanship Himployeds in i Cometrattion. 
16mo, 3 00 
Church’s Mechanics of Engineering. . -8vo, 6 00 
Mechanics of Solids (Being Pacts. i 17 Gane of Mechanics. of eoheneens 
DAG i a iyersas vege teee Lanes, wi. croraged Suousl Suave: oS Set eR one rm 8vo, 4 50 
Du Bois's Mechanics of Engineering. 
Vol TE Kinematics, Statics. (Kanetics.. vc in. aesenetneiae Small 4to, 7 50 
Vol. II. The Stresses in Framed Structures, Strength of Materials and 
Theory of -Blexumesh ie... iicacic bale Mee eh Re Rae eee Small 4to, 10 00 
* Eckel’ Ss Btnlding- Stones: and \Clays i: \ 110. .hee to eee ae ae 8vo, 3 00 
* Cements, Limes, and Plasters 6. 5 sc usa sonics ace oe ree ee 8vo, 6 00 
Fowler’s Ordinary Foundations. asain (Oe inte fe Stara Vacsty a: gh rare ape epatletlo Norte ek preva ope tte OH ER 
.* Greene's Structural Mechanics. . ae veniam ange ny as Siete ee EN RD 
‘Holley’ s Analysis of Paint and Vacaigh Pro: tases: as. Press.) 
” Lead and Zine: Pigments! ini cicl si avain caus, ate eae rie Remar eres Large 12mo, 3 00 


* Hubbard’s Dust Preventives and Road Binders 


Carenele ean hate eine 8vo, 
Johnson’s (C. M.) Rapid Methods for the Chemical la oe of ee Steels, = 
Steel-making Alloys and Graphite... 3 : ..Large 12mo, 3 
Johnson’s (J. B.) Materials of Construction.................... Large 8vo, 6 
USCS CSS RCo AUB H oa Gis 6 hel emt LEER MI ae eee te Hee 8vo, 2 
Lanza’s Applied Mech amieseaer ct er tne ee Ue vee ts gees 7 
Lowe's Paints tor’ Steel Structures.wasssas aloe estos ecole eee. 12mo a 
Maire’s Modern Pigments and their Vehicles...................,.. ; 12m, 2 
* Martin's Text Book on Mechanics. Vol. I. Statics............. 12mo, 1 
- Viole ilewakinematics and Kinetics. ©. 20.22 8niss cee ee 12mo, 1 
7 VomebinnWechantcs on Materialens. acaso 04.0. eee einen. 12mo, 1 
Mairer simechntcal Mechanics: ]jccmescsraioe oe cicta bie sec oteia Cae: 8vo, 4 
Merriil’s Stones for Building and Decoration..............0..cccecees 8vo, 5 
Mernimans, Mechanics of Materials: s. << theceec «cacti cievc es Weis Maro VON 
PIS creo UM OLMMATERIA Sebo nauanietc car tetaete tc keiacvahate fa Setae le aNee oa 12mo, 1 
Metcalf’s Steel. A Manual for Steel-users..............0.00 siiaiehana cine > 
Morrison's Highway Pneineering. 1. iaseces sv sce tes fe aed anoles paceewe ee OVO O 
A Murdock’s Strength of MaterialSciss ett a ole, Gace ealeds tenn eleee 12mo, 2 
Pattomis Peactical Treatise. on, Pounda tions: sc cers le sekelalatels eigen ee 8vo, 5 
RicesiConetets Block Mantiractuneis pre ectetdicreeieiocnols val me ce cw ole 8vo, 2 
Richardson's Modern Asphalt Pavement. . .8vo, 3 
Richey’s Building Foreman’s Pocket Book aed Renay Relevance: 1éuac) mor. 5 
* Cement Workers’ and Plasterers’ Edition (Building Mechanics’ Ready 
Referente sSeres)\i ice cush emaitaiaan Bisse ee tialsheat ales te 16mo, mor. 1 
Handbook for Superintendents of Construction.. Je .16mo, mor. 4 
*Stone and Brick Masons’ Edition (Building s Mechanics’ Ready 
RE fever Ch SERIES) tamaciieiet sins acier salad odes stars als: ctavepavedeve 16mo, mor. 1 
* Ries’s Clays: Their Occurrence, Properties, and Uses.. ahs -8vo, 5 
* Ries and Leighton’s History of the Clay-working eaicaer a? ‘ue SUnited 
(SEALS Seated 5 SAN g SID CHEN SE Ch DIO O ELE RERL TONE Net Foe. Cae PR CNP 8vo, 2 
Sabin’s Industrial and Artistic Technology of Paint and Varaish yeas -8vo, 3 
saSinitth Ss ouren eo ehvomlVatertal sat -o-clere's) aictatleisie: ste stole oie dvanste @haheve mate 12mo, 1 
Siow S Principal mspectes7OL WiOOGse. «mais scieels eicicre eiereienstonsleietlwyelstsle le ses VOR wo: 
NIA Ld iar OP SMLLV CEAtC SEMEN tic. ace e fevers, occus auaaahs cteeael al chae relehofeloheratounretle i2mos-+ 2 
Text-bovk on ‘Roads: and. Pavements. ....hia ae e 8 cielsate sea kas 12mo, 2 
Paylor and Pbompson's Concrete Costs 5. oo. h cite en sine loee Small 8vo, 5 
* Extracts on Reinforced Concrete Design.:.............-.00--- 8vo, 2 
Treatise on Concrete, Plain and Reinforced, .............20. 0000 8vo, 5 
Thurston’s Materials of Engineering. In Three Parts.. 2 8¥0; 8 
Part I. Non-metallic Materials of Engineering aad Mciallareve OmOuee 
Part II. Iron and Steel.. ee -8vo;,, 13 
Part III. A Treatise on Brasces: ronzes: rand Olher Alloys and. their 
(Crova Chinn (ora kecynes sar eee nb CLO ee TA CaP aCSO NCU SIENO Ie OR TO CnuCe CaCI tees 8vo, 2 
Tillson’s Street Pavements and Paving Materials.................0-5 8vo, 4 
Turneaure and Maurer’s Principles of Reinforced Concrete Construction. 
Second Edition, Revised and Enlarged.............0.0...255- 8vo, 3 
Waterbury’s Cement Laboratory Manual... .... 0.00% suisse eee wens 12mo, + 1 
* Laboratory Manual for Testing Materials of Construction......12mo, 1 
Wood's (De V.) Treatise on the Resistance of Materials, and an Appendix on 
ie PHESELVatiom CL mlm Det ees a olelelbele lee olcreller els eel ails) «amres= 8vo, 2 
Wood's (M. P.) Rustless Coatings: Corrosion and Electrolysis of Iron and 
eT eGR IAC iy DRE ECROO DEOR ORIEL IC cite DOMME ROC RRC ca tC oop 8vo, 4 
RAILWAY ENGINEERING. 
Andrews’s Handbook for Street Railway Engineers.......3X5 inches, mor, 1 
Berg’s Buildings and Structures of American Ruilrosds Se releres oak eee Ato. 6 
Brooks’s Handbook of Street Railroad Location. . as i ditete LOMO ILOTs lL 
* Burt’s Railway Station Service .....-.- sees cece eee eee cnet eens 12mo, 2 
Butts’s Civil Engineer’s Field-book.. Peanuts LOIMo p THOR we 
Crandall’s Railway and Other Barthwork Tables... ear are .8vo, 1 
Crandall and Barnes’s Railroad Surveying ... ...-...sseeseeeee iene mor. 2 
* Crockett’s Methods for Earthwork Computations........+00e0ersees 8vo, 1 
Dredge’s History of the a alba Railroad. LSID) oats owe rata caathatreates Paper, 5 
Fisher’s Table of Cubic Yards.. .Cardboard, 
* Gilbert Wightman and Simadars’d s ‘Subways aed ranels. of New York. 8vo, 4 
Godwin’s Railroad Engineers’ Field-book and Explorers’ Guide..16mo, mor, 2 
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Hudson’s Tables for Calculating the Cubic Contents of Excavations and Rhm- 
IDanksaen ts: scar sive omtevde, sreieiotateractebcls Merona roar aerebeie ote A dia aeaiers 8vo, 

Ives and Hilts’s Problems in Surveying, Railroad Surveying anc Geodesy 
16§mo, mor. 


Molitor and Beard’s Manual for Resident Engineers.............-+-+ 16mo, 
Nagle’s Field Manual.for Railroad Engineers...........--..++-- 16mo, mor. 
* Orrock’s: Railroad-Structures and Estimates.............6++2+-++-++-+-SVO, 
Philbrick’s Field Manual for Engineers..........00.cccecssvcces 16mo, mor. 
Raymond’s Railroad-Field Geometry: . hice c00 cs elses eee 16mo, mor. 
Elements of Railroad Pngineering.. ew scivdeci seein olen oletatsieterey sake 8vo, : 
Railroad Engineer’s Field Book. (In Preparation.) 
Roberts dhsack-Rormiulerand Talsles: ace srstataisie!2 nies pielatetoretate 16mo, mor. 
Searles’S Wield: Mattei neerin yu reecc. «sony cre voroynte apstakerste tetas eter atonanssan a 16mo, mor. 
Railroad Spiral. . Sete OTE ene 
Taylor’s Prismoidal Formule ‘and Barthwork. Goto a2 8VO; 
Webb’s Economics of Railroad Construction. . bok ee Maree 12mo, 
Railroad Construction. . F .16mo, mor. 
Wellington’s Economic Theory of ‘the Deaton of Railways. eee, “JLarge 12mo, 
Wilson’s Elements of Railroad-Track and Construction. . A Mee eyepele eno; 
DRAWING. 
Barr and Wood's Kinematics of Machinery........... BA AG reas A 8y¥o, 
* Bartlett’s Mechanical Draw ge ic ave serene Bea eran lola oper ieee aiatal ata, aki 8vo, 
* Fe as Abridged Ed.. arte SIS OR I aie PCN IER 
* Bartlett and Johnson’s Engineering Descriptive Geaaetey sncktg «ate pietets 8vo, 


Blessing and Darling’s Descriptive Geometry. (In Press.) 
Elements of Drawing. (In Press.) | 


Coolidge’s'Mantwall of Drawing. t ches eer rei aiote eae eee eee here 8vo, paper, 
Coolidge and Freeman's Elements of General Drafting for Mechanical Engi- 
WOSERS scarecrow hie daekten ati gane laid ae mle fate ah onetcteens eraraesee Men ata Oblong 4to, 
Durley’sKinematics:ofalachimest.ctk seis sett serctolsteiere ein orcieonedetaierere 8vo, 
Emch’s Introduction to Projective Geometry and its Application...... 8vo, 
Hill’s Text-book on Shades and Shadows, and Perspective ............. .8vo, 
Jamison’s’ Advanced Mechanical Drawing........--./.--+-+eeeee-se- 8vo, 
Elements of Mechanical, Drawing rencs yale wocle nettnls Seletetere c's! s eters 8vo, 
Jones’s Machine Design: 
Part I. Kinematics of Machinery.. ‘ ns Tardis elole tie ONON 
Part II. Form, Strength, and Proportions of ‘Paste, Stratos SiO 
© Kimball and Barr's, Machine. Desion 2 ic... lige, isn aleral gute. clshale ate fevetenane 8vo, 
MacCord’s Elements of Descriptive Geometry.......:....200eceeeees 8vo, 
Kanématics:, or, Practical Mechamisin. .\...\ces.c-ee- oleterereieotees steve rere 8vo, 
Mechanical: Drawineiaiink Aaacaemicnita a iol eae eke ais aietd attic Gite ore BatOS 
Vielosity Dia gta 5 .c sions. Sronpte elisa oreiece etn. ole ehems sb arareng ees ok ea icmene tamale 8vo, 
Mokeod's Descriptive (Geametiiy uss seracne -ubercremlacciataciatersrehalete Large 12mo, 
* Mahan’s Descriptive Geometry sate Sion: heey 2 hh Ad yr Oe EL Se ra eee 8vo, 
Industrial Drawing. (Thompson.).. abehe oak eee eae: 
Moyer’s Descriptive Geometry. . Mats Piadelcavae: bade chav Ue cele are Oy 
Reed’s Topographical Drawing and, ‘Sketching. wbde sia fore fteuckitane ieiser nun Wier She Ato, 
* Reid’s Mechanical Drawing. (Elementary and Advanced.).......... 8vo, 
Text-book of Mechanical Drawing and Elementary Machine Design..8vo, 
Robinson’s Principles of Mechanism. . 4 SURE erate ee paretn Sree en 8vo, 
Schwamb and Merrill’s Elements of Mechanism... aiginlalee te miell wane de eRe 
Smithc(A? -W.)vand. Marx's Machine (Design: sa..cmce-iu oslo «w wetaivie eleeion 8vo, 
Smith’s (R. S.) Manual of Topographical Drawnes. “(MeMillan. yee carte 8vo, 
* Titsworth’s Elements of Mechanical Drawing............... Oblong 8vo, 


Tracy and North's Descriptive Geometry. (In Press.) 
Warren’s Elements of Descriptive Geometry, Shadows, and pt ae .8vo, 


Elements of Machine Construction and Drawing.. .8vo, 
£lements of Plane and Solid Free-hand Geometrical Drawing» eer Gone, 
General Problems of Shades and Shadows..............--+..0005 8vo, 
Manual of Elementary Problems in the Linear Perspective of Forms and 
STL 6 caical'e. o 13 a ual ot cy Sev qr wllel 00 aon RPRPRDRy aioe Cheer aa ears lee Ranta c en eRe ee 12mo, 

Manual of Elementary Projection Drawing............-+..00:. 12mo, 
Plane Problems in Elementary Geometry. . = hh Be 12mo; 
Weisbach’s Kinematics and Power of Transmission. ' Gleraaun and 
Bileten Js. Seiaisesic'slin le loniovel er ot bret eve hie cm trad ohana aS Ra eat Paracel aetna ena RE 8vo, 

Wilson's (H..M.) ‘Topographic Surveying: .cuces este na cree eae siaveesn eee 8vo, 
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* Wilson’s (V. T.) Descriptive Geomietiytetec, sieeve eae nana ee oe poe VOL S 


Free-hand Lettering.............. aiscseha(stetetnictalacnesay ae uae tele 8vo, j 
Free-hand Perspective. . Sioaensen Manan ba. Weelev adeno vies mn LRE aly Cage 8vo, 2 
Woolf’s Elementary Course in Br DescAmtive Geometry. cia sss Large 8vo, 3 
ELECTRICITY AND PHYSICS. 
* Abegg’s Theory of Electrolytic Dissociation. (von Ende.)......... 12mo,;'- 1 
Andrews’s Hand-book for Street Railway Engineers....... 3X5inches mor. 1 
Anthony and Ball’s Lecture-notes on the So ues of Electrical Measure- 
ments. . ae ~12mo6; 1 
Anthony and Brackett’ s . Text- book ee Paves Oats cic. . a ies 12mo, 3 
OUIAMN MN SMUSLOLYTOL es lec triOlty mein ssh ede ee etn coho eee oe 8vo, 3 
Betts:s ead, Refining and! Blectrolysiss so) cctle eae cccceccsobaduk ae 8vo, 4 
* Burgess and Le Chatelier’s Measurement of High Temperatures. Third 
TEEBLE ORCC, MONE SA Bente ea ek tre Oro ae rena ee 8vo, 4 
Classen’s Quantitative Chemical Analysis by Electrolysis. (Boltwood.).8vo, 3 
* Collins’s Manual of Wireless Telegraphy and Telephony............ 12mo, 1 
Crehore and Squier’s Polarizing Photo-chronograph.....................8vo, 3 
* Danneel’ s Electrochemistry. (Merriam.).. 5 .12mo, 1 
Dawson’s ‘‘ Engineering’’ and Electric racton Pocket- Rocke. ene: mor. § 
Dolezalek’s Theory of the Lead Accumulator (Storage Battery). (von Ende.) 
l2mo, -2 
Duhem’s Thermodynamics and Chemistry. (Burgess.)................8vo, 4 
Flather’s Dynamometers, and the Measurement of Power............12mo, 3 
* Getman’s Introduction to Pee SCIENCE wars a usueeenlacnnee aie iter ac 12mo, 1 
Gilbert’s De Magnete. (Mottelay ).. a eee epee aaa 
* Hanchett’s Alternating Currents. . hege Rie carat LOmOO same 
Hering’s Ready Reference Tables Comrerson eHaetors) Ler et 16mo, mor. 2 
* Hobart and Ellis’s High-speed Dynamo Electric Machinery.......... 8vo, 6 
Holman/s Preciston.of Measurements irre s.ccpc sus ieieia lev oa) s,epeie-einiesrn es e.<rencpecs HY, 77) 
Telescope-Mirror-scale Method, Adjustments, and Tests..... Large &8vo, 0 
* Hutchinson’s High- Efficiency Electrical Illuminants and Illumination. 
Large 12mo, 2 
PULORES SNe CLEC RE MIGLOI wee oye ata), tye lone chon esa cjasere hate aiolecs tosene¥iaiial eerste eae 8vo, 4 
Karapetoft’s Experimental Electrical Engineering: 
BBQs SU, tabsektess, Bos 51S AVEC ERE TR Bere richie crore toed oir ache is ie ake aerate 8vo, 3 
RSet Peon tae ie crak ok aueseUet Sra ete ea ce Minuet tee hey SRO ETE, we Jucw atns ene oiaetaseh sors 8vo, 2 
Kinzbrunner’s Testing of Continuous-current Machines.......... tye nO, oe 
* Koch’s Mathematics of Applied Electricity................. Small 8vo, 3 
andaversiopectrum Analysis. (Tingle). bore oqeiess eee csteleyraeqsce. epepe.tee 8vo, 3 
FUP atitreris HLeCEriCal ye (MJUTies secs. fos cuava fies ciaiteoye eas us hesesaevinn vicdesehe wn 1l6mo, 0 
Loéb’s Electrochemistry of Organic Compounds. (Lorenz.).............. &vo, 3 
* Lyndon’s Development and Electrical Distribution of Water Power..8vo, 3 
* Lyons’s Treatise on Electromagnetic Phenomena. Vols, I. and II. 8vo,each, 6 
* Michie’s Elements of Wave Motion Relating to Sound and Light..... 8vo, 4 
* Morgan’s Physical Chemistry for Electrical Engineers............. 12mo, 1 
* Norris’s Introduction to the Study of Electrical Engineering......... Svoue 2 


Norris and Dennison’s Course of Problems on the Electrical Characteristics of 
Circuits and Machines. (In Press.) 

* Parshall and Hobart’s Electric Machine Design........... 4to, half mor, 12 

Reagan’s Locomotives: Simple, Compound, and Electric. New Edition. 


Large 12mo, 3 

* Rosenberg’s Electrical Engineering. (Haldane Gee—Kinzbrunner.)..8vo, 2 
* Ryan’s Design of Electrical Machinery: 

HE Wika Uae rectn CtArTemG: LVL IILOS. sisters) cb ay suai jesusfsveceue Aes yl koi toweyoise 9 8vo, 1 

Volsliec Alternating Current, Uranstormienss., 6 <usdtie vie ca ca cs 8vo, 1 


Vol. III. Alternators, Synchronous Motors, and Rotary Converters. 
(In Preparation.) 


Ryan, Norris, and Hoxie’s Text Book of Electrical Machinery......... 8vo, 2 
Schapper’s Laboratory Guide for Students in Physical Chemistry.....12mo, 1 
* Tillman’s Elementary Lessons in Heat.........-seseerseeeeececees 8vo, 1 
* Timbie's Elements of Electricity..........sseeeceeeer oceans Large 12mo, 2 

* Answers to Problems in Elements of Electricity........ 12mo, Paper 0 
Tory and Pitcher’s Manual of Laboratory PHYSICS... 2.5345... Large 12mo, 2 
Ulke’s Modern Electrolytic Copper Refining...........+++eeeseseeees 8vo, 3 
* Waters’s Commercial Dynamo Design. ........-.eee secre secre ees 8vo, 2 


LAW. 


* a Hand-book of Useful Legal Information for Business Men. 


16mo, mor. 
* Davis’s Elements of Law.. Salt Wnkiaalere cons . .8vo, 
* Treatise on the Military Len ‘of Wnited Spates: are RSE Re ire toes 8vo, 
* Dudley's Military Law and the Procedure of Courts-martial..Large 12mo, 
Mantialifor Countssmartialms +o. ocd sioletnicls sets a cociete ew ieee oe hers 16mo, mor. 
Wait’s Engineering and Architectural Jurisprudence...............-..-8v0, 
Sheep, 
LawiOn Contracts: uvajsretectn steletersiersimvtenelets Big stole a tand ey one as eae 8vo, 
Law of Operations Preliminary to Construction in Engineering and 
AYCRITECEUTe arene ein seca wtate mien i danha abe ner ea eSo nats etches crea La emit ter at 8vo, 
Sheep, 

MATHEMATICS. 
Bakez’s Elliptic Functions.. Fat olde aes ace ote a einer GON 
Briggs’s Elements of Plane Analytic Geometry, " (Bécher.) sole arts tate ee 12mo, 
* Buchanan’s Plane and Spherical Trigonometry....................-- 8vo, 
Byerly’s Harmon cel unctiousy cm «sec Cin cuks a cteieinte  eieieieiie eieats oe 8vo, 
Chandler’s Elements of the Infinitesimal Calculus.................-. 12mo, 
AS COPIES COLA TIALLY GIS Ne oe retpeactrens bags ae ov isa anise neuen ee nt eee oe 12mo, 
Compton’s Manual of Logarithmic Computations...............---. 12mo, 
¥ Dickson s College! Aloebra. 2 lene ss cnktaen tilaes terse coatete oraiteacche Large 12mo, 
* Introduction to the Theory of Algebraic Equations...... Large 12mo, 
Emch’s Introduction to Projective Geometry and its Application...... 8vo, 
Fiske’s' Hnnctions of a: Complex *Variableics. oe ender ie ole teie aa eee 8vo, 
Halsted’s Elementary Synthetic Geometry......-.22...0cceseccewens 8vo, 
Elements ot Geometnyanccncsore sro steers state acto cvene ease ele camer aia 8vo, 
¥ Rational’ Geometry carcrowie chewy eter ircleyieli! cane wn wltetofecsuel'e) cur siewehei ree sats 12mo, 
Synthetic ProjectiverGeometinn. scceccnmciutsis varminees ote einee sey er 8vo, 
* Hancock’s Lectures on the Theory of Elliptic Functions............ 8vo, 
Hyde's Grassmarin Ss Spa cerAmial vaisseten ers - tie te erase litte euetele aisie arena 8vo, 


* Johnson’s (J. B.) Three-place Logarithmic Tables: Vest-pocket size, paper, 
* 100 copies, 

* Mounted on heavy cardboard, 8 X 10 inches, 

* 10 copies, 

Johnson’s (W. W.) Abridged Editions of Differential and Integral Calculus. 


Large 12mo, 1 vol. 


Curve Tracing in Cartesian Co-ordinates................ ee2 wahoo, 
Differential Doawations), osc <4/ ena Soave eee Oraeteeenerl eters seat etnls 8vo, 
Elementary Treatise on Differential Calculus..............Large 12mo, 
Elementary Treatise on the Integral Calculus........ ....Large 12mo, 
* Theoretical Mechanics. a erinastige causes 12mo, 
Theory of Errors and the “Method ‘of “Least ‘Squares: vaya auan oh ccaue ett 12mo, 
Treatise on, Differential Calewhug co .).0 a= ls bie este weir ...Large 12mo, 
Treatise on the: Inteoral Callous: oti. a shan niece tea Large 12mo, 


Treatise on Ordinary and Partial Differential Equations...Large 12mo, 
Karapetoff’s. Engineering Applications of Higher Mathematics: 

* Part I. Problems on Machine Design................. Large 12mo, 
* Koch’s Mathematics of Applied Electricity...... .....).........5 8vo, 


Laplace’s Philosophical Essay on Probabilities. (Truscott and Emory.) .12mo, 


* Le Messurier’s Key to Professor W. W. Johnson's Differential Equations. 


Small 8vo, 

* Ludlow’s Logarithmic and Trigonometric Tables.................0- 8vo, 
* Ludlow and Bass’s Elements of Trigonometry and Logarithmic and Other 
TPABIES awe ie wets. a iechs cee aleathin oyancinis RG A CEe See eee Rate eT a een 8vo, 

* Trigonometry and Tables published separately. .............. Each, 
Macfarlane’s Vector Analysis and Quaternions............-0eeeecees 8vo, 
MceMahonte Ely:perbolic Ftinctions: s.r sisjermares @ etapetcreran eaeiete oreo noe 8vo, 
Manning's Irrational Numbers and their Representation by Sequences and 
Serbs tie ein tase olielh sacpege lta provevevaas cay deere Tere Meet cate eno ae eee 12mo, 

* Martin’s Text Book on Mechanics. Vol. I. Statics..............12mo, 
* Vol, Ts, mematics and Kanehice sec cn sent, ne 12mo, 

* Vol, ELL Mechanics of Matertals: ii: simu acscetene oi chamilcnisaiene citer 12mo, 
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Mathematical Monographs. Edited by Mansfield Merriman and, Robert 

HU ROOCIW ALG aK gtr cimee Mec Bo wale oan Ahh bus Octavo, each $1 00 
No. 1. History of Modern Mathematics, by David Eugene Smith. 
No. 2. Synthetic Projective Geometry, by George Bruce Halsted. 
No. 8. Determinants, by Laenas Gifford Weld. No. 4. Hyper- 
bolic Functions, by James McMahon. No. 5. Harmonic Func- 
tions, by William E. Byerly. No. 6. Grassmann’s Space Analysis, 
by Edward W. Hyde. No. 7. Probability and Theory of Errors, 
by Robert S. Woodward. No. 8. Vector Analysis and Quaternions, 
by Alexander Macfarlane. No. 9. Differential Equations, by 
William Woolsey Johnson. No. 10. The Solution of Equations, 
by Mansfield Merriman. No. 11. Functions of a Complex Variable, 
by ‘Thomas S. Fiske. 


Matirenislecinncalaechanicay vais baltic cine acon waronthin sa ok waranion ..8vo, 4 00 
Meramans Method lof east Saqmares: icdicbevan oii ele waved sis austeeews «--8vo, 2 00 
SOMA RLOTIRG Melt ChATIONS: ant were nrer au hha rece Siig acl Avera nietacs areas i 8vo, 1 00 
* Moritz's Elements of Plane Trigonometry....<.:.--..es.0s-cseeees 8vo, 2 00 
Rice and Johnson’s Differential and Integral Calculus. 2 vols. in one. 
Large 12mo, 1 50 
Elementary Treatise on the Differential Calculus. ........ Large 12mo, 3 00 
WHithis seistony: of Modern Mathematicse sss Galen cra seldic nite! ebode’e ais alee 8vo, 1 00 
* Veblen and Lennes’s Introduction to the Real Infinitesimal Analysis of One 
Naira ey OES opens CRI rsp Vea Oe, Pn een ne ani Ma EC Rp si ee *.9VO,, 2 00 
* Waterbury’s Vest Pocket Hand-book of Mathematics for Baginesrs. 
2X5 inches, mor. 1 00 
* Enlarged: Edition, Including Tablési.. wns « 4+ ccswisiner = cesrorerertia « mor:2. 1-50 
VRS L MID ISU are chtente hat ieee cP Gea Mer, SMe ee en Ane ee en 8vo, 1 00 
Wood’s Elements of Co-ordinate Geometry... -... 62.0 eseece ee eeeee 8vo, 2 00 
Woodward’s Probability and Theory of Errors. . .....2-0eeccceeeeees 8vo, 1 00 
MECHANICAL ENGINEERING. 

MATERIALS OF ENGINEERING, STEAM-ENGINES AND BOILERS. 
PAC OII HS OUP OWE TACTICO Ue atereieseicneeueheiie. © she fo esse Mees seed eraneeusie eis sya) ole arels 12mo, 1 50 
Baldwins Steam meating for Buildings sie. 5 5.0 wc clans & ate oitela siete orenever 12mo, 2 50 
Barr and Wood's Kinematics of Machinery. 2.0... 0.00 Jee we wtece e's 8vo, 2 50 
* Bartlett's Mechanical Ayre yr (ope aan kone Ptr S he, Sea clida sear aus hanerte Sebetes Soc 8vo, 3 00 
* “ Spe AIDE Cec UGA... ay chetaieys, explelevecete le aktuetee 8vo, 1 50 
* Bartlett and Johnson’s Engineering Descriptive Geometry.........5. Byvo,) 1-50 
* Burr’s Ancient and Modern Engineering and the Isthmian Canal.....8vo, 3 50 
Carpenter’s Heating and Ventilating Buildings...................... 8vo, 4 00 
* Carpenter and Diederichs’s Experimental Engineering.............. 8vo, 6 00 
* Clerk's The Gas, Petrol-and Oil Engine sis. cc. cc cies sc envecsen ane oe OVO; . 4 00 
Compton’s First Lessons in Metal Working. ...........2.0 eee eeeeee 12mo, 1 50 
Compton and DeiGroodt's/ Speed Lather: tone 26 6% ie wie te ale wasn sereio atc 12mo, 1 50 
Cooltdpe suis OL OTA WaIO opine pip rie hee aa tate atevale ala pie-a ovaheushack 8vo, paper, 1 00 
Coolidge and Freeman’s Elements of General Drafting for Mechanical En- 

fecTiy Lei aes te teahhey Py tat eae Att CLR TON CONAGRA ets CnrTicn EP SEMEN Oblong 4to, 2 50 
Cromwell's Ireatise on Belts and Pulleys. i). fic ec ee bees 12mo, 1 50 
RG CALASE OU COLLEY GCE MAINE alata lai'etart cnalia ahs dslfainy Sie obolenehicties «ef s jo, Tou ah en 12mo, 1°50 
Dingey's Machinery Pattern Making)... \.i.- cles we cee eee ncsiete we tot 12mo, 2 00 
Wurley.se Mine mates) Ol Ma CMUIAeS arose ike oc mela bien ‘siale le ole(cie lal avay elev feers ol 8vo, 4 00 
Flanders’s Gear-cutting Machinery. ..... 0.00.0. .00seceewes Large 12mo, 3 00 
Flather’s Dynamometers and the Measurement of Power............ 12mo, 3 00 
Riaye rel Waris iahe fees Giekone CRED Caan RO Qe Ean on rrite icy UR Rom ann oTORuC ES 12mo, 2 00 
Gill’s Gas and Fuel Analysis for Engineers... .......00s:eceeeeneeees 12mo, 1 25 
(CUS SLE Urajata; salen POM S|OE MLS h he PLCRErENO IO ee. DIG eacou ht TareCan re ha. © Ocipe ON cia tIOrg 8vo, 2 00 
PA COUGELICS AR TIAIED IN VLACIIAGY sss sts icl jo > gf cuss es ayale\e ol abetaip wishes vie oh oldes .8vo, 4 00 
Hering’s Ready Reference Tables (Conversion Factors)........16mo, mor. 2 50 
» Hobart and Ellis’s High Speed Dynamo Electric Machinery. ........ 8vo, 6 00 
Hutton'’s Gas Engine€. .. cece c ee cece tenes et een e eran neenwe 8vo, 5 00 
Jamison’s Advanced Mechanical Drawing. ........+-0seee veces teens 8vo, 2 00 
Wl arlerts Ob MLSGHeUTiIC al ITE WiITL ile tee <sese seta) eens wi piy,e kel tua. 2 v0 folg ip de. a it's 8vo, 2 50 
Jones’s Gas Engine, 2... c see e cect e eee reer mene ene ee Prarekenpeetee 8vo, 4 00 
Machine Design: 
Part do- “Kinematics of Machinery 6 ss. <:5.0:6.076 wi sveite ole ecole v dinie einie 8vo, 1 50 
Part II. Form, Strength, and Proportions of Varts............. 8vo, 3 00 
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* Kaup’s Machine Shop Practices sme. inte rdeieleiei eit ot reeeiey Large 12mo 
* Kent’s Mechanical Engineer’s Pocket-Book................. 16mo, mor. 
Kerr's Power and Power Transmission: (05S l.o ccc. cee cle scr enney 8vo, 
* Kimball and Barr's" Machine Designo, +c ance metres se taterere sisters res 8vo, 
* King’s Elements of the Mechanics of Materials and of Power of Trans- 
Pitt ky Lee ne ies eon sh esa tim Pee he Nici Pro iuene Macibeepe caer” UP i 8vo, 
*Lanza's Dynamics of Machineryin amin cc tea ateverstetniistensieneteleds ema 8vo, 
Leonard’s Machine Shop Tools and Methods. . ...............-+2000: 8vo, 
* Levin's: Gas’ Mrgisseon csr o Soeea le athe eee uate ae eit ana sel di enone teh epeieusgsyobagevere ts 8vo, 
* Lorenz’s Modern Refrigerating Machinery. (Pope, Haven, and Dean)..8vo, 
MacCord’s Kinematics; or, Practical Mechanism................-..-- 8vo, 
Mechanical Draw iig.c Hawk tee ce rene eRe ene 6 os Sa toes elena aie Ato, 
Velocity Dia grains ai. seve sievknotoidsassaioteval event veteieie, oie beaters eae ibuegeieieea ce 8vo, 
MacFarland’s Standard Reduction Factors for Ganes Fa aire: oh a\opei at eee 8vo, 
Mahan's/industrial Drawing, (Thompsons). s) Valea eet eee ete 8vo, 
Mehrtens’s Gas Engine Theory and Design...............-.... Large 12mo, 
Miller, Berry, and Riley’s Problems in Thermodynamics and Heat Engineer- 
TTR hte a ee eta arte eget ateat orstene camer nuece. tetatcreherete 8vo, paper, 
Oberg’s Handbook Of Small Tools) cesses es aeoete ete eae eae Large 12mo, 
* Parshall and Hobart’s Electric Machine Design. Small 4to, half leather, 
* Peele’s Compressed Air Plant. Second Edition, Revised and Enlarged. 8vo, 
* Perkins’s Introduction to General Thermodynamics.............. 12mo. 
Poole’s: Calorifice Power of Fuseis.. vast creel tts Sie cio ie ae rast eaters 8vo, 
* Porter's Engineering Reminiscences, 1855 to 1882................-. 8vo, 
Randall’s Treatise on Heat. (In Press.) 
* Reid’s Mechanical Drawing. (Elementary and Advanced.).......... 8vo, 
Text-book of Mechanical Drawing and Elementary Machine Design.8vo, 
Richards's |\Compressed Air 3535. nectar e oe en nee eee 12mo, 
Robinson's ‘Principles of Mechanisnt ) sac. asce's sce > sean er alasie + 8vo, 
Schwamb and Merrill’s Elements of Mechanism. ................+--- 8vo, 
Smith (A. W.) and Marx’s Machine Design. .............-.-..2+-0:- 8vo, 
Smith’ss(O)sRress-workingot Metalsycicscaucs tu serewenese ea alu n'a lolalenn eres 8vo, 
Sorel’s Carbureting and Combustion in Alcohol Engines. (Woodward and 
PTESTOR.) sae Chas xed pee eee ee aT Ceo merck os aa Large 12mo, 
Stone’s Practical Testing of Gas and Gas Meters. ...................- 8vo, 
Thurston’s Animal as a Machine and Prime Motor, and the Laws of Energetics. 
12mo, 
Treatise on Friction and Lost Work in Machinery and Mill Work. . .8vo, 
* Tillson’s Complete’ Automobile Instructor. ... ....55...0..0s0u00% 16mo, 
* Titsworth’s Elements of Mechanical Drawing............... Oblong 8vo, 
Warren’s Elements of Machine Construction and Drawing............ 8vo, 
* Waterbury’ s Vest Pocket Hand-book of Mathematics for Engineers. 
2% X53 inches, mor. 
* Halarged Edition, Including Lablesoat..cmee men eee eee mor. 
Weisbach’s Kinematics and the Power of Transmission. (Herrmann— 
Role ig te ree Reid EA er ee eee 8vo, 
Machinery of Transmission and Governors. (hermann—Klein.)..8vo, 
Wood'ssBusbiness i. cana ace ve wrote nace <a er ee Eee ee 8vo, 


MATERIALS OF ENGINEERING. 


Burr’s Elasticity and Resistance of the Materials of Engineering. ...... 8vo, 
Church’s'Mechanicsiof Engineering, .). ivine scl eeieccs en oui eee 8vo, 
Mechanics of Solids (Being Parts I, IT, III of Mechanics of Engineering). 
8vo, 
*iGreene's'Structural Mechantess< yao a1. siete ite cicbestel re einiaereen eee 8vo, 
Holley’s Analysis of Paint and Varnish Products. (In Press.) 
* Lead and! Zine Pigments. 5 ..2.0s ale uke ba cee ere Large 12mo, 
Johnson’s (C. M.) Rapid Methods for the Chemical Analysis of Special 
Steels, Steel-Making Alloys and Graphite........... Large 12mo, 
Johnson’s (J, B:) Materials of Construction, ...... 601 .11..0-0esse eats 8vo, 
Kleep’s Gast: Tranny. cicc%ev cians b Stsveict une pmece sereneri Our mu aren Eyre eee 8vo, 
* King’s Elements of the Mechanics of Materials and of Power of Trans- 
200K} Loh) CP ee ra eN BUA TSE Nas Kiem kG ACTA Te cteA bel ewcitncem 8vo, 
Lanza's. Applied: Mechamicg. ir. vika wo ntere execs siterenararcl Ot aietena tiie ie tere naan 8vo, 
Lowe's Paints for-Steel Structures: sc tis. sarees sweets niche en renin akan 12mo, 
Maire’s Modern Pigments and their Vehicles: ..............0.0es00- 12mo, 
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NatarencmlhechnicalgMechanicsaamsts alae esccrespiy suckSle8 65.8 coc weinie selhx oka 8vo, 
MerrimanisevfechanicsofMaterials., 2... si cde ds tessa ves bie cea. &vo, 
PIOLECRP EMO Nat eKialsiite aytsiretale slain t ais, Gras coors Rolo od ssa e ness 12mo. 
Metcalf’s Steel. A Manual for Steel-users...1.....-00ccccsceccevce 12mo, 
+ Murdock s/ strength otsMiaterials: a,c. acct a sei iihacec Gadi ha es celececn 12mo, 
Sabin’s Industrial and Artistic Technology of Paint and Varnish.. .... 8vo 
Siithis (AS Wi.) Materials iof: Machines..<.c% rohcie elif Sole Sete ek Qe ace ais 12mo 
Smith, Siciiebes) moorengtn OL) Matetial oc. ea can vscey cect 6a tdace 12mo, 
Thurstonis Materials of Engineering: ... 2... sack Jealebe ook 3 vols., 8vo 
Part I. Non-metallic Materials of Engineering, ................ 8vo, 
(Parties OnlvAn dv Obeel’ ses ss crs ik coca clo alate tet Geo el eee Rakes 8vo, 
Part III. A Treatise on Brasses, Bronzes, and Other Alloys and their 
ConsSiiiitent sey miner cater 9 a a Sota, hah awe dite & Stones we ts 8vo, 

* Waterbury’s Laboratory Manual for Testing Materials of Construction. 
y 12mo, 
Wood's (De V.) Elements of Analytical Mechanics...............+.-- 8vo, 
Treatise on the Resistance of Materials and an Appendix on the 
IPLeSEL VAIO Ob sbi ERe evel egsts (otere reco ousioueeinincaue, ane alten eeaeys aie 8vo, 
Wood's (M. P.) Rustless Coatings: Corrosion and Electrolysis of Iron and 
S Leelee irate archaea ailuaniare cats afd. Sirens aes ratcavere co tcreweacslahe, Meialsnoctbeeniaes 8vo, 


STEAM-ENGINES AND BOILERS. 


Berry’s Temperature-entropy Diagram. Third Edition Revised and En- 


Us ire falc lee SMe Mie RVD VUNG 6. a PE ne A Rad ce eee ic aT 12mo. 
Carnot’s Reflections on the Motive Power of Heat. (Thurston.)..... 12mo, 
Chase's Ariorebat beni: Makin Oro cnerave tists crsyeno sarene clerone ion veravorransbeeinte ots 12mo, 
Creighton’ s Steam- -engine and other Heat Motors SOOO OME eo SS 8vo, 
Dawson's “‘ Engineering’’ and Electric Traction Pocket-book. ...16mo, mor. 
* Gebhardt’s Steam Power Plant Engineering............00eeeseeees 8vo, 
RSs as MOCOMIOLIVESPEIMOPUIAT CEs on a,c rie a Sees le aca atetans Se yore ete eecaue 8vo, 
Hemenway’s Indicator Practice and Steam-engine Economy......... 12mo, 
Hirshfeld and Barnard’s Heat Power Engineering. (In Press.) 
Petter subteat pnd Per t-en mines. cas +o i-eidiers indies < wee eave wick tha Be se) ema 8vo, 
Mechanical Engineering of Power Plants: co. joie) oes) lene © aan ois 8vo, 
MGR tT SL CALL pS ONLET: ES) COMOTIN 1 We: cin /niooivs act eite a ene icicle vgoretevae auebinepabalatenorere 8vo, 
Kneass’s Practice and Theory of the Injector... ........ cece eee eee 8vo, 
Me Gond Ss UIGe-ValViesi.s Cueshe aheualorn severe the vecautueterejlote relay stay gieieue: siaKoieuciereheheeave 8vo, 
Meyer’s Modern Locomotive Construction. ............0se ee eeeeeceee Ato. 
Miller, Berry, and Riley’s Problems in Thermodynamics........8vo, paper, 
OV CTS OEEATIN IANS a rte tere paar eas onl ene ee taba en ate) Mac aes aera pis i eneoresensts ec 8vo, 
Peabody’s Manual of the Steam-engine Indicator................-. 12mo, 
Tables of the Properties of Steam and Other Vapors and Temperature- 
IEF DY ACL AD le aad tesco over) cress orci: otic a ser nati racaerie eens uevaceyeres 8vo, 
Thermodynamics of the Steam-engine and Other Heat-engines. . . .8vo, 
* Thermodynamics of the Steam Turbine. 35-56. iiee we ne owe oie 8vo, 
Valve=pears for Steam -en Pines... cae eee ee tween ani tinseee 8vo, 
Peabody'and Miller’s'\Steam-boilers.. ooo eco rene wees a recs ewer ecs 8vo, 
* Perkins’s Introduction to General Thermodynamics............... 12mo. 


Pupin’s Thermodynamics of Reversible Cycles in Gases and Saturated Vapors. 


(OStECDEL gs) nalstoeeaen et ela sera ota ete ee rie beeen ees 12mo, 
Reagan’s Locomotives: Simple; Compound, and Electric. New Edition. 
Large 12mo, 


Sinclair’s Locomotive Engine Running and Management...........-. 12mo, 
Smart’s Handbook of Engineering Laboratory Practice. ............ 12mo, 
BHM SIO Lea Dollet PO LACHiCe. san iariic inte y siete sidldi as ars nine ewe Wale ewes 8vo, 
Spangler’s Notes on Thermodynamics. .. 1... esses sree reer eee eees 12mo, 
IVI VOLO CALS. itis teh state Url ait atetensin Haye attl a eievetale «ies eee 8vo, 
Spangler, Greene, and Marshall’s Elements of Steam-engineering...... 8vo, 
Mhomas’s Steam-tUrDineS, oa ccleclec a slaccwre ss eens vee vaveeenes sane 8vo, 
Thurston’s Handbook of Engine and Boiler Trials, and the Use of the Indi- 
Cator and the Prony Brake... 0. ek ee ev chew eer cweanes 8vo, 

Manual of Steam-boilers, their Designs Construction, and Operation 8vo, 
Manual of the Steam-engine...........02.csceesceerers 2 vols., 8vo, 
Part I. History, Struccure, and Theory .........+s-eeeeees 8vo, 

Part II. Design, Construction, and Operation.........+++-5 8vo, 
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Wehrenfennig’s Analysis and Softening of Boiler Feed-water. (Patterson.) 


8vo, 

Weisbach’s Heat, Steam, and Steam-engines. (Du Bois.)............ 8vo, 

Whitham’s Steam-engine Designs cca a+ oaieuiiecve «wit oneieistalsceless = ete aiens 8vo, 

Wood’s Thermodynamics, Heat Motors, and Refrigerating Machines. . .8vo, 

MECHANICS PURE AND APPLIED. 

Church’s: Mechanics of Engineering, 25 cic. s.-[e cvs ele sia om es ere ancurveselelg 8vo, 
Mechanics of Fluids (Being Part IV of Mechanics of Engineering). .8vo, 
¥ Mechanics of-Internall Wiorkiij.0c ee cyaseee a ieend aerate etree 8vo, 
Mechanics of Solids (Being Parts I, II, III of Mechanics of Engineering). 

8vo, 
Notessand Examples in Mechaslicsi 2c. c-e> ecietsiones « s uys suet tae rors 8vo, 

‘Dana’s Text-book of Elementary Mechanics for Colleges and Schools .12mo, 

Du Bois’s Elementary Principles of Mechanics: 

Voléo Tae Kinemraties: i ie cian rntatota tl oie retaeere tale) aes rete ses 8vo, 
MOL. EY? 1 SEAR acs i 5 Caselaveraleiib a fovea the tecseaoe eT Eels elie eee 8vo, 
Mechanics’ of Enginecring|: "Vol; Te isccsrercioie sin vy stonetaretestaucterees Small 4to, 
Vic ERT eo reetos atte Risin ie Pe aor Small 4to, 

* Greene’s' Structural, Mechanics... (anc «vcs scleeslesrn ee otiok ne eietharereeine 8vo, 

* Hartmann’s Elementary Mechanics for Engineering Students....... 12mo, 

James’s Kinematics of a Point and the Rational Mechanics of a Particle. 

Large 12mo, 

* Johnson’s (W. W.)’ Theoretical: Mechanics: .. 2. 4.). 42.5. 000. 02, 12mo, 

* King’s Elements of the Mechanics of Materials and of Power of Trans- 

WHISSION iS 5 22 O ere ghee oe ke Shad eta Peerecaene eamiehatoen ete een ht eae one 8vo, 

‘Lianzga’s-Applied* Mecha ss 2/55 r:5 devote ova, sous ole savers evel ecole aneiehe es lames arenes 8vo, 

* Martin’s Text Book on Mechanics, Vol. I, Statics................-. 12mo, 
* Volo iL. “Rinematios and Kinetios ei. once 2h ee oe. eee 12mo, 
Vol Prise Mechamcsiot Wiaterialsivenes sac). crattrsretatevaiereietoretoreran 12mo, 

Maurer’s:- Technical Mechanics: 2... ..)o0 jee ees cr veces eters ta elegans eae 8vo, 

* Merriman’s Elements of Mechanics... .. ie ROCIO. AE Orc: 12mo, 
Mechanics. of Materials ton: ncteretiere aici tote n eten det ca lero eenoe etaia canner 8vo, 

* Michie’s Elements of Analytical Mechanics... ....0.c00cccccccccees 8vo, 

Robinson's Principles: of Mecharism\..ctaaccnseteiatere oteireiain a eaciereae nee 8vo, 

Sanborn’s Mechamics Problems. 2y< core «sin inie win eis ne sioreretpeleierere Large 12mo, 

Schwamb and Merrill's Elements of Mechanism.................+.--- 8vo, 

Wood’s Elements of Analytical Mechanics, . 2... 0.0000 0cccncdeeccver 8vo, 
Principles of Elementary Mechanics........-..ccesreanccacees 12mo, 

MEDICAL. 
* Abderhalden’s Physiological Chemistry in Thirty Lectures. (Hall and 
Defers s\inc.cne oasis, auc oven eeces a eh tex neta oi uel oy MTeyelertace av Shalt ame aiatete anaes 8vo, 
von Behring’s Suppression of Tuberculosis. (Bolduan.).....5....... 12mo, 

* Bolduan'srlmmunesSerar).) gic ssis vice Ae siamese 12mo, 

Bordet’s Studies in Tmimeunity. (Garr). <eio n:nat erercieie sep aictantenessteosiene 8vo, 

* Chapin’s The Sources and Modes of Infection............ ‘,..Large 12mo, 

Davenport’s Statistical Methods with Special Reference to Biological Varia- 

HORST ol Woha bus esis ualchebenatinte senihas wien tocueatene arsenate oreratarae 16mo, mor. 

Ehrlich’s Collected Studies on Immunity. (Bolduan.)............... 8vo, 

* Fischer's! INe@pixitic tne xs leve.cytteuace) acelin aco) CaS wine GC ees ualx ananre ene Large 12mo, 
¥ Oedenida ttce shiscteerso sate chars caren teas aiieieber oleae .c ore eden 8vo, 
* Physiology of Alimen tations... lie i vig iesecciere . . Large 12mo, 

* de Fursac’s Manual of Psychiatry. (Rosanoff and Collins.)...Large 12mo, 

* Hammarsten’s Text-book on Physiological Chemistry. (Mandel.)....8vo, 

Jackson's Directions fer Laboratory Work in Physiological Chemistry. .8vo, 

Lassar-Cohn’s Praxis of Urinary Analysis. (Lorenz.)............... 12mo, 

*iLautrer‘s) Dlectricall Mnammesin deca aeekelae aie tiaale ten Cente 16mo, 

Mandel’s Hand-book for the Bio-Chemical Laboratory.............. 12mo, 

* Nelson’s Analysis of Drugs and Medicines..............c0e0ceeee 12mo, 

* Pauli’s Physical Chemistry in the Service of Medicine. (Fischer.)..12mo, 

* Pozzi-Escot’s Toxins and Venoms and their Antibodies. (Cohn.).. 12mo, 

Rostoski's.Sertum, Diagnosis, \ (Boldwan!). oo... « ss camara oe sheath a 12mo, 

Ruddiman’s Incompatibilities in Prescriptions..............0++e0eee- 8vo, 
Why shins Pharr acy 6 ccece tess cn yar believes e oeeraahs GAC pena en tn eeeraie einer earn 12mo, 

Salkowski’s Physiological and Pathological Chemistry. (Orndorff.) ....8vo, 
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Si fois IWS a), cake <a e Bab oe e) a, eh 12mo, 
Smith’s Lecture Notes on Chemistry for Dental Students............. 8vo, i 
e Wihipples sly hpordsbeversivecioc so Gasdncie fs lie bean Large 12mo, 3 
* Woodhull’s Military Hygiene for Officers of the Line........ Large 12mo, 1 
PPersonalachvpienermke sia selctircesirae re oe ee eae ted oe 12mo, 1 
Worcester and Atkinson’s Small Hospitais Establishment and Maintenance, 
and Suggestions for Hospi’al Architecture, with Plans for a Small 
TEYORVOSUEN GB 208 38 tice a RTO CTON Oo CI a eo ee L2mo,. 
METALLURGY. 
Betts/soveadaneining by-Electrolysis.ccs. sea = fvsecceerte vane ses 8vo, 4 
Bolland’s Encyclopedia of Founding and Dictionary of Foundry Terms used 
fy thereracticeron Moulding Al missense uccicn foe dak oe uen 12mo, 3 
PORE OCG Ose ar sreaat pers Loewe tural a ence raie ols ie roel aces avovs ak all dactathee bees i2mo nn 2 
fs a HUpplemMentmay Misa cie ee oe ee Tees tee atin 12mo, 2 
*sBorchers'seMetalluray,  (Elall and! Hayward). 3 s.2....605c.02ss00 8vo, 3 
* Burgess and Le Chatelier’s Measurement of High Temperatures. Third 
EBL CON aint Regency oe eee NE an ORE ED SEIU FREER ee a 8vo, 4 
Douglas’s Untechnical Addresses on Technical Subjects............. 12mo, ) 91 
Goesel’s Minerals and Metals: A Reference Book.............. 16mo, mor. 3 
Rates sme ea Ge Stel Pirie? imieiatcs cites sara e arate che et nt a a le gltatatood 12mos eZ 
Johnson’s Rapid Methods for the Chemical Analysis of Special Steels, 
Steel-making Alloys and Graphite. ................. Large 12mo, 3 
CCODIS Oo aAstmbromen ames athlete PN e os, Creve es aicioic pecs sos ayaherscei eo Gieteee bi wlesbie 8vo, 2 
MetcaltisiSteely “A°Mannal for Steel-users:..... co. ecaise a celieae tie’ }2mo! . 2 
Minet’s Production of Aluminum and its Industrial Use. (Waldo.)..12mo0, 2 
AP alIMer SE MNOUNGTY Practice anitnss = leie bun al fevers te eee woe mien Large 12mo, 2 
* Price and Meade’s Technical Analysis of Brass.............s.-+-- 12mo, 2 
= Ruer’s Elements of Metallography. (Mathewson.)....... Moveveuslgteonee 8vo, 3 
Sait SMARErIAIC OL WIACIINES 2.00 toe elle nercivie ee s-e%s wie age eats eeieiete a 12mo, 1 
Ee ARCS LOTS O Us Cry, e TACEICE Nai ails. aieseun le fee epee oe bed aie cisietes 12mo, 2 
Thurston’s Materials of Engineering. In Three Parts...............- 8vo, 8 
Part I. Non-metallic Materials of Engineering, see Civil Engineering, 
page 9. 
Parterie sito aticoteel wor sc: ctelereroye wie daar herr Glo Wa bisier trek Biase tole 8vo, 3 
Part III. A Treatise on Brasses, Bronzes, and Other Alloys and their 
COO SHER S ee eae ee et bre ted Sea aera ee eve mea te OVO Sn ae 
Ulke’s Modern Electrolytic Copper Refining...........cccecseeseeees 8vo, 3 
Weest s Ammemcan Foundry  TActace: troaty o hema dts eieys spies) eee salle a.clets L2mo, 2 
Moulders’ Text Book.......... ERO. CHOOB CINE Cour RnR 12mo. 2 
MINERALOGY. 
* Browning’s Introduction to the Rarer Elements.........+---+.- wer oVOy 
Brush’s Manual of Determinative Mineralogy. (Penfield.)............ 8vo, 4 
Butler’s Pocket Hand-book of Minerals... ............2-50 00 16mo, mor. 3 
Chester’s Catalogue of Minerals...... BD TOR Tatra re lbatore Bae, © 08s 8vo, paper, 1 
Cloth, 1 
ME (erat Sea ING OLE MGE ahisnarena idan aileleln a steam Pips etonn sts: oie weenie echsat 8vo, 5 
Dana’s First Appendix to Dana's New ‘ ‘System of Mineralogy’’..Large 8vo, 1 
Dana’s Second Appendix to Dana’s New ‘‘System of Mineralogy.” 
Large 8vo, 1 
Manual of Mineralogy and Petrography. .....-..+2++eeeeeeeess 12mo, 2 
Minerals and how to Otudy Thetis. syns ccc ece + tapeiriaytie apres L2mo, 2 
System of Mineralogy... 00-sessseecsreses Large 8vo, half leather, 12 
REST OO a ORV UMACLA LORY a cite te a ualadicllyioisie, cla eitichate's (ciehe| sii ssle? ale, wcptecats 8vo, 4 
Douglas’s Untechnical Addresses on Technical Subjects. ........+.-- 12mo, 1 
alcle saNvintieral el ales stilt siris ois: alee “Aateretave’bivile, s\eisiela.« wfereia ees 9,0 r.* 8vo, 1 
* Eckel’s Building Stones and Clays... 1.1... sees eee e eee ence eens 8vo, 3 
Goesel’s Minerals and Metals: A Reference Book............-. 16mo, mor. 3 
* Groth’s The Optical Properties of Crystals. (Jackson.)............ 8vo, 3 
Groth’s Introduction to Chemical Crystallography (Marshall). . ee leito, Wl 
* Hayes’s Handbook for Field Geologists.........-+++++++++- ":16mo, mor. 1 
Iddings’s Igneous Rocks... 1... eee eee sees cece eeeeeeree opeecrttie 8vo, 5 
ROCIGIMINETAISH & cer ae tere cured sicies@ slvisus.e 9 0'e\¥ is eile oni0 Meise miter OVO, TO 


Johannsen’s Determination of Rock-forming Minerals in Thin Sections. 8vo, 
With Thumb Index 
* Martin’s Laboratory Guide to Qualitative Analysis with the Blow- 


PEPE aivanes sre erik Sea egane: SA ya dea snore eaaaliaver ot alamo olisasie ene arene eke atetett are 12mo, 

Merrill’s Non-metallic ‘Minerals: Their Occurrence and Uses........... 8vo, 

Stones for Building and Decoration. sia siete eerie oa teeiielsh oe intents 8vo, 

* Penfield’s Notes on Determinative Mineralogy and Record of Minera: Tests. 

8vo, paper, 

‘Tables of Minerals, Including the Use of Minerals and Statistics of 

Domestic Production Cat, uc ctetevstetete sey taslierat nat ae: seot eens va royea ters 8vo, 

* Pirsson’s Rocks and Rock Minerals. audid 6 jcgthievatarea ieee Noten ote eels hare sees re 12mo, 

* Richards’s Synopsis of Mineral Characters... ..........+--+- 12mo, mor. 

* Ries’s Clays: Their Occurrence, Properties and Uses............-.-- 8vo, 

* Ries and Leighton’s History of the Clay-working industry of the United 

HATES SGN eeacgeclengl «ans a ev aia an etete ar ol orcrere eae satiate omaha 8vo, 

* Rowe's Practical Mineralogy Simplified.........:....--.+.20-00- 12mo, 

* Tillman’s Text-book of Important Minerals and Rocks.............. 8vo, 

Washington’s Manual of the Chemical Analysis of Rocks............. 8vo, 
MINING. 

* Beard’s: Mine Gases and Explosions: 2.1: <2. 5 <= «cusses = aute Large 12mo, 

*: Crane's: Goldtand: Silver. Laie ini ccelelehakckene oe Ras Beste oe eteh ete ate cn ec vee 8vo, 

* Index of Mining Engineering Literature...........-...2-.-.--:- 8vo, 

* 8vo, mor. 

*/OremMlinine Methods: |: ict, irae arevalens aie rouautiero steers eee eee is eee 8vo, 

* Danarvand Saungerss mock Drallimo cet. cic eve ceerenertenel ae nie stereeneie ees 8vo, 

Douglas’s Untechnical Addresses on Technical Subjects............. 12mo, 

Bissier’s- Modern: High B plosives) awn ce sie ene nie ae ee eee eerie 8vo, 

* Gilbert Wightman and Saunders’s Subways and Tunnels of New York. 8vo, 

Goesel’s Minerals and Metals: A Reference Book.............. 16mo, mor. 

Thiseng’s Mantial' of (Miimimg ii ec cain cle © tcl nc © conte elele Ghakeinte Eis cee eee 8vo, 

* Tess: ead! Smelting. sic ichavmerersie toccvek cater een o).a oeenee haat iar eee nc eieny creeee 12mo, 

* Peele’s ‘Compressed: Air Plant 87min scar sie oe ene ioe ore ete vias ntccweta one 8vo, 

Riemer’s*Shaft Sinking Under Difficult Conditions. (Corning and Peele.)8vo, 

fe Weaver's Military: Explosives cisco cic ehoeln aie otis natekee een enemies eae 8vo, 

Wilson’s Hydraulic and Placer Mining. 2d edition, rewritten. wae L2mMOF 

Treatise on Practical and Theoretical Mine Ventilation... .....12mo, 


SANITARY SCIENCE. 


Association of State and National Food and Dairy Departments, Hartford 


Meeting TN 90G 5 ue.iis oh ava te tersusisssuan acetocrametete, Win aveunaetetolalen dhcp 8vo, 
Jamestown Meetings 1LO0Tive Sacaute « aun tear miaeete marc steies  okccrene ee 8vo, 

* Bashore’s Outlines of Practical Sanitation. 5.....0.-+scm.c-eenesee 12mo, 
Sanitation:of a.Coumtry Houses (2.25 sqaure cn a eam ulee mee ree 12mo, 
Sanitation of Recreation Camps and Parks. ....0s5..00.05 dese 12mo, 
* Chapin’s The Sources and Modes of Infection............... Large 12mo, ° 
Folwell’s Sewerage. (Designing, Construction, and Maintenance.)..... 8vo, 
‘Water-supply Eneimecnin oy. ..cracsas ssc a aes a are ersicreasra: of reeeeteneieeee 8vo, 
Fowler's Sewage. Works Analyses. 5) ./<of,08 ate uicie.scle sn «alee at baleen 12mo, 
Fuertes’s, Water-filltration .W Oxles:). ic csiets.s0' ss atererg svete isiele wi cree inert 12mo, 
Wateriand Publicwbtealitiny sn: sccong omete chetterchecaeniee tem ua eta Carey ener 12mo, 
Gerhard’s Guide to Sanitary Inspections............ccce-ccccerere 12mo, 
* Modern Baths and Bath Houses, (iin ceek aie eieee ie eeateee 8vo, 
Sanitation of Public Buaiktimgs, vis sc... cavetcdetee terriers eiete ek onto 12mo, 

* The Water Supply, Sewerage, and Plumbing of Modern City Buildings. 
8vo, 

Hazen’s Clean Water and How to Get It... .............-.. Large 12mo, 
Filtration of Public (Waterstipplies.c wi. came) clolv eccin bisaionenenerene 8vo, 

* Kinnicutt, Winslow and Pratt’s Sewage Disposal.................-- 8vo, 
Leach’s Inspection and Analysis of Food with Special Reference to State 
| 805 fo) he HSN POs 5 eta: Oi oe. yAe nu cosons 4 8vo, 

Mason’s Examination of Water. (Chemical and Bacteriological).....12mo, 

Water-supply. (Considered principally from a Sanitary Standpoint). 

8vo, 

* Mast’s Light and the Behavior of Organisms................ Large 12mo, 
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* Merriman’s Elements of Sanitary Engineering........... F aetteenase ee 8vo, 


Ogden’s Sewer Construction .............. kare teksto, stevessataiers Tae eee ees 8vo, 
DeMe tM DESI OMe AY Oe Ne RA oil a at ee ee tnd a ws 12mo, 
* Ogden and Cleveland’s Practical Methods of Sewage Disposal for Res- 
gdencesmLotels end alnstitutons sc oso. a ee a 8vo, 
Parsons's' Disposal of Municipal. Refuse: 2 oie. sce weceniis cece beens 8vo, 
Prescott and Winslow’s Elements of Water Bacteriology, with Special Refer- 
encexto samitary Water Analysis: .. (:...os.0.+5.008ocrenen 12mo, 
* Price sietanabook On Sanitationy vases s:isiccia acd Hee velo chen Wee aL 2mo,, 
Richards si Conservation-by sanitation... .. «.<ccvee cule decison ce 8vo, 
(GOsti aie ClEA MICS Se sis gear fot ata lass al oo bvareve kena ore Greco teres Wes ive ler naar ge 12mo, 
Costior Pood. A: study-in Dietaries: 52.5 20 s..cm cewies suregeredie nk 12mo, 
Cost of Living as Modified by Sanitary Science.............--- 12mo, 
(GOSEOM MMe LOK pan woes sete tnPay ac Ras Li Slots Sis eye Dicvenere, aise aneteh relate bissees 12mo, 
Richards and Woodman’s Air, Water, and Food from a Sanitary Stand- 
EM aie ya act cactan ord iat acahin oe: Shane vin ee bre wranacubatnaw stylioniers Wet leeaoe eels 8vo, 
* Richey’s Plumbers’, Steam-fitters’, and Tinners’ Edition (Building 
Mechanics’ Ready Reference Series). .....5.....00000+ 16mo, mor. 
Rideal’s Disinfection and the Preservation of Food...........+-++e++> 8vo, 
Soper's Air and’ Ventilation of Subways: :..6 jcceccccsscecdcs casas es 12mo, 
Turneaure and Russell’s Public Water-supplies. .............00cc000+ 8vo, 
Venable’s Garbage Crematories in America... . ......-..eccecececeee 8vo, 
Method and Devices for Bacterial Treatment of Sewage.......... 8vo, 
Ward and Whipple’s Freshwater Biology. (In Press.) 
Whipple’s Microscopy of Drinking-water............ecce eee cece eeee 8vo, 
AGN VIOLC ANON ETE atone ere cueieiakeusie(e ajelersvensiey aucte esetenate.exsieve, © Large 12mo, 
WWalweron (Pure; Wiatery.csrecic.ciic art a a,kocsoiiessle tiers ance elenevels Large 12mo, 
Winslow’s Systematic Relationship of the Coccacex........... Large 12mo, 
MISCELLANEOUS. 
PeBUrt Guauweye OLAtiOi, SCL VICE: ste. s:410/syare erere: sieis)cis7 Ve. t/a rolevassta, eras a 12mo, 
BASHA DIAING GAO WO ee AIA TILE Ms ate hs fay .g ten. 8¥e, arte cs ake sa-e, bays s @ buskehaca eres 12mo, 
Emmons’s Geological Guide-book of the Rocky Mountain Excursion of the 
International Congress of Geologists. ..........++-20-5 Large 8vo, 
Ferrel’s Popular Treatise on the Winds.......... aeeistads nico Pees 8vo, 
iitzeeraldis Boston WMlacltmist.. oo ctei- ysis «sys ele n= clever sien OO AOR 18mo, 
Pee he Aa OMLOCTA PM VerOe ORM tah Uysal sds) cGelelletote ce ieti itholete (eis 0 eed, hs ea, 8vo, 
Gannett's Statistical Abstract of the World... ......ccsecccscecccs 24mo, 
Haines’s American Railway Management... .......cccncccccevesee 12mo, 
Hanausek’s The Microscopy of Technical Products. (Winton)....... 8vo, 
Jacobs’s Betterment Briefs. A Collection of Published Papers on Or- 
Ranized! Midststrrale PLICLEMC Yo) yalete-e crs)s cys scnleva nisi Ntovexe sts) srages (ea 8vo, 
Metcalfe’s Cost of Manufactures, and the Administration of Workshops..8vo, 
* Parkhurst’s Applied Methods of Scientific Management............ 8vo, 
ATS ON AUTICAIMORALUSS mretetyiiwis Fcleisieie size o1eveteta: cr ole le%e''ssavatel aasGandcevenaie’s 8vo, 
Ricketts’s History of Rensselaer Polytechnic Institute 1824-1894. 
Large 12mo, 


* Rotch and Palmer’s Charts of the Atmosphere for Aeronauts and Aviators. 

Oblong 4to, 
Rotherham’s Emphasised New Testament... .....eeeeeeeeeees Large 8vo, 
Rust’s Ex-Meridian Altitude, Azimuth and Star- finding APELES Joiecasetelet= 8vo, 
Standage’s Decoration of Wood, Glass, Metal, etc.........- slerayeisieiene le 210; 
Westermaier’s Compendium of General Botany. (Schneider)......... 8vo, 
Winslow’s Elements of Applied Microscopy.......... Sisiadwinte Cetnio ne deeeeOy 


HEBREW AND CHALDEE TEXT-BOOKS. 


Gesenius’s Hebrew and Chaldee Lexicon to the Old Testament Scriptures, 
CTTERENES I) Ty cree ice we 06 bev eine s,0 selbecvevice somal 4to, halfemor, 
Green’s Elementary Hebrew Grammat....--seseccecverereecereeseel2mo, 
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